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Introduction 


The Canadian Research Index - Microlog puts all of 
Canada's hard-to-find government and research 
literature at your fingertips. Canadian Research 
Index in print is a monthly indexing service. An 
electronic version on CD-ROM or via the Internet is 
also available. Microlog represents our fulltext 
document service. Most titles included in Canadian 
Research Index are available in paper as well as 
microfiche format. Together, these services are a 
powerful tool for finding Canadian report publications. 


The Canadian Research Index includes scientific and 
technical research papers in physical, natural and social 
sciences. It also includes policy papers, important 
Statistical publications, and annual reports. 


Documents issued in English or French are catalogued, 
indexed and abstracted in the language of the 
publication, while bilingual documents are catalogued, 
indexed and abstracted in both languages. As of 1998, 
abstracts are only available with electronic versions of 
the index. 


Every effort is made to ensure the currency of the 
index. For instance, documents appearing in the 
checklist of Canadian Government Publications are 
delivered by the Microlog Service approximately two 
months after publication of the list. 


SOURCES 


e government publications from the federal, 
provincial and municipal levels 
depository publications of reference value 
non-depository publications issued by government 
organizations, laboratories and research centres 

e non-profit organizations, educational institutions 
and research groups 

e some monographs and serials issued by Statistics 
Canada 


ORGANIZATION 


Canadian Research Index comprises the following 
sections: 


Title index: A full bibliographic citation for each title. 
Corporate name index: Access by controlled format 
corporate names based on Canadiana Authorities. 


Personal name index: Access by personal name. 
Subject index: Subject terms based on Library of 
Congress and Canadian Subject Headings are assigned 
to each document. A cross-referencing structure assists 
searchers. 

Series titles: Lists by title and numbers all reports in a 
series; series are available as an on-going subscription 
or retrospective collection. 

Microfiche collections: Lists contents of each fiche 
collection for quick reference. These collections can be 
used as current awareness lists in broad subject areas to 
notify users of new acquisitions. 


ELECTRONIC ACCESS 


The full Canadian Research Index file from 1982 to 
date is available in electronic formats on the 
SilverPlatter SPIRS platform. It is accessible on CD; it 
may be licensed for network use on a local server or on 
a SilverPlatter ERL server; and it is available for 
Internet subscription. Reports may be ordered through 
the National Technical Information Service in the 
U.S.A., or directly through Micromedia's Global 
Information Centre. All catalogued documents issued 
by Statistics Canada are now included in electronic 
versions of Canadian Research Index. For 
information, contact Micromedia's CD Centre at 1- 
800-387-2689. 


DOCUMENT DELIVERY 


The unique Microlog Accession Number is the key to 
immediate retrieval of any document. Most documents 
cited in Canadian Research Index are available as 
part of the Microlog Microfiche Subscription 
Service. Institutions may subscribe to complete or 
partial collections of the documents in the Index. 
Individual copies on microfiche or paper reprints may 
be ordered through Micromedia's Document Delivery 
Service. To order, please contact: 


Global Information Centre Canada 
240 Catherine St. Ste 305 
Ottawa, ON K2P 2G8 


(613) 237-4250 Toll Free: 1-800-567-1914 
Fax: (613) 237-4251 
E-mail: gic@micromedia.on.ca 
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Introduction 


Microlog : Index de recherche du Canada met à 
votre disposition toutes les publications du 
gouvernement et les travaux de recherche difficiles à se 
procurer. L’Index de recherche du Canada imprimé 
est un service mensuel d’indexation. Une version 
électronique est également offerte sur CD-ROM ou 
dans Internet. Microlog représente notre service de 
documents en texte intégral. La plupart des titres 
figurant dans l’Index sont disponibles sous forme 
imprimée et sur microfiche. Ces services combinés 
constituent un outil très efficace pour retrouver les 
publications des différents gouvernements du Canada. 


L’Index contient entre autres des recherches en 
sciences physiques, naturelles et sociales, des énoncés 
de politique, des statistiques et des rapports annuels. 


Les ouvrages publiés en français ou en anglais sont 
indexés et résumés dans la langue de publication; les 
ouvrages bilingues sont traités dans les deux langues. 
Les résumés sont disponibles exclusivement dans les 
versions électroniques de l’index dès l’an 1998. 


De vastes efforts sont déployés pour assurer la 
pertinence de l’index. Par exemple, on peut obtenir les 
documents qui figurent sur la Liste des publications du 
gouvernement du Canada environ deux mois après leur 
parution sur cette liste. 


SOURCES 


e publications fédérales, provinciales et municipales 

e publications déposées servant de référence 

e publications non déposées publiées par les 
organismes gouvernementaux, les laboratoires et 
les centres de recherche 

e publications d’organismes à but non lucratif, 
d’établissements d’enseignement et de groupes de 
recherche 

e certaines monographies et publication en série 
publiées par Statistique Canada 


ORGANISATION DE L’ INDEX 


L’Index de recherche du Canada comprend les 
sections suivantes : 


Index des titres: tous les titres sont catalogués. 

Index des dénominations sociales: donne un accés par 
dénominations sociales fondées sur les vedettes 
d’autorité du service Canadiana. 

Index des noms: donne un accès par auteur. 

Index des matières: des descripteurs fondés sur les 
vedettes matières des documents Library of Congress 


Subject Headings et Canadian Subject Headings sont 
associés à chaque publication; un réseau de renvois 
facilite la recherche. 

Titres de collections: tous les rapports publiés en série 
sont classés par titre et numéro. Ces documents sont 
disponibles par le biais d’un abonnement permanent et 
ils sont aussi intégrés à une collection rétrospective. 
Collections de microfiches: chaque collection apparaît 
dans une section séparée pour faciliter la recherche. 
Ces listes peuvent aussi servir à renseigner les usagers 
sur les nouveautés. 


ACCÈS ÉLECTRONIQUE 


Le fichier complet de l’Index de recherche du 
Canada, de 1982 à aujourd’hui, est disponible sous 
forme électronique à partir de la plate-forme 
SilverPlatter SPIRS. Il est offert sur CD-ROM et il est 
possible d’obtenir des licences d’utilisation en réseau 
pour un serveur local ou pour un serveur SilverPlatter 
ERL. Il est également disponible par le biais d’un 
abonnement Internet. Les rapports peuvent être 
commandés par l’intermédiaire du National Technical 
Information Service aux États-Unis ou encore 
directement au Global Information Centre de 
Micromedia. Tous les documents catalogués publiés 
par Statistique Canada sont intégrés dans les versions 
électroniques de l’Index de recherche du Canada. 
Pour plus de détails, contactez le personnel de 
Micromedia au 1 800 387-2689. 


LIVRAISON DE DOCUMENTS 


Le numéro d’accés unique de Microlog est la clé qui 
permet de repérer immédiatement tout document. La 
majorité des documents cités dans l’Index de 
recherche du Canada sont offerts par le service 
d'abonnement aux microfiches de Microlog. Les 
organismes peuvent s’abonner à l’ensemble ou à 
certaines des collections de documents de l’Index. On 
peut également commander des reproductions de 
documents sur microfiches ou sur papier par 
l’intermédiaire du service de livraison de documents de 
Micromedia. Pour commander, communiquer avec: 


Global Information Centre Canada 
240 rue Catherine, bureau 305 
Ottawa ON K2P 2G8 


(613) 237-4250 sans frais : 1 800 567-1914 
Télécopieur : (613) 237-4251 
Courrier électronique: gic@micromedia.on.ca 
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Microfiche Collections 


Documents in Canadian Research Index are available on 
microfiche through various subscription plans ranging from the 
complete collection to subsets by level of government 
(jurisdiction), geographic area, or subject. 


Jurisdictional Collections 


Federal: titles issued at the federal level, depository and non- 
depository 


Provincial: titles issued by provincial governments 


Local/Municipal: titles issued by or about local governments, 
local jurisdictional concerns, or specific cities or towns 


Regional Collections: titles issued by or about a province 
or region 


Alberta 


Atlantic Provinces: Newfoundland, Nova Scotia, New 
Brunswick, and Prince Edward Island 


British Columbia 
Manitoba - Saskatchewan 


Northern Regions: Northwest Territories, Yukon Territory, 
Arctic Regions, North of 60 


Ontario 


Quebec 


Special Collections 


Critical issues: documents from Canadian jurisdictions on 
issues that receive public attention and are the subject of debate 


Fisheries and Oceans Canada: documents published by the 
Dept. of Fisheries and Oceans 


Canada Centre for Mineral and Energy Technology 
(CANMET): documents published or contracted out by the 
Centre 


Depository Collection: documents published by the federal 
government issued through the Federal Depository Program 


FEARO: documents published by the Canadian Environmental 
Assessment Research Council (CEARC) and/or the Federal 
Environmental Assessment Research Office (FEARO) 


Non-Depository Collection: documents published by the 
federal government, not issued through the Federal Depository 
Program. Available as a complete collection or as a science or 
social science sub-collection 


ONTERIS: ONTERIS documents for which Micromedia has 
microfilming rights and which meet the CRI inclusion policies 


CA 


PR 


MU 


AL 


AP 


BC 
MS 


NO 


ON 


QU 


CI 


CF 


CM 


DE 


FE 


ND 


OR 


Collections de microfiches 

Les publications incluses dans l'Index de recherche du Canada 
sont en vente sur microfiches, en collection complète ou en 
collections plus petites regroupant des titres par juridiction, par 
aire géographique ou par matière. 


Collections gouvernementales 


Fédéral: publications émises par le gouvernement fédéral, régies 
ou non par le Programme de dépôt 


Provincial: 
provinciaux 


publications émises par les gouvernements 


Local/Municipal: publications émises par les gouvernements 
locaux et municipaux, ou concernant une juridiction locale ou 
municipale 


Collections géographiques : publications émises par, ou 
auprès d’une province ou région 


Alberta 


Provinces atlantiques: Terre-Neuve, Nouvelle-Écosse, 


Nouveau-Brunswick, Île-du-Prince-Édouard 
Colombie-Britannique 
Manitoba - Saskatchewan 


Régions du Nord : Territoires du Nord-Ouest, Yukon, régions 
arctiques, nord du 60e 


Ontario 


Québec 


Collections particulières 


Sujets d’actualité: documents publiés au Canada et portant sur 
des questions d’intérêt public et des sujets de débat 


Pêches et Océans Canada: 
Département des pêches et océans 


documents publiés par le 


Centre canadien de la technologie des minéraux et de 
l'énergie (CANMET): documents publiés ou commandés par le 
Centre 


Programme de dépôt: documents publiés par le gouvernement 
fédéral régis par le Programme de dépôt 


BFEEE: documents publiés par le Conseil canadien de 
recherche sur les évaluations environnementales (CCREE) et/ou 
le Bureau fédéral d'examen des évaluations environnementales 
(BFEEE) 


Collection non déposée: documents publiés par le 
gouvernement fédéral, non régis par le Programme de dépôt, 
disponible en collection complète ou en sous-collection Sciences 
ou Sciences sociales 


ONTERIS: documents d'ONTERIS pour lesquels Micromedia a 
les droits de microfilmage et qui satisfont aux politiques 
d'inclusion de l’IRC 


Science: agriculture; energy; environment; fisheries; forestry; 
life sciences; natural resources, earth sciences and mining; 
physical sciences; planning, housing and construction industry; 
technology; telecommunications; transportation 


Social Sciences: behavioural sciences; commerce and 
economics; culture, recreation and humanities; education; 
external affairs; health and medical care; justice and law; 
labour; native peoples; public administration; public works; 
social affairs 


Statistics: statistical documents or documents containing a 
significant amount of statistical data 


Subject Collections 


Agriculture: agricultural chemistry and economics; agricultural 
equipment facilities and operations; agricultural resource 
surveys; agronomy, horticulture and plant pathology; animal 
husbandry and veterinary medicine; food technology 


Behavioural Sciences: human behaviour; alcoholism and drug 
abuse; child abuse; suicide; psychology; public opinion and 
survey methods 


Commerce and Economics: banking and finance; consumer 
affairs; domestic and international commerce, marketing and 
economics; foreign industry development and economics 


Culture, Recreation and Humanities: archaeology; arts; 
history and historic sites; libraries; lotteries; recreational 
activities; sports; theatre 


Education: community and school; educational legislation; 
educational research; issues related to school-aged children; 
learning; school and university funding; teacher collective 
bargaining and pension funds; teaching methods 


Energy: batteries and components; electric power production; 
fuel conversion processes; fuels; geothermal energy; heating 
and cooling systems; policies and regulations; resources; solar 
energy; supply and demand; transmission 


Environment: environmental assessment reports; 
environmental health and safety; environmental policy; 
pollution and control of air, noise, solid wastes, water, 
pesticides and radiation 


External Affairs: disarmament and arms control; foreign 
affairs and policy; foreign aid; international relations and trade 


Fisheries: aquaculture; commercial fishing, fishing equipment 
and processing of fishery products; fish biology and habitat; 
fishing boat accidents; laws related to fisheries; sport fishing 


Forestry: afforestation and reforestation; forest ecology; forest 
fires and prevention; forest products; logging; pulp and paper 
industry; wood trade 


SC 


SS 


ST 


AG 


BS 


CO 


CU 


ED 


EN 


EV 


EX 


FI 


FO 


Sciences: agriculture, énergie; environnement, pêche; 
planification, logement et industrie de la construction; sciences 
de la vie; ressources naturelles, sciences de la Terre et 
exploitation minière; sciences physiques; sylviculture; 
technologie; télécommunications; transport 


Sciences sociales: administration publique; affaires extérieures; 
affaires sociales; commerce et économie; culture, récréation et 
sciences humaines; éducation; justice et droit; populations 
autochtones; santé et soins médicaux; science du comportement; 
travail; travaux publics 


Statistiques: documents statistiques ou contenant une quantité 
importante de données statistiques 


Collections par matière 


Agriculture: agronomie, horticulture et pathologie végétale; 
chimie et économie de l'agriculture; élevage et science 
vétérinaire; installations et fonctionnement de l’équipement 
agricole; sondage sur les ressources agricoles; technologie 
alimentaire 


Science du comportement: comportement humain; méthodes 
de sondage; opinion publique; personne maltraitée; psychologie; 
suicide 


Commerce et économie: affaires et finances; commerce 
national et international; consommation; développement et 
économie de l'industrie étrangère; marketing et science 
économique 


Culture, loisirs et sciences humaines: activité récréative; 
archéologie; arts; bibliothèques; histoire et sites historiques; 
loteries; sports; théâtre 


Éducation: apprentissage; école et communauté; financement 
scolaire et universitaire; législation scolaire; méthodes 
d'enseignement; négociation collective et fonds de pension de 
l'enseignant; questions concernant les enfants d’âge scolaire; 
recherche en éducation 


Énergie: combustible; énergie géothermique; énergie solaire; 
offre et demande; piles et composantes; procédés de conversion 
du combustible; politiques et règlements; production 
d'électricité; ressources; systèmes de chauffage et de 
refroidissement; transmission 


Environnement: contrôle et pollution (air, bruit, déchets 
solides, eau, pesticides et radiation); politique environnementale; 
rapports d’évaluation environnementale; santé et sécurité de 
l'environnement 


Affaires extérieures: aide étrangère; commerce international 
désarmement et contrôle des armes; relations et politiques 
étrangères; relations internationales 


Pêche: accidents de bateaux de pêche; aquiculture; biologie et 
habitat du poisson; loi concernant la pêche; pêche commerciale, 
équipement de pêche et transformation des produits de la pêche; 
pêche sportive 


Forêts et sylviculture: écologie forestière; exploitation des 
forêts; feux de forêts et prévention des feux de forêts; industrie 
des pâtes et papiers; menuiserie; produits forestiers; reboisement 


Health and Medical Care: health care assessment and quality 
assurance; health care utilization; health-related cost; health 
services; public health and industrial medicine; technology; 
vital statistics 


Justice and Law: coroner; corrections; courts; crime; human 
and civil rights; law reform; ombudsman; police activities 


Labour: arbitration and collective bargaining; job training and 
career development; personnel management, industrial relations 
and manpower studies; productivity; salary administration; 
unemployment 


Life Sciences: anatomy; biology; botany; ecology; genetics; 
medicine; nutrition; pathology; physiology; zoology 


Native Peoples: documents published about Canada's native 
peoples, or about issues involving them 


Natural Resources, Earth Sciences and Mining: cartography; 
geology and geophysics; hydrology and limnology; mineral 
industries; natural resource management; natural resource 
surveys; oceanography; snow, ice and permafrost; soil sciences 


Public Administration: elections; federal, provincial and local 
government structure, operation and administration; 
intergovernmental relations; ombudsman; parliamentary 
process; public finance and budgetary papers; taxation 


Planning, Housing and Construction Industry: architectural 
design and environmental engineering; construction 
management and techniques; land use planning; urban and 
regional planning 


Physical Sciences: astronomy; chemistry; computer sciences; 
detection; engineering; manufacturing technology; materials 
science; mathematics; meteorology; nuclear science; ordnance; 
physics; space technology 


Public Works: crown corporations; documents covering 
structures paid for by government funds for public use (e.g. 
roads, dams, post offices); emergency and fire services; public 
utilities 


Social Affairs: adoption; aged; alcohol and drug problems; 
demography; families; handicapped; housing and public 
housing; minorities; public welfare; social issues; social 
services; veterans affairs; women's issues 


Telecommunications: communication satellites; 
communications and broadcasting policy, regulation and 
technology; computer network communications; facsimile; 
information systems; mass media; postal service; publishing; 
telephones; use and planning of communications 


Transportation: air, marine, pipeline, railroad and road 


transportation; traffic planning and engineering; transportation 
safety; urban transportation 
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HE 


JU 


LA 


LS 


NP 


NR 


PA 


PL 


PS 


PW 


SA 


TE 


TR 


Santé et soins médicaux: assurance de la qualité et évaluation 
des soins médicaux; coûts reliés à la santé; exploitation des soins 
médicaux; santé publique et médecine industrielle; services 
médicaux; statistiques démographiques; technologie 


Justice et droit: activités policières; coroner; correction; cour; 
crime; droits civiques et de la personne; Ombudsman; réforme 
de la loi 


Travail: arbitrage et négociation collective; chômage; études sur 
la gestion du personnel, les relations industrielles et la main- 
d'oeuvre; formation à l'emploi et évolution de carrière; 
productivité; salaires 


Sciences de la vie: anatomie; biologie; botanie; écologie; 
génétique; médecine; nutrition, pathologie; psychologie; 
zoologie 


Populations Autochtones: documents publiés sur les peuples 
autochtones du Canada, ou sur des questions connexes 


Ressources naturelles, sciences de la terre et mines: 
cartographie; études des sols; géologie et géophysique; gestion 
des ressources naturelles; hydrologie et limnologie; industries 
minérales; neige, glace et permafrost; océanographie; sondages 
sur les ressources naturelles 


Administration publique: élections; finances publiques et 
documents budgétaires; Ombudsman; processus parlementaire; 
relations intergouvernementales; structure, fonctionnement et 
administration des gouvernements fédéral, provinciaux et 
locaux; taxation ; 


Planification, logement et industrie de la construction: 
conception architecturale et génie environnemental; gestion et 
techniques de la construction; planification de l'utilisation des 
sols; planification urbaine et régionale 


Sciences physiques: artillerie; astronomie; chimie; détection: 
informatique; ingénierie; mathématiques; météorologie; 
physique; science des matériaux; sciences nucléaires: 
technologies de fabrication; technologie spatiale 


Travaux publics: documents portant sur les structures financées 
par les fonds gouvernementaux pour usage public (p. ex. routes, 
barrages et bureaux de poste); services d'urgence et d'incendie; 
service public; sociétés d’État 


Affaires sociales: adoption; alcoolisme et toxicomanie; 
assistance publique; démographie; famille; femmes; logement et 
logement social; minorités; personnes âgées; personnes 
handicapées; questions d'aspect social; services sociaux; vétérans 


Télécommunications: communications et politique, règlement 
et technologie de radiodiffusion; communication par réseaux 
d'ordinateurs; édition; fac-similé; mass media; satellites de 
communication; service postal; systèmes d'information; 
téléphones; utilisation et planification des communications 


Transport: gestion et génie du transport; sécurité routière; 
transport aérien, maritime, par pipeline, ferroviaire et routier; 
transport urbain 


Digitized by the Internet Archive 
in 2023 with funding from 
University of Toronto 


https://archive.org/details/31/6111/7016337 


1993 and 1994 coho spawning 
| escapement and juvenile studies in Louis 
and Lemieux creeks, North Thompson 
River 

By D.Y. Atagi...et al. Nanaimo, BC :Fisheries & 


- Oceans Canada, Pacific Region, Science Branch, 
Pacific Biological Station, 1999. vii, 80 p. : Maps, 


Bibl. (Canadian manuscript report of fisheries and 


aquatic sciences / Canada. Dept. of Fisheries & 
Oceans ; no. 2474 ISSN 0706-6473) CCG-P 
no. Fs 97-4/2474E 

MICROLOG 99-04746 (1 fiche) 

BC CA CF FI LS ND SC 


1993 directory of respondents to a survey 
of HRI buyers and suppliers : final report 


See Saskatchewan hotel, restaurant, 
wholesalers, processors and growers directory, 
1993 


1996 Nova Scotia Visitor Exit Survey 


Halifax : Nova Scotia Economic Development & 
Tourism, Tourism Nova Scotia, 1998. 191 p. : ill. 
MICROLOG 99-04878 (3 fiche) 

AP BS CO PR SS ST 


1997 BC student outcomes : summary of 
survey results by program area 


Prepared by Centre for Education Information ; in 
partnership with the Outcomes Working Group. 
Victoria : The Centre ; Hull, PQ : Human Re- 
sources Development Canada, 1997. ii, 104 p. : 
ill. ISSN 1488-125X 

MICROLOG 99-04846 (2 fiche) 

BC CA ED LA ND PR SS ST 


1997 Canadian acid rain assessment, vol. 
2 : atmospheric science assessment 
report 


Ottawa : Environment Canada, 1997. iv, 295 p. : 
ill., Maps, Bibl. 

MICROLOG 99-04408 (4 fiche) 

CA CI DE EV PS SC 


1997 Canadian acid rain assessment, vol. 
3 : aquatic effects 


Edited by D.S. Jeffries. Ottawa : Environment 
Canada, 1997. vi, 214 p. : ill., Maps, Bibl. Cover 
title: 1997 Canadian acid rain assessment, vol. 3 : 
the effects on Canada’s lakes, rivers and wet- 
lands. 

MICROLOG 99-04424 (3 fiche) 

CA Cl DE EV LS SC 


Title Index 


Index des titres 


1997 Canadian acid rain assessment, vol. 
3 : the effects on Canada’s lakes, rivers 
and wetlands 


See 1997 Canadian acid rain assessment, vol. 3 : 


aquatic effects 


1997 Canadian acid rain assessment, vol. 
4 : the effects on Canada’s forests 


Written by P. Hall...et al. Ottawa : Environment 
Canada, 1997. 45 p. : ill., Bibl. 

MICROLOG 99-04425 (1 fiche) 

CA CI DE EV FO LS SC 


1997 Canadian acid rain assessment, vol. 
5 : the effects on human health 


Edited by Ling Liu. Ottawa : Environment Can- 
ada, 1997. 137 p. : Bibl. ISBN 0-662-25984-X 
CCG-P no. EN56-123/5-1997E 

MICROLOG 99-04426 (2 fiche) 

CA Cl DE EV LS SC 


1999-2000 estimates, part III, report on 
plans and priorities : Agriculture and Agri- 
food Canada 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1999. 50, 56 p. : ill. 
MICROLOG 99-04621 (2 fiche) 

AG CA CO DE PA SS 


1999-2000 estimates, part Ill, report on 
plans and priorities : Atlantic Canada 
Opportunities Agency 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1999. 73, 78 p. : ill., Bibl. 
MICROLOG 99-04617 (2 fiche) 

AP CA CO DE PA SS 


1999-2000 estimates, part Ill, report on 
plans and priorities : Atomic Energy 
Control Board 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1999. 29, 30 p. 

MICROLOG 99-04725 (1 fiche) 

CA CO DE EN PA SC 
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Prepared by Saskatchewan Agriculture & Food ; 
in co-operation with Manitoba Agriculture and the 
Weed Sub-Council of the Saskatchewan Advisory 
Council on Soils and Agronomy. Regina : Saskat- 
chewan Agriculture & Food, 1999. 302 p. : illl. 
MICROLOG 99-04825 (4 fiche) 

AG MS PR SC 


A Guide to developing a violence policy 
statement 


Regina : Saskatchewan Labour, Occupational 
Health & Safety, 1997. ii, 161 p. 

MICROLOG 99-04862 (1 fiche) 

JU LA MS PR SS 


Guide to federal programs and services for 
children and youth -- 2d ed. 


Ottawa : Health Canada, 1999. vi, 98 p. French 
ed. (Guide des programmes et services...) : 
99-04763/2. ISBN 0-662-27490-3 CCG-P 

no. H39-403/1999E 

MICROLOG 99-04762 (2 fiche) 

CA DE SA SS 


Guidelines and recommendations on the 
prevention and control of Hepatitis C 


Ottawa : Health Canada, 1995. iv, 18 p. : ill., Bibl. 
(Canada communicable disease report / Canada. 
Health Canada ; vol. 21S2 ISSN 1188-4169) 
French ed. (Lignes directrices...hépatite C) on the 
same fiche. Cover title: Prevention and control of 
hepatitis C, guidelines and recommendations : 
supplement. 

MICROLOG 99-04444 (1 fiche) 

CA HE LS ND SC 


Guidelines for emergency showers and 
eyewashes in the workplace 


Regina : Saskatchewan Labour, Occupational 
Health & Safety, 1998. 12 p. : ill. 

MICROLOG 99-04913 (1 fiche) 

HE LA MS PR SS 


Guidelines for latex glove users 


Regina : Saskatchewan Labour, Occupational 
Health & Safety, 1998. 6 p. 

MICROLOG 99-04912 (1 fiche) 

HE LA MS PR SS 


Guidelines for monitoring silicosis 


Regina : Saskatchewan Labour, Occupational 
Health & Safety, 1998. 4 p. 

MICROLOG 99-04864 (1 fiche) 

HE LA LS MS PR SS 


Guidelines for safe rates of fertilizer 
applied with the seed 


Written by Les Henry...et al. Regina : Saskatche- 
wan Agriculture & Food, 1999. 4 p. (Farm facts / 
Saskatchewan. Saskatchewan Agriculture & Food 
ISSN 0840-9447) 

MICROLOG 99-04658 (1 fiche) 

AG MS PR SC 


Hantavirus disease, guidelines for 
protecting workers and the public -- 
Updated 


Regina : Saskatchewan Labour, Occupational 
Health & Safety ; Saskatchewan Health, 1996. 
10 p. 

MICROLOG 99-04857 (1 fiche) 

LA LS MS PR SC 


Harvesting systems and equipment in 
British Columbia 


By A Jack MacDonald. Victoria : Ministry of For- 
ests, Forest Practices Branch ; Forest Engineer- 
ing Research Institute of Canada, 1999. x, 197 p. : 
ill., Bibl. (Handbook / Forest Engineering Re- 
search Institute of Canada ; HB-12) 

ISBN 0-7726-3827-6 

MICROLOG 99-05015 (3 fiche) 

BC FO PR SC 


La Hausse récente des demandes de 
brevets et la performance des principaux 
pays industrialisés sur le plan de 
Vinnovation : tendances et explications 


Par Mohammed Rafiquzzaman et Lori Whewell. 
Ottawa : Industrie Canada, 1998. 59, 57 p. : ill., 
Bibl. (Document de travail / Canada. Industrie 
Canada ; no 27) Bilingue (Recent jumps in pat- 
enting...). En tête du titre: Programme des publi- 
cations de recherche d'Industrie Canada. 

ISBN 0-662-63964-2 GCC-E no C21-24/27-1998 
MICROLOG 99-04821 (2 fiche) 

CA CO DE EX SC ST 


Health Canada, report card on compliance 
with response deadlines under the Access 
to Information Act 


Canada. Information Commissioner of Canada. 
Ottawa : The Commissioner, 1999. 43 p. : ill. 
French ed. (Santé Canada, fiche de rendement...) 
on the same fiche. 

MICROLOG 99-04545 (2 fiche) 

CA DE HE JU PA SS 


Health Canada’s review of policies 
concerning the addition of vitamins and 
minerals to foods : stakeholder 
consultation, Evaluation of Food 
Fortification Approaches : synopsis of 
plenary sessions 


By Intersol. Ottawa : Health Canada, Health Pro- 
tection Branch, Food Directorate, Bureau of Nutri- 
tional Sciences, 1999. 17 p. French ed. (Examen 
des politiques de Santé Canada...) on the same 
fiche. 

MICROLOG 99-04516 (1 fiche) 

CA Cl HE LS ND SS 


Health care in Saskatoon’s inner city : a 
comparative study of Native and non- 
Native utilization patterns 


By James B. Waldram and Mellisa M. Layman. 

Winnipeg : University of Winnipeg, Institute of Ur- 
ban Studies, 1989. vi, 51 p. : Bibl. (Native issues / 
University of Winnipeg. Institute of Urban Studies 


août 1999) 


; 3) ISBN 0-920213-78-2 
MICROLOG 99-04604 (1 fiche) 
HE MS MU NP PR SS 


Health effects and exposure guidelines 
related to extremely low frequency (ELF) 
50/60 Hz electric and magnetic fields : an 
overview 


Prepared by a working group of the Federal-Pro- 
vincial-Territorial Radiation Protection Committee. 
Ottawa : The Working Group, 1998. 15 p. : Bibl. 
MICROLOG 99-04446 (1 fiche) 

CA Cl HE LS ND SC 


The Health of our air, toward sustainable 
agriculture in Canada 


Compiled and edited by H.H. Janzen...et al. Ot- 
tawa : Agriculture & Agri-Food Canada, Research 
Branch, 1999. vii, 98 p. : i/l., Maps, Bibl. French 
ed. (La Santé de l’air que nous respirons...) : 
99-04465/2, ISBN 0-662-27170-X CCG-P 

no. A53-1981/1998E 

MICROLOG 99-04464 (2 fiche) 

AG CA CI DE EV SC 


Highlights, 1998 edition of the Canadian 
STD guidelines 


Laboratory Centre for Disease Control (LCDC) 
Expert Working Group on Canadian Guidelines 
for Sexually Transmitted Disease. Ottawa : The 
Working Group, 1998. 17 p. : ill. French ed. 
(L’Essentiel des lignes directrices...) on the same 
fiche. ISBN 0-662-27417-2 CCG-P 

no. H49-119/1998-1E 

MICROLOG 99-04532 (1 fiche) 

CA CI DE HE LS SC 


Highlights from the 1997 Yukon River 
survey 


Whitehorse : Renewable Resources, Parks & Pro- 
tected Areas, 1997. 8 p. : ill. 

MICROLOG 99-04551 (1 fiche) 

BS CU NO PR SS 


Icebreaker characteristics synthesis 


Prepared for Transportation Development Centre, 
Safety and Security, Transport Canada ; by Arno 

Keinonen...et al. Calgary, AB : AKAC Inc., 1996. 2 
V. : ill., Bibl. Contents: Vol. | : Main report -- vol. I! 
: Appendices. 

MICROLOG 99-04865 (5 fiche) 

CA ND PS SC TR 


Identity preserved systems in the 
Canadian grain industry : a discussion 
paper 
Prepared by the Canadian Grain Commission ; in 
collaboration with the Canadian Wheat Board...et 
al. Winnipeg : The Commission, 1998. 29 p. : ill. 
French ed. (Systèmes de ségrégation...) on the 
same fiche. 
MICROLOG 99-04880 (1 fiche) 
AG CA CO ND SC 


Impact économique de l’amélioration 
génétique de l’épinette de Norvège 


Jean-François Cété...et al. Sainte-Foy, PQ : Res- 
sources naturelles Canada, Service canadien des 
forêts, Centre de foresterie des Laurentides, 1999. 
4 p. : ill. (Notes de recherche / Centre de 
foresterie des Laurentides ; no 8 

ISSN 1209-0387) L’éd. anglaise (Economic im- 
pact of genetic...) sur la même fiche. En tête du 
titre: Réseau sur la recherche socio-économique. 
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ISBN 0-662-83394-5 GCC-E no Fo29-46/8-1999F 
MICROLOG 99-05003 (1 fiche) 
CA FO ND QU SC 


L’Industrie du bois dans le Canada 
Atlantique : pleins feux sur la valeur 
ajoutée 


Inde, profil du secteur agroalimentaire 


Ottawa : Agriculture et agroalimentaire Canada, 
Direction générale des services à l’industrie et 


| Impact of aeration on irrigated alfalfa yield 
|: final report 

By Bob Springer. Regina : Saskatchewan Agricul- 
ture Development Fund, 1993. 4 p. 


MICROLOG 99-04450 (1 fiche) 
AG MS PR SC 


Impact of taxes on new construction in 
Toronto, capped properties : commercial, 
industrial and multi-residential 


Toronto Finance ; to Assessment and Tax Policy 
Task Force. Toronto : The Dept., 1999. 23 p. 
MICROLOG 99-04659 (1 fiche) 

MU ON PA PL SS 


Implementation of an elastic-plastic 
analysis capability for VAST finite element 
computer program 


By L. Jiang and M.W. Chernuka. Dartmouth, NS : 
National Defence, Research & Development 
Branch, Defence Research Establishment Atlan- 
tic, 1995. xi, 191 p. : i/l., Bibl. (DREA contractor re- 
port / Defence Research Establishment Atlantic ; 
DREA CR/96/457) 

MICROLOG 99-04675 (3 fiche) 

CA ND PS SC 


Improving food and agriculture 
productivity and the environment : 
Canadian initiatives in methyl bromide 
alternatives and emission control 
technologies -- Rev. 


Prepared for the Environmental Protection Ser- 
vice, Environment Canada, Research Branch and 
Environment Bureau, Agriculture and Agri-Food 
Canada, Environmental Affairs Branch of the In- 
dustry Sector, Industry Canada ; by Michelle Mar- 
cotte and Christine Tibelius. Ottawa : The Ser- 
vice, 1998. ix, 46 p. : i/l., Bibl. ISBN 0-662-27424-5 
CCG-P no. En21-188/1998E 

MICROLOG 99-04772 (1 fiche) 

AG CA EV ND SC 


Improving the National Child Benefit : 
matching deeds with intentions 


By Adil Sayeed. Toronto : C.D. Howe Institute, 
1999. 28 p. : ill., Bibl. (Commentary / C.D. Howe 
Institute ; no. 125 ISSN 0829-1810) At head of 
title: The Taxation papers. ISSN 0824-8001 

ISBN 0-88806-456-X 

MICROLOG 99-04967 (1 fiche) 

CA CI PA SA SS 


Incentive programs for enhancing truck 
| safety and productivity, a Canadian 
perspective 


By Ray Barton...et al. ; on behalf of Canada Safe- 
ty Council. Montreal : Transport Canada, Trans- 
portation Development Centre, Safety & Security, 
1998. xiv, 76 p. : Bibl. French ed. (Programmes 
d'incitation à la sécurité...) : 99-04415/2. 
MICROLOG 99-04414 (1 fiche) 

CA CI LA ND SC TR 


| Increased awareness of information 
| technology : final report 


See Media measurement report, AFIF information 
technology sector, awareness area 


aux marchés, Service d'exportation agroalimen- 
taire ; Equipe Canada, 1998. 21 p. : il/., Bibl. 

L’éd. anglaise (Agri-food country profile, India) sur 
la même fiche. 

MICROLOG 99-04784 (1 fiche) 

AG CA CO EX ND SS 


Indian head lentil for green manure, part 2 
: final report 


Regina : Saskatchewan Agriculture & Food, ADF, 
1989. 5 p. 

MICROLOG 99-04476 (1 fiche) 

AG MS PR SC 


Indian head lentils as a forage/grass : 


final report 


By Durold Textor. Regina : Saskatchewan Agricul- 
ture & Food, ADF, 1992. 4 p. 

MICROLOG 99-04453 (1 fiche) 

AG MS PR SC 


Les Indicateurs de l’égalité entre les 


sexes, préoccupations publiques et 
politiques gouvernementales : actes d’un 
symposium 


Éditeurs Leroy O. Stone, Zeynep E. Karman, W. 
Pamela Yaremko. Ottawa : Condition féminine 
Canada ; Santé Canada ; Développement des 
ressources humaines Canada ; Statistique Can- 
ada, 1999. 234 p. : ill., Bibl. L’éd. anglaise 
(Gender Equality Indicators...) : 99-03177/3. 

ISBN 0-662-83364-3 GCC-E no SW21-36/1998F 
MICROLOG 99-04427 (3 fiche) (Available on fiche 
only) 

CA DE SA SS 


Indices de croissance de la mactre de 
Stimpson, Mactromeris polynyma 


Par J. Lambert et P Goudreau. Mont-Joli, PQ : 
Ministére des péches et des océans, Direction 
générale des océans, Institut Maurice-Lamon- 
tagne, 1999. vii, 39 p. : i//., Bibl. (Rapport tech- 
nique canadien des sciences halieutiques et 
aquatiques / Canada. Ministère des pêches et 
des océans ; 2269 ISSN 0706-6570) GCC-E 
no Fs 97-6/2269F 

MICROLOG 99-05007 (1 fiche) 

CA CF FI LS ND QU SC ST 


Indoor air quality : carbon monoxide, 
moulds & beyond 


By Lewis Yeager. Toronto : Ontario Legislative Li- 
brary, Legislative Research Service, 1999. i, 20 p. 
: Bibl. (Current issue paper / Ontario. Legislative 
Library ; no. 198 ISSN 0835-0299) 

MICROLOG 99-04672 (1 fiche) 

CI EV ON PR SC 


The Industrial reorganization of the beef 


production industry, Saskatchewan’s niche 
: final report 


By W.J. Brown, T.I. McNinch and J.S. Taylor. 
Regina : Saskatchewan Agriculture Development 
Fund, 1998. ii, 270 p. : ill., Bibl. On cover: Funded 
by the Beef Development Fund ; prepared by Uni- 
versity of Saskatchewan. 

MICROLOG 99-04946 (3 fiche) 

AG CO MS PR SC ST 
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Moncton, NB : Agence de promotion économique 
du Canada atlantique, 1998. 125 p. : ill., Bibl. 
L’éd. anglaise (The Wood industry in Atlantic Can- 
ada...) : 99-04754/2. ISBN 0-662-83561-1 GCC-E 
no C89-4/55-1998F 

MICROLOG 99-04755 (2 fiche) 

AP CA CO DE FO SS 


Inflation targeting under uncertainty 


By Gabriel Srour. Ottawa : Bank of Canada, Re- 
search Dept., 1999. ix, 31 p. : Bibl. (Technical re- 
port / Bank of Canada ; no. 85) ISSN 0713-7931 
ISBN 0-662-27786-4 

MICROLOG 99-04563 (1 fiche) 

CA CO ND PS SS 


Information guidelines for the approval of 
intensive hog operations 


Regina : Saskatchewan Agriculture & Food ; Sas- 
katchewan Environment & Resource Manage- 
ment, 1999. 10 p. 

MICROLOG 99-04855 (1 fiche) 

AG EV MS PR SC 


Information Technologies Serving Health : 
consultation workshop with emergency 
room staff in Quebec region 


By Pierre Levasseur. Ottawa : Health Canada, Of- 
fice of Health & the Information Highway, 1998. 
22 p. : ill. French ed. (Les Technologies de l’infor- 
mation...) on the same fiche. 

MICROLOG 99-04760 (1 fiche) 

CA HE ND QU SS TE 


Inoculation of pulse crops 


Written and edited by R. McVicar...et al. Regina : 
Saskatchewan Agriculture & Food, 1998. 10 p. : 
Bibl. (Farm facts / Saskatchewan. Saskatchewan 
Agriculture & Food ISSN 0840-9447) 
MICROLOG 99-04660 (1 fiche) 

AG MS PR SC 


Intensity measurements and optimum 
beamforming using a crossed dipoles 
array 


By J.B. Franklin. Dartmouth, NS : National De- 
fence, Research & Development Branch, Defence 
Research Establishment Atlantic, 1997. i, 22 p. : 
ill., Bibl. (DREA contractor report / Defence Re- 
search Establishment Atlantic ; DREA 
CR/97/443) 

MICROLOG 99-04791 (1 fiche) 

CA ND PS SC 


Interim report #2, PeopleSoft System 
Implementation Project 


Ottawa : Fisheries & Oceans Canada, Corporate 
Review, Evaluation & Audit Directorate, 1997. iii, 
7 p. French ed. (Rapport provisoire no 2 sur le 
Projet...) on the same fiche. 

MICROLOG 99-04437 (1 fiche) 

CA CF LA ND PA SS TE 


Interim report on the PeopleSoft System 
Implementation Project 


Ottawa : Fisheries & Oceans Canada, Corporate 
Review, Evaluation & Audit Directorate, 1996. ii, 

11 p. French ed. (Rapport provisoire sur le Pro- 

jet...) on the same fiche. 

MICROLOG 99-04436 (1 fiche) 

CA CF LA ND PA SS TE 


MICROLOG 


Index des titres 


International activities in tele-homecare : 
background paper 


By Constantine Tikhonov. Ottawa : Health Can- 
ada, Office of Health & the Information Highway, 
1998. 28 p. : ill, Bibl. 

MICROLOG 99-04663 (1 fiche) 

CA HE ND SS TE 


International activities toward electronic 
health records : unique identification and 
PKI 


By Constantine Tikhonov. Ottawa : Health Can- 
ada, Office of Health & the Information Highway, 
1998. 24 p. : Bibl. 

MICROLOG 99-04537 (1 fiche) 

CA CI HE ND SC TE 


International trade in agricultural and food 
products : the role of state trading 
enterprises 


By Michelle Veeman, Bruno Larue and Murray 
Fulton. Ottawa : Agriculture & Agri-Food Canada, 
Policy Branch, Economic & Policy Analysis Direc- 
torate, 1999. xiii, 121 p. : i//., Bibl. (Trade research 
series / Canada. Agriculture & Agri-Food Can- 
ada) ISBN 0-662-27644-2 CCG-P 

no. A22-189-1999E 

MICROLOG 99-04443 (2 fiche) 

AG CA CI CO EX ND PA SS 


Inventaire et analyse comparative des 
populations de la mye commune, Mya 
arenaria, au parc national Kouchibouguac 


Par Léophane Le Blanc, Éric Tremblay et Patrick 
Maltais. Ottawa : Patrimoine canadien, Parcs 
Canada, 1998. v, 33 p. : ill., Bibl. (Rapports tech- 
niques en matière de science des écosystèmes / 
Parcs Canada ; Rapport 016 ISSN 1200-3298) 
ISBN 0-662-83350-3 GCC-E 

no R61-2/19-16/1998E 

MICROLOG 99-04922 (1 fiche) (Available on fiche 
only) 

AP CA DE FI LS SC 


Investing in Canada’s hog and pork 
industry 


Prepared by Agriculture and Agri-Food Canada, 
Foreign Affairs and International Trade Canada 
and participating provincial governments. Ottawa 
: Agriculture & Agri-Food Canada, 1997. i, 58 p. : 
ill. French ed. (Investir dans l’industrie canadi- 
enne du porc) : 99-05274/1. 

MICROLOG 99-04866 (1 fiche) 

AG CA CO ND SC 


Irrigation Crop Diversification Corporation 
: Annual report 1998 


Outlook, SK : The Corporation, 1999. 14 p. 
MICROLOG 99-04953 (1 fiche) 
AG MS PR SC 


Judicial Council of British Columbia : 
Annual report 1996-98 


Victoria : The Council, 1999. 47 p. 
ISSN 1201-2394 

MICROLOG 99-04989 (1 fiche) 
BC JU PR SS 


Juge en chef de la Cour provinciale du 
Manitoba, Commission d'enquête sur la 
magistrature du Manitoba, Conseil de la 
magistrature du Manitoba : Rapports 
annuels sur les plaintes au sujet de la 
conduite des juges, 1998 


Winnipeg : Manitoba Justice, 1999. 9, 9 p. Bil- 
ingue (Chief Judge of the Provincial Court...). 
MICROLOG 99-04582 (1 fiche) 

JU MS PR SS 


Kimberlite, base metal and gold 
exploration targets based upon heavy 
mineral data derived from surface 
materials, Opasatika Lake Area, 
northeastern Ontario 


By D.M. Stephenson, T.F. Morris and D.C. Crab- 
tree. Toronto : Ontario Geological Survey, 1999. 
xiii, 66 p. : i//., Maps, Bibl. (Ontario Geological 
Survey open file report / Ontario Geological Sur- 
vey ; 5982 ISSN 0826-9580) ISBN 0-7778-8434-8 
MICROLOG 99-04628 (1 fiche) 

NR ON PR SC 


The Labour Force Survey : development of 
a new questionnaire for 1997 


Ottawa : Statistics Canada, Questionnaire Devel- 
opment & Testing Commmittee, 1996. 27 p. : ill., 
Bibl. Moving with the times : introducing change 
to the LFS (13 p.) laid in. Running title: Labour 
force survey : 1997 questionnaire redesign. 
MICROLOG 99-05009 (1 fiche) 

BS CA LA ND SS 


Legal report, 1998 


Ottawa : Canadian Human Rights Commission, 
1999. iii, 37, iii, 43 p. : Bibl. 

MICROLOG 99-05011 (1 fiche) 

CA DE JU SA SS 


Lentil in Saskatchewan -- Rev. 


Written and edited by R. McVicar...et al. Regina-: 
Saskatchewan Agriculture & Food, 1998. 12 p. : 
ill., Bibl. (Farm facts / Saskatchewan. Saskatche- 
wan Agriculture & Food ISSN 0840-9447) 
MICROLOG 99-04654 (1 fiche) 

AG MS PR SC 


Lethbridge Research Centre strategic 
plan, 1999 to 2002 


By S. Morgan Jones. Lethbridge, AB : The Cen- 
tre, 1999. 31 p. 

MICROLOG 99-04554 (1 fiche) 

AG CA ND SC 


Lignes directrices et recommandations 
relatives à la prévention et a la lutte contre 
l'hépatite C 


Ottawa : Santé Canada, 1995. iv, 21 p. : ill., Bibl. 
(Relevé des maladies transmissibles au Canada / 
Canada. Santé Canada ; vol. 21S2 

ISSN 1188-4169) L’éd. anglaise (Guidelines and 
recommendations...hepatitis C) sur la même fiche. 
Titre de la couv.: Prévention et lutte contre l’hépa- 
tite C, lignes directrices et recommendations : 
supplement. 

MICROLOG 99-04444 (1 fiche) 

CA HE LS ND SC 


août 1990 


A Literature review of ice storm impacts on 
forests in eastern North America 


By Olesia Van Dyke. North Bay, ON : Ministry of 
Natural Resources, Southcentral Sciences Sec- 
tion, 1999. 29 p. : Bibl. (Technical report / On- 
tario. Southcentral Science Section ; TR-112) 
ISBN 0-7778-8477-1 

MICROLOG 99-04778 (1 fiche) 

FO LS ON PR SC 


Lithoprobe, southern Vancouver Island, 
British Columbia : geology 


By C.J. Yorath...et al. Ottawa : Natural Resources 
Canada, Geological Survey of Canada, 1999. 

145 p. : ill., Maps, Bibl. (Bulletin / Geological Sur- 
vey of Canada ; 498) Fold. maps not filmed. 
ISBN 0-660-17652-1 CCG-P no. M42-498E 
MICROLOG 99-04467 (2 fiche) 

BC CA DE NR SC 


Lobster (Homarus americanus) movement 
in the southern Gulf of St. Lawrence : 
summary sheets of tagging projects 
conducted between 1980 and 1997 


M. Comeau... et al. Moncton, NB : Dept. of 
Fisheries & Oceans, Invertebrate Fisheries Divi- 
sion, Gulf Fisheries Centre, 1999. vi, 111 p. : 
Maps, Bibl. (Canadian industry report of fisheries 
and aquatic sciences / Canada. Dept. of 
Fisheries & Oceans ; no. 249 ISSN 0706-3694) 
Bilingual (Déplacement du homard...). CCG-P 

no. Fs97-14/249E 

MICROLOG 99-04752 (2 fiche) 

AP CA CF FI LS ND SC 


Looking into Acadie : three illustrated 
studies 


Brenda Dunn...et al. ; edited by Margaret Conrad. 
Halifax : Nova Scotia Education & Culture, Nova 
Scotia Museum, 1998. 80 p. : ill., Maps, Bibl. (Cu- 
ratorial report / Nova Scotia Museum ; no. 87) 
French ed. (Un Regard sur l’Acadie...) : 
99-05013/1. 

MICROLOG 99-05012 (1 fiche) 

AP CU PR SS 


Maladies et insectes ravageurs des 
gazons en Ontario, manuel à l’usage des 
spécialistes de l’entretien des gazons 


Toronto : Ministère de l'agriculture, de l'alimenta- 
tion et des affaires rurales, 1996. 43 p. : ill., Bibl. 
L’éd. anglaise (Diseases and insects of turf- 
grass...) : 97-05564/1. ISBN 0-7778-5860-6 
MICROLOG 99-04409 (1 fiche) 

AG LS ON PR SC 


Management options for abandoned farm 
fields 


LandOwner Resource Centre. Manotick, ON : The 
Centre, 1998. 8 p. : ill., Maps, Bibl. (Extension 
notes / Ontario. Ministry of Natural Resources ; 
LRC 65 ISSN 1198-3744) 

MICROLOG 99-04689 (1 fiche) 

AG FO NR ON PR SC 


Managing shift work 


Regina : Saskatchewan Labour, Occupational 
Health & Safety, 1998. 16 p. : Bibl. 
MICROLOG 99-04863 (1 fiche) 

LA MS PR SS 
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| Managing wheat for yield and protein 
premium -- Rev. 


| Regina : Saskatchewan Agriculture & Food, 1999. 
8 p. : ill. (Farm facts / Saskatchewan. Saskatche- 
wan Agriculture & Food ISSN 0840-9447) 
MICROLOG 99-04661 (1 fiche) 

AG MS PR SC 


|Manitoba.. Civil Legal Services : Annual 
report 1997-98 
Winnipeg : The Branch, 1998. iii, 26 p. 
MICROLOG 99-04584 (1 fiche) 

JU MS PA PR SS 


anitoba Farm Business Management 
Council : Partner’s report 1997-98 
Winnipeg : The Council, 1998. 18 p. 


MICROLOG 99-04608 (1 fiche) 
| AG CO MS PR SC 


| Li 

Manitoba Hazardous Waste Management 
Corporation : Annual report 1997-98 
Letellier, MB : The Corporation, 1998. 14 p. : illl. 


MICROLOG 99-04589 (1 fiche) 
EV MS PR SC 


Manitoba heritage site designations, 
heritage building grants, heritage council 
commemorative plaques : Annual report, 
1997-98 
Winnipeg : Manitoba Culture, Heritage & Citizen- 
ship, Historic Resources, 1998. 37 p. : ill. 


| MICROLOG 99-04527 (1 fiche) 


| CU MS PR SS 


Manitoba. Public Schools Finance Board : 
‘Annual report 1997-98 


|. Winnipeg : The Board, 1998. 13 p. 
MICROLOG 99-04588 (1 fiche) 
ED MS PR SS 


Manitoba seniors’ guide, 1999 


Winnipeg : Manitoba Seniors Directorate, 1999. 
| 68 p. : ill. 
MICROLOG 99-04611 (1 fiche) 
MS PR SA SS 


| À Manual for intertidal clam surveys 


By G.E. Gillespie and A. Rob Kronlund. Nanaimo, 
BC : Fisheries & Oceans Canada, Pacific Region, 
Science Branch, Pacific Biological Station, 1999. 
x, 144 p. : ill., Maps, Bibl. (Canadian technical re- 
port of fisheries and aquatic sciences / Canada. 
Dept. of Fisheries & Oceans ; no. 2270 

ISSN 0706-6457) CCG-P no. Fs 97-6/2270E 
MICROLOG 99-04749 (2 fiche) 

BS CA CF FI LS ND SC 


| À Marketing study, feasibility of packaging 
| organic sprouting seeds : final report 
Hazelridge Farm. Regina : Saskatchewan Agricul- 
ture & Food, ADF, 1991. 19 p. 


MICROLOG 99-04503 (1 fiche) 
AG CO MS PR SC 


Title Index 


Matching funds for the initial cost of 
creating a Feed Resource Centre : final 
report 


See Feed Resource Centre : development plan 


The Maturing of a profession : an overview 
of workplace education practitioner 
development opportunities 


By Margarit Roger. Ottawa : Human Resources 
Development Canada, National Literacy Secre- 
tariat, 1999. x, 72, xii, 84 p. Bilingual (Une Profes- 
sion en plein essor...). ISBN 0-662-27627-2 
MICROLOG 99-04948 (3 fiche) 

CA DE ED LA SS 


Measurement of SHGC and U-value of 
windows with insect screens 


By AP. Brunger and L.E. West. Ottawa : Dept. of 
Natural Resources Canada, Energy Sector, Ener- 
gy Technology Branch, CANMET Energy Tech- 
nology Centre, 1999. iii, 116 p. : il/., Bibl. 

ISBN 0-662-27464-4 CANMET NRCan file 
EA-0721-98-3256 CCG-P no. M91-7/444-1999E 
MICROLOG 99-04428 (2 fiche) 

CA CM EN ND PL SC 


Measuring potential output within a state- 
space framework 


By Maral Kichian. Ottawa : Bank of Canada, 1999. 
v, 40 p. : ill., Bibl. (Working paper / Bank of Can- 
ada; 99-9 ISSN 1192-5434) ISBN 0-662-2799-6 
MICROLOG 99-04417 (1 fiche) 

CA CO DE PS SS 


Media measurement report, AFIF 
information technology sector, awareness 
area 


Fieldstone Marketing & Public Relations. Regina : 
The Province ; Ottawa : Government of Canada, 
1998. 54 p. On cover: Canada-Saskatchewan 
Agri-Food Innovation Fund. Cover title: Increased 
awareness of information technology : final report. 
MICROLOG 99-04885 (1 fiche) 

AG MS PR SC TE 


Mediating factors in child development 
outcomes : children in lone-parent families 


By David P. Ross, Katherine Scott and Paul A. 
Roberts. Hull, PQ : Human Resources Develop- 
ment Canada, Strategic Policy, Applied Research 
Branch, 1998. vii, 59 p. : il/., Bibl. (Working papers 
/ Canada. Human Resources Development Can- 
ada; W-98-8E) 

MICROLOG 99-04956 (1 fiche) 

BS CA CI DE SA SS 


Mercury concentrations in brook trout and 
white perch from Kejimkujik National Park, 
Nova Scotia 


A. d’Entremont...et al. Ottawa : Canadian Heri- 
tage, Parks Canada, 1998. vi, 24 p. : ill., Bibl. 
(Technical report in ecosystem science / Parks 
Canada ; Report 018 iSSN 1200-3298) 

ISBN 0-662-27467-9 CCG-P 

no. R61-2/19-18-1998E 

MICROLOG 99-04924 (1 fiche) (Available on fiche 
only) 

AP CA DE EV FI LS SC 


Copies of these documents are available from: 
Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 21 
(613) 237-4250 1-800-567-1914 FAX (613) 237-4251 


MICROLOG 


Mersey River Pollution Prevention and 
Waste Minimization Project : a follow-up 
report on participating businesses 


By Lucia M. Fanning. Dartmouth, NS : Environ- 
ment Canada, Atlantic Region, Environmental 
Protection Branch, Pollution Prevention Section, 
1998. 53 p. : ill., Bibl. ISBN 0-662-27112-2 CCG-P 
no. EN40-563/1998E 

MICROLOG 99-04553 (1 fiche) 

AP CA EV ND SC 


Mesoscale atmospheric model for complex 
environment, research project 3.184.1 


See An Air pollution prediction system for nuclear 
power sites with complex terrain 


Mined rock and overburden piles, Rock 
Drain Research Program : final report 


See Rock Drain Research Program : final report 


Mining and the environment, case studies 
from the Americas 


Edited by Alyson Warhurst. Ottawa : International 
Development Research Centre, 1999. ix, 335 p. : 
ill., Bibl. ISBN 0-88936-828-7 

MICROLOG 99-04421 (4 fiche) (Available on fiche 
only) 

CA Cl EV ND NR SC 


Mining matters for Nova Scotia ’98, 
opportunities for economic development 


Ed. D.R. MacDonald. Halifax : Nova Scotia Natu- 
ral Resources, Minerals & Energy Branch, 1998. 
vii, 37 p. : ill., Bibl. (Report / Nova Scotia. Dept. of 
Natural Resources ; 1998-2) 

MICROLOG 99-04974 (1 fiche) 

AP NR PR SC 


Ministère des affaires étrangères & 
commerce international, fiche de 
rendement : observation des délais prévus 
dans la Loi sur l’accès à l’information 


Canada. Commissaire à l'information du Canada. 
Ottawa : le Commissaire, 1999. 49 p. : ill. L’éd. 
anglaise (Department of Foreign Affairs.) sur la 
même fiche. 

MICROLOG 99-04546 (2 fiche) 

CA DE EX JU PA SS 


Money in the bank : comparing bank 
profits in Canada and abroad 


By R. Todd Smith. Toronto : C.D. Howe Institute, 
1999. 24 p. : ill., Bibl. (Commentary / C.D. Howe 
Institute ; no. 124 ISSN 0829-1810) At head of 
title: The banking papers. ISSN 0824-8001 

ISBN 0-88806-457-8 

MICROLOG 99-04570 (1 fiche) 

CA CI CO SS ST 


Monnaie royale canadienne : Rapport 
annuel 1998 


Ottawa : la Monnaie, 1999. 42, 42 p. : ill. 
MICROLOG 99-04558 (1 fiche) 
CA CO ND PW SS ST 


Motivations en ce qui a trait aux choix 
scolaires chez les parents ayants droit 
hors Québec : rapport 


Préparé pour le Commissariat aux langues offi- 
cielles ; par le Réseau Circum inc. Hull, PQ : le 
Réseau, 1999. iii, 39, ili, 39 p. : Bibl. Bilingue 
(Motivations for school choices...). 

ISBN 0-662-64109-4 GCC-E no SF31-38/1999 


MICROLOG 


MICROLOG 99-04552 (2 fiche) (Available on fiche 
only) 
BS CA DE ED SS 


Motivations for school choices by eligible 
parents outside Quebec 


Prepared for Office of the Commissioner of Offi- 
cial Languages ; by Circum Network Inc. Hull, PQ 
: The Network, 1999. iii, 39, iii, 39 p. : Bibl. Bilin- 
gual (Motivations en ce qui a trait aux choix...). 
ISBN 0-662-64109-4 CCG-P no. SF31-38/1999 
MICROLOG 99-04552 (2 fiche) (Available on fiche 
only) 

BS CA DE ED SS 


Multipath resolution using a rotatable 
dual-polarization antenna for direction 
finding : final report 
For Defence Research Establishment Ottawa ; 
[by] Lana D. Teany. Ottawa : Ottawa-Carleton In- 
stitute for Electrical Engineering, 1990. xv, 152 p. 
: ill, Bibl. (Contractor report / Defence Research 
Establishment Ottawa ; 91-611) 
MICROLOG 99-04442 (2 fiche) 
CA ND PS SC 


Municipal elections, 3 November 1997, 16 
February 1998 by-election : report 


Elections Prince Edward Island. Charlottetown : 
The Office, 1998. 33 p. : ill. 

MICROLOG 99-04893 (1 fiche) 

AP MU PA PR SS ST 


Municipal Employees’ Pension 
Commission (Sask.) : Annual report 1998 


Regina : The Commission, 1999. 32 p. 
MICROLOG 99-04837 (1 fiche) 
LA MS MU PA PR SS 


Municipal manual, City of Winnipeg, 1999 


Winnipeg : The Dept., 1999. iv, 280 p. : ill. 
MICROLOG 99-04960 (3 fiche) 
CU MS MU PA SS 


National air pollution surveillance (NAPS) 
network annual summary for 1996 


Ottawa : Environment Canada, Environmental 
Protection Service, Environmental Technology 
Advancement Directorate, 1999. xxiv, 107 p. (Re- 
port / Canada. Environmental Protection Service 
; EPS 7/AP/29) 

MICROLOG 99-04677 (2 fiche) 

CA DE EV SC 


National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention and Control : 
proceedings and recommendations 


National Consultation on the Role of the Labora- 
tory Centre for Disease Control in Tuberculosis 
Prevention & Control (1994 : Ottawa, Ont.). Ot- 
tawa : The Centre, 1996. 35 p. French ed. (Con- 
sultation nationale sur le rôle...) on the same fiche. 
MICROLOG 99-04488 (1 fiche) 

CA Cl HE LS ND SC 


National Defence, report card on 
compliance with response deadlines under 
the Access to Information Act 

Canada. Information Commissioner of Canada. 


Ottawa : The Commissioner, 1999. 51 p. : ill. 
French ed. (Défense nationale, fiche de rende- 
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ment...) : 99-04540/1. 
MICROLOG 99-04539 (1 fiche) 
CA DE EX JU PA SS 


New Careers Corporation (Sask.) : Annual 
report 1997-98 


Regina : The Corporation, 1998. 32 p. 
MICROLOG 99-04902 (1 fiche) 
ED LA MS PR SS 


New crop demonstration : final report 


By Selmar Njaa. Regina : Saskatchewan Agricul- 
ture & Food, ADF, 1998. 4 p. 

MICROLOG 99-04478 (1 fiche) 

AG MS PR SC 


Newfoundland and Labrador education 
system directory, 1998-99 


St. John's : Dept. of Education, Division of Corpo- 
rate Planning & Research, 1998. 76 p. : Maps 
MICROLOG 99-04615 (1 fiche) 

AP ED PR SS 


Nonferrous metals outlook, 1998 


Ottawa : Natural Resources Canada, Minerals & 
Metals Sector, 1998. v, 24, v, 24 p. : ill. Bilingual 
(Perspectives concernant les métaux...). 

ISBN 0-662-64034-9 CCG-P no. M39-74/1998 
MICROLOG 99-04583 (1 fiche) 

CA CO ND NR SC ST 


North West Regional College (Sask.) : 
Financial statement 1997-98 


North Battieford, SK : The College, 1998. 18 p. 
MICROLOG 99-04982 (1 fiche) 
ED MS PR SS 


Northeast steer of the year : final report 


By Gary Stevenson. Regina : Saskatchewan Agri- 
culture & Food, ADF, 1993. 4 p. 4 
MICROLOG 99-04480 (1 fiche) 

AG MS PR SC 


Nouvelles régles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par 
la Banque du Canada: rapport final 


Ottawa : la Banque ; Ministére des finances, 
1998. 31 p. L’éd. anglaise (Revised rules pertain- 
ing to auctions...) sur la méme fiche. 

MICROLOG 99-04490 (1 fiche) 

CA CO ND SS 


Nova Scotia Hospital : Annual report 
1997-98 


Halifax : The Hospital, 1998. 32 p. : ill. 
MICROLOG 99-04985 (1 fiche) 
AP HE PR SS 


Nova Scotia Human Rights Commission : 
Annual report 1996-97 and 1997-98 
Halifax : The Commission, 1998. 71 p. : ill. 


MICROLOG 99-04992 (1 fiche) 
AP JU PR SS ST 


août 1999: 


Nutrition for a healthy pregnancy, national 
guidelines for the childbearing years 


Ottawa : Health Canada, 1999. xviii, 132 p. : Bibl. 
French ed. (Nutrition pour une grossesse...) : 
99-04519/2. ISBN 0-662-27382-6 CCG-P 

no. H39-459/1999E 

MICROLOG 99-04518 (2 fiche) 

CA CI DE LS SC 


Nutrition pour une grossesse en santé, 
lignes directrices nationales à l’intention 
des femmes en âge de procréer 


Ottawa : Santé Canada, 1999. xx, 133 p. : Bibl. 
L’éd. anglaise (Nutrition for a healthy pregnancy...) 
: 99-04518/2. ISBN 0-662-27382-6 GCC-E 

no H39-459/1999F 

MICROLOG 99-04519 (2 fiche) 

CA DE LS SC 


Observations on windfall and decay in a 
second-growth balsam fir stand in the 
Lower St. Lawrence Model Forest 


By Richard Zarnovican. Sainte-Foy, PQ : Natural 
Resources Canada, Canadian Forest Service, 
Laurentian Forestry Centre, 1998. 2 p. (Research 
notes / Laurentian Forestry Centre ; no. 3 

ISSN 1209-0379) French ed. (Observations sur le 
chablis...) on the same fiche. On cover: Effects of 
Forestry Practices Network. ISBN 0-662-26134-8 
CCG-P no. Fo29-46/3-1998E 

MICROLOG 99-04555 (1 fiche) 

CA FO LS ND QU SC 


Observations sur le chablis et la carie 
dans une sapiniére de seconde venue 
dans la Forêt modèle du Bas-Saint-Laurent 


Par Richard Zarnovican. Sainte-Foy, PQ : Res- 
sources naturelles Canada, Service canadien des 
foréts, Centre de foresterie des Laurentides, 1998. 
2 p. (Notes de recherche / Centre de foresterie 
des Laurentides ; no 3 ISSN 1209-0387) L’éd. 
anglaise (Observations on windfall...) sur la même 
fiche. Sur la couv.: Réseau sur les incidences des 
pratiques forestières. ISBN 0-662-82358-3 GCC-E 
no F029-46/3-1998F 

MICROLOG 99-04555 (1 fiche) 

CA FO LS ND QU SC 


Oficina de hoy, oficina virtual : como 
utilizar las listas del correo electronico 
para trabajar en conjunto 


By Maureen James and Liz Rykert. Ottawa : Cen- 
tro Internacional de Investigaciones para el 
Desarrollo, 1999. viii, 69 p. : Bibl. English ed. 
(From workplace to workspace...) : 98-02823/1 ; 
French ed. (Du bureau à l’espace...) : 98-07150/1. 
ISBN 0-88936-871-6 

MICROLOG 99-04420 (1 fiche) (Available on fiche 
only) 

CA ND SC TE 


Oilseeds sector profile 


Canada. Grains & Oilseeds Division. Ottawa : Ag- 
riculture & Agri-Food Canada, Market & Industry 
Services Branch, Agri-Food Trade Service, 1999. 
44 p. : ill. French ed. (Profil du secteur des 
oléagineux) on the same fiche. 

MICROLOG 99-04761 (1 fiche) 

AG CA CO ND SC ST 


Les Oiseaux de la réserve écologique des 
Tourbières-de-Lanoraie 


Par Luc Robillard, Jean-Pierre L. Savard et Gilles 
Falardeau. Ste Foy, PQ : Environnement Canada, 
Direction de la conservation de l'environnement, 
Service canadien de la faune, Région du Québec, 
1998. viii, 47 p. : L., Bibl. (Série de rapports tech- 
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niques / Service canadien de la faune ; no 307 
ISSN 0831-6481) ISBN 0-662-82601-9 GCC-E 
no CW69-5/307F 

MICROLOG 99-04573 (1 fiche) 

CA LS ND NR QU SC 


In track, private training outcomes survey 
survey report, 1999 


Prepared for Human Resources Development 
Canada and the Ministry of Advanced Education, 
Training and Technology ; represented by the 
Centre for Education Information ; by R.A. Mala- 
test & Associates. Victoria : Ministry of Advanced 
Education, Training & Technology ; Hull, PQ : Hu- 
man Resources Development Canada ; Centre for 
Education Information Standards & Services, 
1999. iv, 269 p. : ill. ISSN 1481-5443 

MICROLOG 99-04997 (3 fiche) 

BC CA ED LA PR SS ST 


ntario collective bargaining review, 1998 


Toronto : Labour Management Services, Office of 
Collective Bargaining Information, 1999. 18 p. 
MICROLOG 99-04679 (1 fiche) 

LA ON PR SS ST 


ntario. Commission de contrôle 
inématographique : Rapport annuel 
997-98 


Toronto : la Commission, 1998. 18, 16 p. 
ISSN 0843-6355 

MICROLOG 99-04991 (1 fiche) 

CU ON PR SS 


ntario. Film Review Board : Annual report 
997-98 


Toronto : The Board, 1998. 16, 18 p. 
ISSN 0843-6355 

MICROLOG 99-04991 (1 fiche) 

CU ON PR SS 


ntario’s strategy for Alzheimer disease 
nd related dementias : a plan of action, 
>r discussion 


Toronto : Ministry of Health, Long-Term Care Divi- 
sion, 1999. 96 p. : Bibl. French ed. (Stratégie on- 
tarienne visant la maladie...) : 99-04970/1. 
MICROLOG 99-04969 (2 fiche) 

HE ON PR SS 


pening doors to the world : Canada’s 
iternational market access priorities, 
999 


Ottawa : Dept. of Foreign Affairs & International 
Trade, Team Canada, 1999. ii, 86, ii, 94 p. : ill. Bi- 
lingual (Ouverture sur le monde...). 

MICROLOG 99-04405 (3 fiche) 

CA Cl CO DE EX SS 


)ptions en vue de l’internationalisation de 
a politique de la concurrence, définir les 
itérêts du Canada 


Canada. Bureau de la concurrence. Ottawa : le 
Bureau, 1999. 28 p. : Bibl. L’éd. anglaise (Op- 
tions for the internationalization...) sur la méme 
fiche. 

MICROLOG 99-04764 (1 fiche) 

CA CO EX ND SS 
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Options for the internationalization of 
competition policy, defining Canadian 
interests 


Canada. Competition Bureau. Ottawa : The Bu- 
reau, 1999. 24 p. : Bibl. French ed. (Options en 
vue de I’internationalisation...) on the same fiche. 
MICROLOG 99-04764 (1 fiche) 

CA Cl CO EX ND SS 


Ouverture sur le monde : priorités du 
Canada en matiére d’accés aux marchés 
internationaux, 1999 


Ottawa : Ministére des affaires étrangéres et du 
commerce international, Equipe Canada, 1999. ii, 
94, ii, 86 p. : ill. Bilingue (Opening doors to the 
world...). 

MICROLOG 99-04405 (3 fiche) 

CA CO DE EX SS 


Parkland Regional College : Financial 
statement 1997-98 


Melville, SK : The College, 1998. 22 p. 
MICROLOG 99-04965 (1 fiche) 
ED MS PR SS 


Partenariats pour les technologies 
d’apprentissage : facteurs critiques de 
succès dans l’utilisation des technologies 
d’apprentissage par les conseils sectoriels 
des ressources humaines et les 
associations industrielles au Canada 


Par Lyndsay Green et Anna Stahmer. Ottawa : 
Développement des ressources humaines Can- 
ada, Bureau des technologies d’apprentissage, 
1966. 27 p. L’éd. anglaise (Partnering for 
learnware...) sur la méme fiche. 

MICROLOG 99-05014 (1 fiche) 

CA ED ND SS TE 


Partnering for learnware : critical success 
factors in the use of learnware by human 
resources sector councils and industry 
associations in Canada 


By Lyndsay Green and Anna Stahmer. Ottawa : 
Human Resources Development Canada, Office 
of Learning Technologies, 1996. 24 p. French ed. 
(Partenariats pour les technologies...) on the same 
fiche. 

MICROLOG 99-05014 (1 fiche) 

CA ED ND SS TE 


La Passe de l’Île aux Lièvres : importance 
stratégique pour la faune marine de 
Pestuaire 


Jean Bédard...et al. Ste Foy, PQ : Environnement 
Canada, Direction de la conservation de l’en- 
vironnement, Service canadien de la faune, 
Région du Québec, 1997. x, 86 p. : ill., Cartes 
géogr., Bibl. (Série de rapports techniques / Ser- 
vice canadien de la faune ; no 283 

ISSN 0831-6481) Sur la page de titre: Habitat 
faunique Canada...et al. ISBN 0-662-82107-6 
GCC-E no CW69-5/283F 

MICROLOG 99-04572 (2 fiche) 

CA LS ND NR QU SC ST 


Patch Analyst user’s manual, a tool for 
quantifying landscape structure 


By Philip C. Elkie, Robert S. Rempel and Angus P. 
Carr. Thunder Bay, ON : Boreal Science, North- 
west Science & Technology, 1999. v, 22 p. : ill., 
Bibl. (NWST technical manual / Ontario. North- 


search. ISBN 0-7778-8295-7 
MICROLOG 99-04968 (1 fiche) 
FO ON PR PS SC 


People moving forward, a learning 
framework for the Financial Information 
Strategy 


By Pierre Michaud and Maurice C. Taylor. Ottawa 
: Treasury Board, 1997. 71 p. : ill., Bibl. French 
ed. (Des gens qui avancent...) : 99-04510/1. 
MICROLOG 99-04511 (1 fiche) 

CA ED LA ND PA SS 


Perspectives concernant les métaux non 
ferreux, 1998 


Ottawa : Ressources naturelles Canada, Secteur 
des minéraux et des métaux, 1998. v, 24, v, 24 p. 
: ill. Bilingue (Nonferrous metals outlook...). 
ISBN 0-662-64034-9 GCC-E no M39-74/1998 
MICROLOG 99-04583 (1 fiche) 

CA CO ND NR SC ST 


Petro-Canada : Annual report 1998 


Calgary, AB : The Company, 1999. 78 p. : ill., 
Maps 

MICROLOG 99-04412 (1 fiche) 

CA CO DE EN SC 


Petro-Canada : Rapport annuel 1998 


Calgary, AB : la Société, 1999. 80 p. : ill., Cartes 
géogr. 

MICROLOG 99-04413 (1 fiche) 

CA CO DE EN SC 


Phase II product development project, to 
develop the technologies to tan hair-on 
hides at a commercial level : final report 


Amulet Western Heritage Products Ltd. Regina : 
The Province ; Ottawa : Government of Canada, 
1999. 8 p. On cover: Canada-Saskatchewan Agri- 
Food Innovation Fund. 

MICROLOG 99-04883 (1 fiche) 

AG MS PR SC 


The Pine shoot beetle 


By Nick Humphreys and Eric A Allen. Victoria : 
Natural Resources Canada, Canadian Forest Ser- 
vice, Pacific Forestry Centre, 1998. 4 p. : ill. (Exot- 
ic forest pest advisory / Pacific Forestry Centre ; 
2 ISSN 1480-6118) French ed. (Le Grand hylésine 
des pins) on the same fiche. ISBN 0-662-27391-5 
CCG-P no. Fo29-50/2-1998E 

MICROLOG 99-04430 (1 fiche) 

CA FO LS ND SC 


Plan d’action du Canada pour la sécurité 
alimentaire : une réponse au Sommet 
mondial de l’alimentation 


Ottawa : Agriculture et agro-alimentaire Canada, 
1998. 56 p. L’éd. anglaise (Canada’s action plan 
for food...) : 99-04410/1. 

MICROLOG 99-04411 (1 fiche) 

AG CA EX ND SC 


Plan directeur de la Municipalité régionale 


d’Ottawa-Carleton, vol. 1 : texte : 
codification administrative, 1994 


Ottawa-Carleton (Ont.). Ottawa : la Municipalité 
régionale, 1994. iv, 98 p. : Cartes géogr. 
MICROLOG 99-05021 (3 fiche) 


west Science & Technology ; TM-002) On title MU ON PL SC 
page: Centre for Northern Forest Ecosystem Re- 
Copies of these documents are available from: 
Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 23 
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Plan directeur, Municipalité régionale 
d’Ottawa-Carleton, tel qu’il a été adopté 
par le Conseil régional, 1997 


Ottawa-Carleton (Ont.). Ottawa : la Municipalité 
régionale, 1997. iv, 229 p. : Cartes géogr. 
MICROLOG 99-04971 (3 fiche) 

MU ON PL SC 


A Plan for legislative renewal : summary 
report 


Canadian Food Inspection Agency. Task Force 
on Legislation. Ottawa : The Task Force ; Health 
Canada, 1998. 8, 10 p. Bilingual (Un Plan pour le 
renouveau législatif...) 

MICROLOG 99-04981 (1 fiche) 

AG CA JU ND SS 


Un Plan pour le renouveau législatif : 
rapport sommaire 


Agence canadienne d'inspection des aliments. 
Groupe de travail sur la législation. Ottawa : le 
Groupe de travail ; Santé Canada, 1998. 10, 8 p. 
Bilingue (A Plan for legislative renewal...). 
MICROLOG 99-04981 (1 fiche) 

AG CA JU ND SS 


Politique de la concurrence et objectifs en 
matiére de commerce international : 
document de réflexion 


Ottawa : Ministére des affaires étrangéres et du 
commerce international, 1999. 6 p. L’éd. anglaise 
(Competition policy...) sur la méme fiche. 
MICROLOG 99-04765 (1 fiche) 

CA CO EX ND SS 


Potassium and chloride fertilization in crop 
production -- Rev. 


By Terry Roberts and Ken Panchuk. Regina : Sas- 
katchewan Agriculture & Food, 1999. 4 p. (Farm 

facts / Saskatchewan. Saskatchewan Agriculture 

& Food ISSN 0840-9447) 

MICROLOG 99-04935 (1 fiche) 

AG MS PR SC 


Potential of by-product feeds to reduce 
feed costs in hog production 


Cooperator: PEI Hog Commodity Marketing 
Board. Charlottetown : Dept. of Agriculture & For- 
estry, Agriculture Information Centre, 1995. 3 p. 
MICROLOG 99-04549 (1 fiche) 

AG AP PR SC 


Pour un avenir viable : actions dans le 
sens d’une production durable 


Ottawa : Ministère des affaires étrangères et du 
commerce international, 1999. 11 p. L’éd. an- 
glaise (Towards a sustainable future...) sur la 
méme fiche. 

MICROLOG 99-04502 (1 fiche) 

CA CO EV ND SC 


Power Greenhouses Inc. : Financial 
statements, 1998 
Estevan, SK : The Corporation, 1999. 7 p. 


MICROLOG 99-04908 (1 fiche) 
CO FO MS PR PW SS 


Precambrian geology of the Colpitts-Bury 
Lakes area, eastern Melchett Lake 
greenstone belt 


By J.R. Devaney. Toronto : Ontario Geological 
Survey, 1999. xiii, 96 p. : iil., Maps, Bibl. (Ontario 
Geological Survey open file report / Ontario Geo- 
logical Survey ; 5983 ISSN 0826-9580) Fo/d. 
map not filmed. ISBN 0-7778-8389-9 

MICROLOG 99-04629 (2 fiche) 

NR ON PR SC 


Precambrian geology of the Dayohessarah 
Lake area, White River, Ontario 


By G.M. Stott. Toronto : Ontario Geological Sur- 
vey, 1999. xv, 54 p. : ill., Maps, Bibl. (Ontario Geo- 
logical Survey open file report / Ontario Geologi- 
cal Survey ; 5984 ISSN 0826-9580) 

ISBN 0-7778-831 7-1 

MICROLOG 99-04631 (1 fiche) 

NR ON PR SC 


A Preliminary survey of the early life 
history of striped bass (Morone saxatilis) 
in the Kouchibouguac Estuary in 1996 


M. Robinson...et al. Ottawa : Canadian Heritage, 
Parks Canada, 1998. iii, 36 p. : i/l., Maps, Bibl. 
(Technical report in ecosystem science / Parks 
Canada; Report 012 ISSN 1200-3298) 

ISBN 0-662-26449-5 CCG-P 

no. R61-2/19-12/1998E 

MICROLOG 99-04920 (1 fiche) (Available on fiche 
only) 

AP CA DE FI LS SC 


A Preliminary vegetation survey of the Gull 
Lake wetland areas 


By Geoffrey B. Jones, Jason Greenall and Eliza- 
beth Punter. Winnipeg : Manitoba Environment, 


1999. iv, 39 p. : i/l., Bibl. (Report / Manitoba. Man- 


itoba Environment ; no. 99-04) 
MICROLOG 99-04609 (1 fiche) 
LS MS NR PR SC 


Presqu’ile Provincial Park, preliminary 
management plan 


Anthony Usher Planning Consultant. Toronto : 
Ontario Parks, 1999. 41 p. : Bibl. 

ISBN 0-7778-6789-3 

MICROLOG 99-04683 (1 fiche) 

NR ON PR SC 


Prevention and control of hepatitis C, 
guidelines and recommendations : 
supplement 


See Guidelines and recommendations on the 
prevention and control of Hepatitis C 
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rendement...) : 99-04542/1. 

MICROLOG 99-04541 (1 fiche) 
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femme. Québec : le Conseil, 1996. 93 p. : Bibl. 
(Avis du Conseil du statut de la femme / Québec 
(Province). Conseil du statut de la femme) 
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Ottawa : Agriculture et agroalimentaire Canada, 
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collégial, Direction des ressources matérielles et 
financières, Service du financement et du 
contrôle, 1995. 379 p. : ill. 

MICROLOG 99-05023 (4 fiche) 

CO ED PR QU SS 
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collégial, Direction des ressources matérielles et 
financières, Service du financement et du 
contrôle, 1996. 353 p. : ill. 

MICROLOG 99-05022 (4 fiche) 

CO ED PR QU SS 
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By Gary Kruger. Ottawa : Agriculture & Agri-Food 
Canada ; Regina : Saskatchewan Agriculture & 

Food, 1997. 10 p. : ill. On cover: Canada-Saskat- 
chewan Agricultural Green Plan Agreement, Sask 


MICROLOG 


Forage Council...et al. 
MICROLOG 99-04568 (1 fiche) 
AG CA MS PR SC 


Seed production of meadow bromegrass 


By Gary Kruger. Ottawa : Regina : Saskatchewan 
Agriculture & Food ; Agriculture & Agri-Food Can- 
ada, 1997. 8 p. : ill., Bibl. On cover: Canada-Sas- 
katchewan Agricultural Green Plan Agreement, 
Sask Forage Council...et al. 

MICROLOG 99-04581 (1 fiche) 

AG CA MS PR SC 


Seed production of northern wheatgrass 


By Gary Kruger. Ottawa : Agriculture & Agri-Food 
Canada ; Regina : Saskatchewan Agriculture & 
Food, 1997. 8 p. : ill., Bibl. On cover: Canada- 
Saskatchewan Agricultural Green Plan Agreement, 
Sask Forage Council...et al. 

MICROLOG 99-04580 (1 fiche) 

AG CA MS PR SC 


Seed production of smooth bromegrass 


By Gary Kruger. Ottawa : Agriculture & Agri-Food 
Canada ; Regina : Saskatchewan Agriculture & 
Food, 1997. 8 p. : ill. On cover: Canada-Saskat- 
chewan Agricultural Green Plan Agreement, Sask 
Forage Council...et al. 

MICROLOG 99-04564 (1 fiche) 

AG CA MS PR SC 


Seed production of western wheatgrass 


By Gary Kruger. Ottawa : Agriculture & Agri-Food 
Canada ; Regina : Saskatchewan Agriculture & 
Food, 1997. 8 p. : ill., Bibl. On cover: Canada- 
Saskatchewan Agricultural Green Plan Agreement, 
Sask Forage Council...et al. 

MICROLOG 99-04569 (1 fiche) 

AG CA MS PR SC 


Selection, field testing and management of 
minimum care turfgrasses in 
Saskatchewan : final report 


By Ed A Maginnes. Regina : Saskatchewan Agri- 
culture & Food, ADF, 1995. 79 p. 

MICROLOG 99-04448 (1 fiche) 

AG LS MS PR SC 


Setting the course, a framework for 
integrating addiction treatment services in 
Ontario 


Toronto : Ontario Substance Abuse Bureau, 1999. 
ii, 35 p. French ed. (Vers de nouvelles orienta- 
tions...) on the same fiche. 

MICROLOG 99-04688 (1 fiche) 

BS ON PR SA SS 


SGI Auto Fund (Sask.) : Annual report 
1998 
Regina : The Fund, 1999. 36 p. : ill. 


MICROLOG 99-04986 (1 fiche) 
CO MS PR SS ST TR 


SIAST services/supplier 
payments/disbursements report, fiscal 
year 1998, starting at $20,000.00 : SIAST 
employees/board payments report, fiscal 
year 1998, starting at $2,500.00 


Saskatoon, SK : Saskatchewan Institute of Ap- 
plied Science & Technology, 1998. 47 p. 
MICROLOG 99-04807 (1 fiche) 

ED LA MS PR SS 


Copies of these documents are available from: 


Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 31 


(613) 237-4250 1-800-567-1914 FAX (613) 237-4251 


MICROLOG 


Index des titres 


août 1 


Smoking regulations guide 


Regina : Saskatchewan Labour, Occupational 
Health & Safety, 1997. 17 p. 

MICROLOG 99-04915 (1 fiche) 

HE LA MS PR SS 


Social indicators, City of Vancouver, 1996 
Census 


Vancouver, BC : Community Services Group, So- 
cial Planning, 1999. 42 p. : Maps 

MICROLOG 99-04879 (1 fiche) 

BC MU SA SS 


Social Services Central Trust Account : 
Financial statements 1997-98 


Regina : Provincial Auditor, 1998. 4 p. 
MICROLOG 99-04937 (1 fiche) 
CO MS PR SA SS 


South Winchelsea Island and West 
Ballenas Island habitat survey 


By L.A MacDougall. Nanaimo, BC : Fisheries & 
Oceans Canada, Habitat & Enhancement Branch, 
Coastal B.C. South, 1999. vi, 27 p. : ill., Maps, 
Bibl. (Canadian manuscript report of fisheries and 
aquatic sciences / Canada. Dept. of Fisheries & 
Oceans ; no. 2480 ISSN 0706-6473) CCG-P 

no. Fs 97-4/2480E 

MICROLOG 99-04751 (1 fiche) 

BC CA CF LS ND NR SC 


Southeast Regional College (Sask.) : 
Financial statement 1997-98 


Weyburn, SK : The College, 1998. 17 p. 
MICROLOG 99-04964 (1 fiche) 
ED MS PR SS 


Special project : Timmins ore deposit 
descriptions 


Edited by R. Pressacco. Toronto : Ontario Geo- 
logical Survey, 1999. xxxiii, 222 p. : ill., Maps, 
Bibl. (Ontario Geological Survey open file report / 
Ontario Geological Survey ; 5985 

ISSN 0826-9580) ISBN 0-7778-8388-0 
MICROLOG 99-04457 (3 fiche) 

NR ON PR SC 


Starting a small business in Ontario: a 
sound business approach to setting up 
your own company -- Rev. 


Toronto : Ministry of Economic Development, 
Trade & Tourism, 1999. 105 p. : Bibl. 

ISSN 0825-9313 

MICROLOG 99-04666 (2 fiche) 

CO ON PR SS 


Statistics 98 


Workers’ Compensation Board of British Colum- 
bia. Vancouver, BC : The Board, 1999. 72 p. : ill, 
Bibl. 

MICROLOG 99-04934 (1 fiche) 

BC LA PR SS ST 


Statistiques sur les collisions de la route 
au Canada, 1994 


Ottawa : Transports Canada, Sécurité et sûreté, 
Sécurité routière, 1997. i, 78 p. : ill. 

MICROLOG 99-04517 (1 fiche) 

CA ND SC ST TR 


Statistiques sur les collisions de la route 
au Canada, 1995 


Ottawa : Transports Canada, Sécurité et sûreté, 
Sécurité routière, 1998. i, 78 p. : ill. 

MICROLOG 99-04526 (1 fiche) 

CA ND SC ST TR 


Statistiques sur les produits utilisés par 
les manufacturiers québécois, 1996 


Québec : Institut de la statistique du Québec, 
1999. 183 p. 

MICROLOG 99-04462 (2 fiche) 

CO PR QU SS ST 


Steering government into the next 
millennium, a guide to effective business 
continuity in support of the Year 2000 
challenge : version 2.2 final 


Ottawa : Treasury Board of Canada Secretariat, 
Chief Information Officer Branch, 1998. viii, 127 p. 
: ill., Bibl. French ed. (Cap sur le prochain 
millénaire...) : 99-04910/2. On title page: En- 
hanced management framework for IT. 
MICROLOG 99-04909 (2 fiche) 

CA DE PA SS TE 


Stratégie d’information financiére : étude 
de la mise en oeuvre de la comptabilité 
d’exercice intégrale dans les organisations 
gouvernementales, lecons tirées 


Hickling Corporation. Ottawa : Secrétariat du 
Conseil du trésor du Canada, 1997. viii, 27 p. : 
Bibl. L’éd. anglaise (Financial Information Strat- 
egy...) sur la même fiche. 

MICROLOG 99-04508 (1 fiche) 

CA CO ND PA SS 


Stratégie ontarienne visant la maladie 
d’Alzheimer et les démences connexes : 
plan d’action, document de travail 4 


Toronto : Ministére de la santé, Division des soins 
de longue durée, 1999. 78 p. : Bibl. L’éd. an- 
glaise (Ontario’s strategy for Alzheimer...) : 
99-04969/2. 

MICROLOG 99-04970 (1 fiche) 

HE ON PR SS 


Straw covering methods for swine manure 
lagoons : final report 


For Saskatchewan Department of Agriculture and 
Food, Environment and Engineering Branch, SPI 
Marketing Group, Watson District 21 ADD Board ; 
by Prairie Agricultural Machinery Institute. Regina 
: Saskatchewan Agriculture & Food, ADF, 1993. 
37 p. : ill. 

MICROLOG 99-04479 (1 fiche) 

AG EV MS PR SC 


Streamlining the authorization process for 
the amateur radio service : discussion 
paper 
Ottawa : Industry Canada, Spectrum Manage- 
ment ; Telecommunications Policy, 1999. 9 p. 
French ed. (Rationalization du processus...) on the 
same fiche. 
MICROLOG 99-05008 (1 fiche) 
CA ND SC TE 


Student assistance in the new millennium : 
a discussion paper 
Halifax : Nova Scotia Education & Culture, 1999. 
14 p. 
MICROLOG 99-04962 (1 fiche) 
AP ED PR SS 


Sublethal effects of acaricides on honey 
bee colonies : final report 


See Recommended and extended Apistan [trade- 


mark] treatments in overwintered honey bee (Apis: 


mellifera L.) colonies : do they cause non-lethal 
effects? 


Sulphur fertilization evaluation : final 
report 
Wolseley Crop Protection Club (Sask.). Regina : 
Saskatchewan Agriculture & Food, ADF, 1990. 
3p. 
MICROLOG 99-04474 (1 fiche) 
AG MS PR SC 


Summary of field work and other activities, | 


1998 


Edited by J.A Ayer...et al. Toronto : Ontario Geo- 
logical Survey, 1999. vii, 285 p. : ill, Maps, Bibl. 
(Ontario Geological Survey miscellaneous paper 
/ Ontario Geological Survey ; 169 

ISSN 0704-2752) ISSN 0829-8203 

MICROLOG 99-04649 (4 fiche) 

NR ON PR SC 


Summary of investigations into lobster 
health and abundance in Colville Bay, PEI 


Charlottetown : PE! Dept. of Fisheries & Tourism, 
1999. i, 20 p. : ill., Maps, Bibl. 

MICROLOG 99-04639 (1 fiche) 

AP EV FI LS PR SC 


Superdirective receiving arrays for 
underwater acoustic application 


By J.B. Franklin. Dartmouth, NS : National De- 
fence, Research & Development Branch, Defence 
Research Establishment Atlantic, 1997. i, 44 p. : 
ill., Bibl. (DREA contractor report / Defence Re- 
search Establishment Atlantic ; DREA 
CR/97/444) 

MICROLOG 99-04790 (1 fiche) 

CA ND PS SC 


Supplementary estimates (C) for the fiscal 
year ending March 31, 1998-99 


Canada. Dept. of Finance. Ottawa : Public Works 
& Government Services Canada, Canadian Gov- 
ernment Publishing, 1999. 137, 141 p. 
MICROLOG 99-04434 (3 fiche) 

CA CO DE PA SS 


Survey of sport fishing in Saskatchewan, 
1995 


By R.M. Joerissen and K.W. Brickley. Regina : 
Saskatchewan Environment & Resource Manage- 
ment, Fish & Wildlife Branch, 1998. xii, 117 p. : 
Maps (Fish and wildlife technical report / Saskat- 
chewan. Saskatchewan Environment & Resource 
Management ; 99-1) 

MICROLOG 99-04898 (2 fiche) 

CU FI MS PR SC ST 


Sustainable production and consumption 
position paper outline 


Ottawa : Dept. of Foreign Affairs & International 
Trade, 1999. 7 p. French ed. (Aperçu de la posi- 
tion canadienne...) on the same fiche. 
MICROLOG 99-04501 (1 fiche) 

CA Cl EV EX ND SC 


en eh a et eee et 9 NO 


Pour des copies de ces publications, contacter: 


32 Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 1-800-567-1914 FAX (613) 237-4251 


\) August 1999 


5ymposium fédéral, provincial et territorial 
traitant des questions internationales et 
#nationales reliées aux normes auxquelles 
Îles gouvernements doivent faire face au 
Canada 


Symposium fédéral, provincial et territorial traitant 
des questions internationales et nationales reliées 
aux normes auxquelles les gouvernements 
doivent faire face au Canada (1999 : Montréal, 
Québec). Ottawa : Industrie Canada, Equipe de la 
politique des normes, 1999. 67 p. L’éd. anglaise 
(Federal-Provincial-Territorial Symposium...Stan- 
dards...) : 99-04796/1. 

MICROLOG 99-04797 (1 fiche) 

CA CO EX ND SS 


Symptom control for patients in the 
terminal phase of an illness 


Winnipeg : Manitoba Health, 1995. 32 p. : Bibl. 
MICROLOG 99-04524,(1 fiche) 
_ HE LS MS PR SC 


Synopsis of presentations, Symposium on 
Agri-Food Co-operatives into the Next 
Millennium 


Symposium on Agri-Food Co-operatives into the 
Next Millennium (1998 : Ottawa, Ont.). Ottawa : 
Agriculture & Agri-Food Canada, 1998. 16 p. 
French ed. (Résumé des présentations, Sympo- 
sium...) on the same fiche. 

MICROLOG 99-04787 (1 fiche) 

AG CA CO ND SS ST 


Systèmes de ségrégation dans l’industrie 
céréalière canadienne : document de 
travail 


Préparé par la Commission canadienne des 
grains ; en collaboration avec la Commission 
canadienne du blé... et al. Winnipeg : la Commis- 
sion, 1998. 34 p. : ill. L’éd. anglaise (Identity pre- 
served systems...) sur la même fiche. 

MICROLOG 99-04880 (1 fiche) 

AG CA CO ND SC 


Target detection experiment, phase Ill : 
data analysis 


Prepared for Transportation Development Centre, 
Safety and Security, Transport Canada ; by Reg 
Fitzgerald. St. John's : Oceans Ltd., 1998. xxviii, 
73 p. : ill., Bibl. 

MICROLOG 99-04938 (2 fiche) 

CA ND PS PW SC 


Les Technologies de l’information au 
service de la santé : atelier de consultation 
du personnel de salles d’urgences dans la 
région de Québec 


Par Pierre Levasseur. Ottawa : Santé Canada, Bu- 
reau de la santé et de l’inforoute, 1998. 22 p. 
L’éd. anglaise (Information Technologies Serv- 
ing...) sur la même fiche. 

MICROLOG 99-04760 (1 fiche) 

CA HE ND QU SS TE 


Tele-homecare : an overview, background 
paper for discussion 


By Constantine Tikhonov. Ottawa : Health Can- 
ada, Office of Health & the Information Highway, 
1998. 13, 15 p. : Bibl. Bilingual (Les Télésoins a 
domicile...). 

MICROLOG 99-04538 (1 fiche) 

CA CI HE ND SS TE 


Title Index 


Tele-Homecare Consultation Workshop 


Tele-Homecare Consultation Workshop (1998 : 
Toronto, Ont.). Ottawa : Health Canada ; 
CANARIE Inc., 1998. 19 p. : Bibl. 

MICROLOG 99-04662 (1 fiche) 

CA HE ND SS TE 


Tele-Homecare Consultation Workshop : 
follow-up to recommendations 


Ottawa : Health Canada, Office of Health & the In- 
formation Highway, 1999. 4 p. French ed. (Atelier 
de consultation sur les té/ésoins...) on the same 
fiche. 

MICROLOG 99-04515 (1 fiche) 

CA Cl HE ND SS TE 


Les Télésoins à domicile : aperçu, 
document de discussion 


Par Constantine Tikhonov. Ottawa : Santé Can- 
ada, Bureau de la santé et de l'inforoute, 1998. 
15, 13 p. : Bibl. Bilingue (Tele-homecare...). 
MICROLOG 99-04538 (1 fiche) 

CA HE ND SS TE 


Text on validation of analytical procedures 


Ottawa : Health Canada, 1998. ii, 6 p. At head of 
title: Therapeutic products programme guideline : 
ICH harmonised tripartite guideline, International 
Conference on Harmonisation of Technical Re- 
quirements for the Registration of Pharmaceutical 
for Human Use. ISBN 0-662-27419-9 CCG-P 

no. H42-2/76-1998E 

MICROLOG 99-04892 (1 fiche) 

CA DE LS SC 


Thailande, profil du secteur 
agroalimentaire 


Ottawa : Agriculture et agroalimentaire Canada, 
Direction générale des services à l'industrie et 
aux marchés, Service d'exportation agroalimen- 
taire ; Equipe Canada, 1998. 21 p. : ill. L’éd. an- 
glaise (Agri-food country profile, Thailand) sur la 
même fiche. 

MICROLOG 99-04781 (1 fiche) 

AG CA CO EX ND SS 


To develop a spiced flavored sunflower 
seed product for the confection market : 
final report 


By Issy Steen. Regina : Saskatchewan Agriculture 


& Food, ADF, 1991. 2 p. 
MICROLOG 99-04449 (1 fiche) 
AG MS PR SC 


Les Tours d’émetteurs cellulaires et les 
téléphones à main sont-ils dangereux? 


Par Artnarong Thansandote, Gregory Gajda et 
David Lecuyer. Ottawa : Santé Canada, Bureau 
de la radioprotection, 1996. 15 p. : iill., Bibl. L’éd. 
anglaise (Cellular transmitter towers...) sur la 
méme fiche. Présenté a la Conférence interna- 
tionale sur l'échange en sciences et en technolo- 
gie de pointe avec la Thailande. 

MICROLOG 99-04642 (1 fiche) 

CA HE LS ND SC TE 


Towards a sustainable future : focusing 
discussion on sustainable production 


Ottawa : Dept. of Foreign Affairs & International 
Trade, 1999. 10 p. French ed. (Pour un avenir via- 
ble...) on the same fiche. 

MICROLOG 99-04502 (1 fiche) 

CA CI CO EV ND SC 


MICROLOG 


Traffic collision statistics : police-attended 
injury and fatal collisions, British 
Columbia, 1995-97 


Victoria : ICBC, 1998. xiv, 215 p. : ill. 
ISSN 1203-8008 

MICROLOG 99-04959 (3 fiche) 

BC PR SC ST TR 


Training Completions Fund : Financial 
statement, 1997-98 


Saskatchewan. Saskatchewan Post-Secondary 
Education & Skills Training. Regina : The Minis- 
try, 1998. 4 p. 

MICROLOG 99-04979 (1 fiche) 

ED MS PR SS 


Transportation Development Centre 
(Canada) : Annual review 1997-98 


Montreal : The Centre, 1998. 34, 34 p. : ill. 
ISSN 0840-9854 

MICROLOG 99-04406 (1 fiche) 

CA ND SC TR 


Tree growth for 15 years following 
stumping in interior British Columbia 


By Ed F. Wass and John P. Senyk. Victoria : Natu- 
ral Resources Canada, Canadian Forest Service, 
Pacific Forestry Centre, 1999. 4 p. : ill., Bibl. 
(Technology transfer notes / Pacific Forestry 
Centre ; no. 13 ISSN 1209-6571) At head of title: 
Forestry research applications. 

ISBN 0-662-27663-9 CCG-P 

no. Fo29-47/13-1999E 

MICROLOG 99-04438 (1 fiche) 

BC CA FO LS ND SC 


Twin Falls Power Corporation Ltd. : 
Auditors’ report and financial statements 


See Churchill Falls (Labrador) Corporation Ltd. : 
Auditors’ report and financial statements 


Ukraine, profil du secteur agroalimentaire 


Ottawa : Agriculture et agroalimentaire Canada, 
Direction générale des services à l'industrie et 
aux marchés, Service d'exportation agroalimen- 
taire ; Equipe Canada, 1998. 17 p. L’éd. anglaise 
(Agri-food country profile, Ukraine) sur la méme 
fiche. 

MICROLOG 99-04782 (1 fiche) 

AG CA CO EX ND SS 


Uncovering inflation expectations and risk 
premiums from internationally integrated 
financial markets 


By Ben S. Fung, Scott Mitnick and Eli Remolona. 
Ottawa : Bank of Canada, 1999. 30 p. : i/!., Bibl. 
(Working paper / Bank of Canada ; 99-6 

ISSN 1192-5434) ISBN 0-662-2771-6 
MICROLOG 99-04942 (1 fiche) 

CA CO DE PS SS 


University of Regina Crown Foundation : 
Annual report 1997-98 


Regina : The Foundation, 1998. 7 p. 
MICROLOG 99-04899 (1 fiche) 
ED MS PR SS 


University of Saskatchewan Crown 
Foundation : Financial statement 1997-98 
Saskatoon, SK : The Foundation, 1998. 8 p. 


MICROLOG 99-04980 (1 fiche) 
ED MS PR SS 


Copies of these documents are available from: 
Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 
(613) 237-4250 1-800-567-1914 FAX (613) 237-4251 
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MICROLOG 


Updated quantitative analysis of dietary 
fatty acid change on blood cholesterol : 
final report 


See The Response of serum cholesterol to 
changes in dietary fats : a report 


Uranium City Hospital (Sask.) : Annual 
report 1997-98 


Uranium City, SK : The Hospital, 1998. 16 p. 
MICROLOG 99-04881 (1 fiche) 
HE MS MU SS 


Uranium in drinking water : document for 
public comment 


Federal-Provincial Subcommittee on Drinking 
Water (Canada). Ottawa : The Subcommittee, 
1999. i, 26 p. : Bibl. 

MICROLOG 99-04652 (1 fiche) 

CA EV HE LS ND SC 


Validity of the Kusnetz method for 
measuring radon progeny concentration 


By Philippe Duport. Ottawa : Atomic Energy Con- 
trol Board, 1998. 40 p. : il/., Bibl. At head of title: 
AECB project no. 34-4-438-1. 

MICROLOG 99-04800 (1 fiche) 

CA EV ND NR PS SC 


Variations in child development outcomes 
among children living in lone-parent 
families 


By David P. Ross, Katherine Scott and Paul A 
Roberts. Hull, PQ : Human Resources Develop- 
ment Canada, Strategic Policy, Applied Research 
Branch, 1998. vii, 41 p. : i//., Bibl. (Working papers 
/ Canada. Human Resources Development Can- 
ada ; W-98-7E) 

MICROLOG 99-04955 (1 fiche) 

BS CA CI DE SA SS 


Vers de nouvelles orientations, cadre de 
mise en oeuvre des services de traitement 
de la toxicomanie en Ontario 


Toronto : Bureau ontarien de lutte contre la toxi- 
comanie, 1999. ii, 37 p. L’éd. anglaise (Setting 
the course...) sur la même fiche. 

MICROLOG 99-04688 (1 fiche) 

BS ON PR SA SS 


Vers des produits plus écologiques sur le 
marché, contribution a la consommation 
durable : document de travail préliminaire 


Ottawa : Ministère des affaires étrangères et du 
commerce international ; Industrie Canada, Bu- 
reau de la consommation, 1999. 12 p. : Bibl. 
L'éd. anglaise (The Role of greener products...) 
sur la méme fiche. 

MICROLOG 99-04500 (1 fiche) 

CA CO EV ND SS 


Viability of organic farm practices : third- 
year annual report and summary of the 
three years of the study, 1990, 1991, 1992: 
executive summary 


By A Rutherford...et al. ; prepared for the Organic 
Crop Improvement Association and the Canadian 
Agri-Food Development Initiative of Agriculture 
Canada ; as part of contract 4075/90-91 /E902-1. 
Regina : Agriculture Development Fund, 1992. 

14 p. (SRC publication / Saskatchewan Re- 
search Council ; no. R-1410-6-E-92) Cover title: 
Viability of organic farm practices : final report. 
MICROLOG 99-04505 (1 fiche) 

AG CA Cl MS PR SC 


Index des titres 


Virtual integration for better health : from 
concept to reality 


By Constantine Tikhonov. Ottawa : Health Can- 
ada, Office of Health & the Information Highway, 
1998. 5 p. 

MICROLOG 99-04522 (1 fiche) 

CA Cl HE ND SS TE 


août 1990 


Woodlot management homestudy course, 
module 10 : managing woodlot finances, 
A) planning and investment guide 


Halifax : Nova Scotia Natural Resources, Maritime 
Woodlot Extension Committee, 1998. vi, 54 p. : 
ill., Bibl. 

MICROLOG 99-04963 (1 fiche) 


AP CO ED FO PR SC 


Vue d’ensemble des revenus agricoles, 
1996 : ensemble des fermes 


Ottawa : Statistique Canada, Division de l’agricul- 
ture ; Agriculture et agro-alimentaire Canada, Di- 
rection de l'analyse économique et stratégique, 
1998. 18 p. : ill. (Série de bulletins / Statistique 
Canada et Canada. Agriculture et agro-alimen- 
taire Canada ; vol 1, no 1 ISSN 1480-9591) L’éd. 
anglaise (Economic overview...all farms) sur la 
même fiche. SCC 21-005-XIF 

MICROLOG 99-05018 (1 fiche) 

AG CA CO ND SC ST 


Workers’ Compensation Board of British 
Columbia : Annual report 1998 


Vancouver, BC : The Board, 1999. 56 p. : j/!., Bibl. 
MICROLOG 99-05001 (2 fiche) 
BC LA PR SS ST 


Working under hot conditions 


Regina : Saskatchewan Labour, Occupational 
Health & Safety, 1997. 18 p. : lll. 

MICROLOG 99-04859 (1 fiche) 

LA MS PR SS 


Watson Meat Processors Ltd., business 
plan for establishing a poultry processing 
facility in Watson, Saskatchewan 

E.M. Brown & Associates. Regina : Saskatchewan 


Agriculture Development Fund, 1992. 150 p. : 
Maps 


Workshop on Citizen Engagement and 
Accessibility in Relation to a National 
Health Infostructure : report of 
proceedings 


MICROLOG 99-04469 (2 fiche) 
AG CO MS PR SC 


Weed control in canola, Canola Council of 
Canada projects conducted at the Foam 
Lake and Melfort canola production 
centres : final report 


Prepared for Agriculture Development Fund, Sas- 


katchewan Canola Growers Association ; pre- 
pared by Jim Bessel. Regina : The Fund, 1991. 
21 p. 

MICROLOG 99-04470 (1 fiche) 

AG MS PR SC 


What makes a good farm manager? 


By Jim Birch. Regina : Saskatchewan Agriculture 
& Food, 1999. 4p. (Farm facts / Saskatchewan. 
Saskatchewan Agriculture & Food 

ISSN 0840-9447) 

MICROLOG 99-04656 (1 fiche) 

AG BS MS PR SS 


Why do children move into and out of low 
income : changing labour market 
conditions or marriage and divorce? 


By Garnett Picot, Wendy Pyper and Myles Zy- 
block. Ottawa : Statistics Canada, Analytical Stu- 
dies Branch, 1999. 30 p. : Bibl. (Research paper 
series / Statistics Canada. Analytical Studies 
Branch ; no. 132 ISSN 1200-5223) French ed. 
(Qu’est-ce qui explique les mouvements...) on the 
same fiche. ISBN 0-660-17766-8 

SCC 11F0019MPE 

MICROLOG 99-04645 (1 fiche) 

CA CI LA ND SA SS ST 


The Wood industry in Atlantic Canada : a 
focus on value-added 


Moncton, NB : Atlantic Canada Opportunities 
Agency, 1998. 119 p. : iill., Bibl. French ed. (L’In- 
dustrie du bois dans le Canada...) : 99-04755/2. 
MICROLOG 99-04754 (2 fiche) 

AP CA CO DE FO SS 


Prepared for the Working Group on Health Infor- 
mation for the General Public of the Advisory 
Council on Health Infostructure. Ottawa : Health 
Canada, Office of Health & the Information High- 
way, 1998. 26 p. French ed. (Atelier sur l’engage- 
ment...) on the same fiche. 

MICROLOG 99-04489 (1 fiche) 

CA Cl HE ND SS TE 


Youth crime statistics 


By Andrew McNaught. Toronto : Ontario Legisla- 
tive Library, Legislative Research Service, 1998. 
11 p. : Bibl. (Backgrounder / Ontario. Legislative 
Research Service ; 27 ISSN 1206-1514) 
MICROLOG 99-04674 (1 fiche) 

CI JU ON PR SS 


Yukon statistical review : Annual report, 
1998 


Whitehorse : Yukon Government, Executive 
Council Office, Bureau of Statistics, 1999. vi, 62 p. 
: Îll., Bibl. ISSN 1195-8138 

MICROLOG 99-04626 (1 fiche) 

CO LA NO PR SA SS ST 


ne EE 


Pour des copies de ces publications, contacter: 


34 Micromedia, 240 Catherine St., Suite 305, Ottawa ONT K2P 2G8 


(613) 237-4250 1-800-567-1914 FAX (613) 237-4251 


Corporate Name Index 


Index des dénominations sociales 


A 
ACDI 
Voir Agence canadienne de développement 
international 


‘Addictions Foundation of Manitoba 
| Directory of services, 1999. MICROLOG 99-04613 
(1 fiche) 


Addictions Foundation of Manitoba. William 
Potoroka Memorial Library 
Audiovisual resources, 1999. MICROLOG 99-04610 
(1 fiche) 


ADF 
See Saskatchewan. Agriculture Development Fund 


Administration de pilotage de l’Atlantique 
Canada) 
ee also Atlantic Pilotage Authority (Canada) 
Administration de pilotage de l'Atlantique (Canada) 
: Rapport annuel 1998. MICROLOG 99-04993 
(1 fiche) 


Agence canadienne de développement 

international 

See also Canadian International Development 
Agency 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
canadienne de développement international. 
MICROLOG 99-04622 (3 fiche) 


Agence canadienne d’évaluation 

environnementale 

See also Canadian Environmental Assessment 
Agency 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
canadienne d’évaluation environnementale. 
MICROLOG 99-04707 (1 fiche) 


Agence canadienne d’inspection des 
aliments 
See also Canadian Food Inspection Agency 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
canadienne d'inspection des aliments. 
MICROLOG 99-04704 (1 fiche) 


Agence canadienne d’inspection des 
aliments. Groupe de travail sur la 
législation 
See also Canadian Food Inspection Agency. Task 

Force on Legislation 
Un Plan pour le renouveau législatif : rapport 
sommaire. MICROLOG 99-04981 (1 fiche) 


Agence de développement économique du 

Canada pour les régions du Québec 

See also Economic Development Agency of 
Canada for the Regions of Quebec 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Développement économique Canada pour les 
régions du Québec. MICROLOG 99-04620 
(2 fiche) 


Agence de promotion économique du 


Canada atlantique 
See also Atlantic Canada Opportunities Agency 


Agence de promotion économique du 
anada atlantique (cont'd) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Agence de 
promotion économique du Canada atlantique. 
MICROLOG 99-04617 (2 fiche) 

Ensemble, pour une économie plus forte. 
MICROLOG 99-04753 (1 fiche) 

L'Industrie du bois dans le Canada Atlantique : 
pleins feux sur la valeur ajoutée. 

MICROLOG 99-04755 (2 fiche) 


genes spatiale canadienne 
ee also Canadian Space Agency 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
spatiale canadienne. MICROLOG 99-04716 
(3 fiche) 
Agricultural Guidelines Development 
Committee (Man.) 
Farm practices guidelines for hog producers in 
Manitoba -- Rev. MICROLOG 99-04603 (2 fiche) 
Aird & Berlis (Firm) 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 
AKAC Inc. 
See Arno Keinonen Arctic Consulting Inc. 


Alberta. Alberta Agriculture. Office of the 
Farmers’ Advocate 


See Alberta. Office of the Farmers’ Advocate 
Alberta. Farmers’ Advocate 
See Alberta. Office of the Farmers’ Advocate 


Alberta. Municipal Administrative Services 
Division. Municipal Services Branch 


See Alberta. Municipal Services Branch 


Alberta. Municipal Affairs. Municipal 
Services Branch 


See Alberta. Municipal Services Branch 


Alberta. Municipal Services Branch 
Proposed amendments to the Municipal 
Government Act. MICROLOG 99-04492 (1 fiche) 


Alberta. Office of the Farmers’ Advocate 
Alberta. Office of the Farmers’ Advocate : Annual 
report 1998. MICROLOG 99-04523 (1 fiche) 


Alcoholism Foundation of Manitoba 
See also Addictions Foundation of Manitoba 


Algonquin Management Centre 
Final report to the Atomic Energy Control Board on 
project management capabilities using NAOP as 
a case study. MICROLOG 99-04767 (1 fiche) 


Amulet Western Heritage Products Ltd. 
Phase I! product development project, to develop 
the technologies to tan hair-on hides at a 
commercial level : final report. 
MICROLOG 99-04883 (1 fiche) 


Anthony Usher Planning Consultant 
Presqu'ile Provincial Park, preliminary 
management plan. MICROLOG 99-04683 
(1 fiche) 


Aquaprojects Inc. 
Expériences du flétan (turbot) du Groenland. 
MICROLOG 99-04533 (1 fiche) 


A bibliographic citation of each title 
can be found in the Title Index section 


Aquaprojects Inc. (cont’d) 


Greenland halibut (turbot) experiments. 
MICROLOG 99-04533 (1 fiche) 


Archives nationales du Canada 
See also National Archives of Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Archives 
nationales du Canada. MICROLOG 99-04744 
(1 fiche) 


Arndt/McChesney & Company 
Feasibility study for an inland grain terminal at 
Wadena, Saskatchewan : final report. 
MICROLOG 99-04455 (1 fiche) 


Arno Keinonen Arctic Consulting Inc. 
Icebreaker characteristics synthesis. 
MICROLOG 99-04865 (5 fiche) 


Assn canadienne des entreprises de 
éomatique 
ee also Geomatics Industry Assn of Canada 


Assn canadienne des sciences 
éomatiques 
ee also Canadian Institute of Geomatics 


Atelier de consultation concernant 
l'évaluation des démarches pour 
Venrichissement des produits 
alimentaires (1998 : Aylmer, Québec) 

See also Consultation Workshop on Evaluation of 
Food Fortification Approaches (1998 : Aylmer, 
Quebec) 

Examen des politiques de Santé Canada relatives 
à l’adjonction de vitamines et de minéraux aux 
aliments : Atelier de consultation des 
intervenants, évaluation des démarches pour 
l'enrichissement des produits alimentaires : 
sommaire des séances plénières. 

MICROLOG 99-04516 (1 fiche) 


Atelier de consultation sur les télésoins à 
domicile (1998 : Toronto, Ont.) 
See also Tele-Homecare Consultation Workshop 
(1998 : Toronto, Ont.) 
Atelier de consultation sur les télésoins à domicile 
: suivi des recommandations. 
MICROLOG 99-04515 (1 fiche) 


Atelier sur l’engagement et l’accessibilité 
des citoyens par rapport à une 
infostructure nationale de la santé (1998 : 
Toronto, Ont.) 

See also Workshop on Citizen Engagement & 
Accessibility in Relation to a National Health 
Infostructure (1998 : Toronto, Ont.) 

Atelier sur l'engagement et l'accessibilité des 
citoyens par rapport à une infostructure 
nationale de la santé : compte rendu des 
délibérations. MICROLOG 99-04489 (1 fiche) 


Atlantic Canada Opportunities Agency 

Voir aussi Agence de promotion économique du 
Canada atlantique 

1999-2000 estimates, part Ill, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
MICROLOG 99-04617 (2 fiche) 

Building a stronger economy together. 
MICROLOG 99-04753 (1 fiche) 

Development and field testing of a neural network 
Ship Predictor System (SPS). 
MICROLOG 99-04944 (1 fiche) 
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Index des dénominations sociales 
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Atlantic Canada Opportunities 
Agency (cont'd) 
The Wood industry in Atlantic Canada : a focus on 
value-added. MICROLOG 99-04754 (2 fiche) 


Atlantic Pilotage Authority (Canada) 
Voir aussi Administration de pilotage de 
l'Atlantique (Canada) 
Atlantic Pilotage Authority (Canada) : Annual 
report 1998. MICROLOG 99-04993 (1 fiche) 


Atomic Energy Control Board of Canada 
See Canada. Atomic Energy Control Board 
Attorney General of Canada 
See Canada. Dept. of Justice 


B 


Babineau Fisheries Ltd. 
Babineau Fisheries Ltd., water sampling program, 
project no. 80307. MICROLOG 99-04640 (1 fiche) 


Bank of Canada 

Voir aussi Banque du Canada 

The Exchange rate regime and Canada's 
monetary order. MICROLOG 99-04638 (1 fiche) 

Measuring potential output within a state-space 
framework. MICROLOG 99-04417 (1 fiche) 

Proposed revisions to the rules pertaining to 
auctions of Government of Canada securities 
and the Bank of Canada’s surveillance of the 
auction process : discussion paper 1. 
MICROLOG 99-04491 (1 fiche) 

The quantity of money and monetary policy. 
MICROLOG 99-04637 (1 fiche) 

Real effects of collapsing exchange rate regimes : 
an application to Mexico. MICROLOG 99-04547 
(1 fiche) 

Revised rules pertaining to auctions of 
Government of Canada securities and the Bank 
of Canada’s surveillance of the auction process : 
final report. MICROLOG 99-04490 (1 fiche) 

Uncovering inflation expectations and risk 
premiums from internationally integrated 
financial markets. MICROLOG 99-04942 (1 fiche) 


Bank of Canada. Research Dept. 
Inflation targeting under uncertainty. 
MICROLOG 99-04563 (1 fiche) 


Banque du Canada 

See also Bank of Canada 

Nouvelles régles régissant les adjudications de 
titres du gouvernement canadien et la 
surveillance de celles-ci par la Banque du 
Canada : rapport final. MICROLOG 99-04490 
(1 fiche) 

Projet de modification des régles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par la 
Banque du Canada : premier document de 
travail. MICROLOG 99-04491 (1 fiche) 


Barley Cleanliness Committee (Canada) 
Voir aussi Comité sur la propreté de l'orge 
(Canada) 
Barley Cleanliness Committee report. 
MICROLOG 99-04788 (1 fiche) 


Bayhurst Gas Ltd. 
SaskEnergy Incorporated and subsidiaries : 
Financial statements 1998. MICROLOG 99-04949 
(1 fiche) 


Beaton Fitzpatrick Murray Chartered 
Accountants 
Agricultural accounting software review. 
MICROLOG 99-04550 (1 fiche) 


Bedford Institute of Oceanography 
Airborne electromagnetic sea ice sounding 
measurements during 1998 Gulf of St. Lawrence 
field program. MICROLOG 99-04466 (2 fiche) 


Bibliothéque nationale du Canada 
See also National Library of Canada 
Budget des dépenses, 1999-2000, partie III, 

rapport sur les plans et les priorités : 
Bibliothèque nationale du Canada. 
MICROLOG 99-04729 (2 fiche) 


Bibliothéque nationale du Québec 
Répertoire numérique du fonds Gustave- 
Lamarche. MICROLOG 99-04954 (3 fiche) 


Bibliothéque nationale du Québec. Secteur 
du dépôt légal 
Répertoire des numéros ISBN des éditeurs 
francophones canadiens — 11e éd. 
MICROLOG 99-04900 (7 fiche) 


Bibliothèque nationale du Québec. Section 
du dépôt légal 
Voir Bibliothèque nationale du Québec. Secteur du 
dépôt légal 
Board of Grain Commissioners for Canada. 
Grain Research Laboratory 


See Grain Research Laboratory (Canada) 


British Columbia 
Rock Drain Research Program : final report. 
MICROLOG 99-04939 (6 fiche) 


British Columbia. BC Environment 
See also British Columbia. Ministry of 
Environment, Lands & Parks 


British Columbia. Children’s Commission 
British Columbia. Children’s Commission : Annual 
report 1997-98. MICROLOG 99-04998 (2 fiche) 


British Columbia. College Pension Advisory 
Board 
College Pension Plan : Annual report 1996-97. 
MICROLOG 99-05019 (1 fiche) 


British Columbia. Environmental 
Assessment Office 
British Columbia. Environmental Assessment 
Office : Annual report 1997-98. 
MICROLOG 99-04999 (1 fiche) 


British Columbia. Forest Appeals 
Commission 
British Columbia. Forest Appeals Commission : 
Annual report 1998. MICROLOG 99-04984 
(1 fiche) 
British Columbia. Forest Practices Branch 
Harvesting systems and equipment in British 
Columbia. MICROLOG 99-05015 (3 fiche) 


British Columbia. Immigration Policy, 
Planning & Research Division 
A Profile of immigration to British Columbia 
regions and communities, 1986-96. 3 
MICROLOG 99-05005 (5 fiche) 
British Columbia. Insurance Corporation of 
British Columbia 


See Insurance Corporation of British Columbia 


British Columbia. Ministry of Aboriginal 
Affairs 
British Columbia. Ministry of Aboriginal Affairs : 

Annual report 1997-98. MICROLOG 99-04994 
(1 fiche) 

British Columbia. Ministry of Advanced 
Education, Training & Technology 
Community computer literacy. 

MICROLOG 99-05016 (1 fiche) 
On track, private training outcomes survey : survey 
report, 1999. MICROLOG 99-04997 (3 fiche) 


British Columbia. Ministry of Environment, 
Lands & Parks 
British Columbia. Ministry of Environment, Lands 
& Parks : Annual report 1997-98. 
MICROLOG 99-04988 (2 fiche) 
British Columbia. Ministry of Forests. 
Forest Practices Branch 


See British Columbia. Forest Practices Branch 


British Columbia. Ministry of Forests. 


Integrated Resources Policy Branch 
See also British Columbia. Forest Practices Branch 


British Columbia. Ministry of Lands & Parks 
See also British Columbia. Ministry of 
Environment, Lands & Parks 


British Columbia. Ministry of Native Affairs 
See also British Columbia. Ministry of Aboriginal 
Affairs 
British Columbia. Silviculture Practices 
Branch 
See also British Columbia. Forest Practices Branch 


British Columbia. Workers’ Compensation | 
Board of British Columbia | 


See Workers’ Compensation Board of British 
Columbia 


BTA 


Voir Canada. Développement des ressources 
humaines Canada. Bureau des technologies 
d’apprentissage 


Bureau canadien d’information 
Voir Bureau d’information du Canada 


Bureau de la sécurité des transports du 


Canada 
See also Transportation Safety Board of Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau de 
la sécurité des transports du Canada. 
MICROLOG 99-04709 (1 fiche) 


Bureau d’information du Canada 
See also Canada Information Office 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau 
d'information du Canada. MICROLOG 99-04708 
(1 fiche) 


Bureau du Canada pour le millénaire 
See also Millennium Bureau of Canada 
Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Bureau du 
Canada pour le millénaire. MICROLOG 99-04692 
(1 fiche) 


Bureau du surintendant des institutions 

financières Canada 

See also Office of the Superintendent of Financial 
Institutions Canada 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
surintendant des institutions financiéres du 
Canada. MICROLOG 99-04618 (1 fiche) 


Bureau ontarien de lutte contre la 
toxicomanie 
See also Ontario Substance Abuse Bureau 
Vers de nouvelles orientations, cadre de mise en 
oeuvre des services de traitement de la 
toxicomanie en Ontario. MICROLOG 99-04688 
(1 fiche) 


Cc 


Canada 

Media measurement report, AFIF information 
technology sector, awareness area. 
MICROLOG 99-04885 (1 fiche) 

Phase II product development project, to develop 
the technologies to tan hair-on hides at a 
commercial level : final report. 

MICROLOG 99-04883 (1 fiche) 

Recommended and extended Apistan [trademark] 
treatments in overwintered honey bee (Apis 
mellifera L.) colonies : do they cause non-lethal 
effects? MICROLOG 99-04882 (1 fiche) 


Canada. Administration du pipe-line du 
Nord 
See also Canada. Northern Pipeline Agency 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Administration du pipe-line du Nord. 
MICROLOG 99-04723 (1 fiche) 


Canada. Affaires des anciens combattants 
Canada 
See also Canada. Veterans Affairs Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Anciens 
combattants Canada. MICROLOG 99-04591 
(2 fiche) 
Canada. Affaires étrangéres et commerce 
international Canada 
Voir Canada. Ministère des affaires étrangères et 
du commerce international 
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Une référence bibliographique 
se trouve dans la section Index des titres 


August 1999 


Canada. Affaires extérieures et commerce 


extérieur Canada 
Voir aussi Canada. Ministère des affaires 
étrangères et du commerce international 


Canada. Affaires indiennes et du Nord 


Canada 
See also Canada. Indian & Northern Affairs 
Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Affaires 
indiennes et du Nord Canada et Commission 
canadienne des affaires polaires. 

MICROLOG 99-04624 (2 fiche) 

Répertoire des organismes privés offrant une aide 
financière aux étudiants autochtones, 1997. 
MICROLOG 99-04932 (2 fiche) 


Canada. Agence canadienne de 


développement international 


Voir Agence canadienne de développement 
international 


Canada. A ri-Food Trade Service 


Voir aussi Canada. Service d'exportation 
agroalimentaire 

Agri-food country profile, France. 
MICROLOG 99-04783 (1 fiche) 

Agri-food country profile, India. 
MICROLOG 99-04784 (1 fiche) 

Agri-food country profile, Thailand. 
MICROLOG 99-04781 (1 fiche) 

Agri-food country profile, Ukraine. 
MICROLOG 99-04782 (1 fiche) 

Agri-food country profile, Vietnam. 
MICROLOG 99-04785 (1 fiche) 

Cereals sector profile. MICROLOG 99-04786 
(1 fiche) 

Oilseeds sector profile. MICROLOG 99-04761 
(1 fiche) 


Canada. Agriculture & Agri-Food Canada 

Voir aussi Canada. Agriculture et agro-alimentaire 
Canada 

1999-2000 estimates, part III, report on plans and 
priorities : Agriculture and Agri-food Canada. 
MICROLOG 99-04621 (2 fiche) 

Canada’s action plan for food security : a response 
to the World Food Summit. MICROLOG 99-04410 
(1 fiche) 

Catalog of food microbial starters in North 
America. MICROLOG 99-04813 (2 fiche) 

Investing in Canada’s hog and pork industry. 
MICROLOG 99-04866 (1 fiche) 

Seed production of Altai wildrye grass. 
MICROLOG 99-04579 (1 fiche) 

Seed production of crested wheatgrass. 
MICROLOG 99-04565 (1 fiche) 

Seed production of Dahurian wildrye grass. 
MICROLOG 99-04566 (1 fiche) 

Seed production of intermediate wheatgrass. 
MICROLOG 99-04567 (1 fiche) 

Seed production of Kentucky bluegrass. 
MICROLOG 99-04568 (1 fiche) 

Seed production of meadow bromegrass. 
MICROLOG 99-04581 (1 fiche) 

Seed production of northern wheatgrass. 
MICROLOG 99-04580 (1 fiche) 

Seed production of smooth bromegrass. 
MICROLOG 99-04564 (1 fiche) 

Seed production of western wheatgrass. 
MICROLOG 99-04569 (1 fiche) 

Synopsis of presentations, Symposium on Agri- 
Food Co-operatives into the Next Millennium. 
MICROLOG 99-04787 (1 fiche) 


Canada. Agriculture & Agri-Food Canada. 
Agri-Food Trade Service 


See Canada. Agri-Food Trade Service 


Canada. Agriculture & Agri-Food Canada. 
Economic & Policy Analysis Directorate 
Voir aussi Canada. Agriculture et agro-alimentaire 
Canada. Direction de l'analyse économique et 
stratégique 

Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A version 1.0, report 1 : 
model description. MICROLOG 99-04756 
(2 fiche) 


Corporate Name Index 


Canada. Agriculture & Agri-Food Canada. 

Economic & Policy Analysis 

Directorate (cont'd 

Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A, version 1.0, report 2 : 
preliminary results of selected scenarios. 
MICROLOG 99-04757 (1 fiche) 

Economic overview of farm incomes, 1996 : all 
farms. MICROLOG 99-05018 (1 fiche) 

International trade in agricultural and food 
products : the role of state trading enterprises. 
MICROLOG 99-04443 (2 fiche) 


Canada. Agriculture & Agri-Food Canada. 
Environment Bureau 
Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 


Canada. Agriculture & Agri-Food Canada. 
Grains & Oilseeds Division 


See Canada. Grains & Oilseeds Division 


Canada. Agriculture & Agri-Food Canada. 
International Markets Bureau. Grains & 
Oilseeds Division 


See Canada. Grains & Oilseeds Division 


Canada. Agriculture & Agri-Food Canada. 
Market & Industry Services Branch 
The Saskatchewan food processing industry, an 
analysis of opportunities and challenges at the 
dawn of the 21st century. MICROLOG 99-04463 
(1 fiche) 


Canada. Agriculture & Agri-Food Canada. 
Market & Industry Services Branch. 
Grains & Oilseeds Division 


See Canada. Grains & Oilseeds Division 


Canada. Agriculture & Agri-Food Canada. 

Research Branch 

Voir aussi Canada. Agriculture et agro-alimentaire 
Canada. Direction générale de la recherche 

The Health of our air, toward sustainable 
agriculture in Canada. MICROLOG 99-04464 
(2 fiche) 

Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 


Canada. Agriculture Canada 
Viability of organic farm practices : third-year 
annual report and summary of the three years of 


the study, 1990, 1991, 1992 : executive summary. 


MICROLOG 99-04505 (1 fiche) 


Canada. Agriculture Canada. Grain 
Research Laboratory 


See Grain Research Laboratory (Canada) 


Canada. Agriculture et agro-alimentaire 


Canada 

See also Canada. Agriculture & Agri-Food Canada 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agriculture 
et agroalimentaire Canada. 

MICROLOG 99-04621 (2 fiche) 

Catalogue des cultures microbiennes pour les 
aliments en Amérique du Nord. 
MICROLOG 99-04813 (2 fiche) 

Plan d'action du Canada pour la sécurité 
alimentaire : une réponse au Sommet mondial 
de l'alimentation. MICROLOG 99-04411 (1 fiche) 

Résumé des présentations, Symposium sur les 
coopératives agroalimentaires à l’aube du 
nouveau millénaire. MICROLOG 99-04787 
(1 fiche) 


Canada. Agriculture et agro-alimentaire 
Canada. Direction de l’analyse 
économique et stratégique 
See also Canada. Agriculture & Agri-Food Canada. 
Economic & Policy Analysis Directorate 

Vue d'ensemble des revenus agricoles, 1996 : 
ensemble des fermes. MICROLOG 99-05018 
(1 fiche) 


MICROLOG 


Canada. Agriculture et agro-alimentaire 
Canada. Direction générale de la 
recherche 
See also Canada. Agriculture & Agri-Food Canada. 

Research Branch 


La Santé de l'air que nous respirons, vers une 
agriculture durable au Canada. 
MICROLOG 99-04465 (2 fiche) 


Canada. Agriculture et agro-alimentaire 
Canada. Service d’exportation alimentaire 


Voir Canada. Service d’exportation agroalimentaire 


Canada. Anciens combattants Canada 
Voir aussi Canada. Affaires des anciens 
combattants Canada 


Canada. Approvisionnements et services 
Canada 
Voir aussi Canada. Travaux publics et services 
gouvernementaux Canada 


Canada. Atomic Energy Control Board 
Voir aussi Canada. Commission de contrôle de 
l'énergie atomique 


1999-2000 estimates, part III, report on plans and 
priorities : Atomic Energy Control Board. 
MICROLOG 99-04725 (1 fiche) 

Acute lymphoblastic leukemia and maternal x-ray 
exposure, phase IIB : final progress report. 
MICROLOG 99-04770 (1 fiche) 

AECB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04774 (1 fiche) 

AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04803 (1 fiche) 

AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04804 (1 fiche) 

AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 
1997. MICROLOG 99-04801 (1 fiche) 

AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1997. MICROLOG 99-04795 (1 fiche) 

An Air pollution prediction system for nuclear 
power sites with complex terrain. 

MICROLOG 99-04768 (1 fiche) 

Calyx [trademark] EA implementation at AECB. 
MICROLOG 99-04771 (3 fiche) 

Employment equity annual report, 1997-98. 
MICROLOG 99-04766 (1 fiche) 

Extent of agreement between the radiation doses 
recorded in four nuclear facilities and the 
National Dose Registry (NDR) files, part one. 
MICROLOG 99-04769 (2 fiche) 

Final report to the Atomic Energy Control Board on 
project management capabilities using NAOP as 
a case study. MICROLOG 99-04767 (1 fiche) 

Regulatory enhancements through application of 
probabilistic safety assessment technology and 
insights. MICROLOG 99-04798 (2 fiche) 

Regulatory research and support program for 
fiscal year 1995-96 : project descriptions. 
MICROLOG 99-04820 (3 fiche) 

Review of TUF validation matrix for LB-LOCA, 
phase II, AECB project #2.340.2 : final report. 
MICROLOG 99-04799 (1 fiche) 

Validity of the Kusnetz method for measuring 
radon progeny concentration. 

MICROLOG 99-04800 (1 fiche) 


Canada. Atomic Energy Control Board. 
Radiation & Environmental Protection 
Division 
Radioactive emission data from Canadian nuclear 

generating stations, 1988 to 1997. 
MICROLOG 99-04805 (1 fiche) 
Canada. Atomic Energy Control Board. 


Research & Support Group 

Annual report on the AECB Research and Support 
Program, 1997-98. MICROLOG 99-04794 
(1 fiche) 


Canada. Attorney-General 
See Canada. Dept. of Justice 

Canada. Banque du Canada 
Voir Banque du Canada 


A bibliographic citation of each title 
can be found in the Title Index section 
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Canada. Bureau de la concurrence 
See also Canada. Competition Bureau 
Options en vue de l'internationalisation de la 
politique de la concurrence, définir les intérêts 
du Canada. MICROLOG 99-04764 (1 fiche) 


Canada. Bureau de la consommation 
See also Canada. Office of Consumer Affairs 


Vers des produits plus écologiques sur le marché, 
contribution à la consommation durable : 
document de travail préliminaire. 

MICROLOG 99-04500 (1 fiche) 


Canada. Bureau de la politique de 
concurrence 


Voir Canada. Bureau de la concurrence 


Canada. Bureau de la radioprotection 
Les Tours d'émetteurs cellulaires et les téléphones 
à main sont-ils dangereux? 
MICROLOG 99-04642 (1 fiche) 


Canada. Bureau de la santé et de 
l’inforoute 

See also Canada. Office of Health & the 
Information Highway 

Atelier de consultation sur les télésoins à domicile 
: suivi des recommandations. 

MICROLOG 99-04515 (1 fiche) 

Atelier sur l'engagement et l'accessibilité des 
citoyens par rapport a une infostructure 
nationale de la santé : compte rendu des 
délibérations. MICROLOG 99-04489 (1 fiche) 

Les Technologies de l'information au service de la 
santé : atelier de consultation du personnel de 
salles d'urgences dans la région de Québec. 
MICROLOG 99-04760 (1 fiche) 

Les Télésoins a domicile : aperçu, document de 
discussion. MICROLOG 99-04538 (1 fiche) 


Canada. Bureau de l’Enquêteur 
correctionnel 


Voir Canada. Enquéteur correctionnel 


Canada. Bureau des sciences de la 

nutrition 

See also Canada. Bureau of Nutritional Sciences 

Examen des politiques de Santé Canada relatives 
à l'adjonction de vitamines et de minéraux aux 
aliments : Atelier de consultation des 
intervenants, évaluation des démarches pour 
l'enrichissement des produits alimentaires : 
sommaire des séances plénières. 
MICROLOG 99-04516 (1 fiche) 


Canada. Bureau du Commissaire à la 

magistrature fédérale 

See also Canada. Office of the Commissioner for 
Federal Judicial Affairs 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
Commissaire à la magistrature fédérale. 
MICROLOG 99-04600 (1 fiche) 


Canada. Bureau du Commissaire aux 
langues officielles 

See also Canada. Office of the Commissioner of 
Official Languages 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commissariat aux langues officielles. 
MICROLOG 99-04722 (1 fiche) 

Motivations en ce qui a trait aux choix scolaires 
chez les parents ayants droit hors Québec : 
rapport. MICROLOG 99-04552 (2 fiche) (Available 
on fiche only) 


Canada. Bureau du Conseil privé 
See also Canada. Privy Council Office 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
Conseil privé. MICROLOG 99-04598 (1 fiche) 


Canada. Bureau du Directeur général des 

élections 

See also Canada. Office of the Chief Electoral 
Officer 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
Directeur général des élections. 
MICROLOG 99-04721 (1 fiche) 
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Canada. Bureau du projet de la Système 
d’information financière 
See also Canada. Financial Information Strategy 
Project Office 
Document de travail sur les moyens de limiter les 
coûts de mise en oeuvre du SAP. 
MICROLOG 99-04507 (1 fiche) 


Canada. Bureau du surintendant des 
institutions financières Canada 


Voir Bureau du surintendant des institutions 
financières Canada 


Canada. Bureau du vérificateur général 
See also Canada. Office of the Auditor General 
Budget des dépenses, 1999-2000, partie Ill, 

rapport sur les plans et les priorités : Bureau du 
vérificateur général du Canada. 
MICROLOG 99-04590 (1 fiche) 


Canada. Bureau of Competition Policy 
See Canada. Competition Bureau 


Canada. Bureau of Nutritional Sciences 

Voir aussi Canada. Bureau des sciences de la 
nutrition 

Health Canada’s review of policies concerning the 
addition of vitamins and minerals to foods : 
stakeholder consultation, Evaluation of Food 
Fortification Approaches : synopsis of plenary 
sessions. MICROLOG 99-04516 (1 fiche) 


Canada. Bureau of Radiation Protection 
See Canada. Radiation Protection Bureau 


Canada. Canadian Heritage 
Voir aussi Canada. Patrimoine canadien 
1999-2000 estimates, part III, report on plans and 
priorities : Canadian Heritage. 
MICROLOG 99-04614 (2 fiche) 


Canada. Canadian Heritage. Parks Canada 
See Parks Canada 

Canada. Canadian Tourism Commission 
See Canadian Tourism Commission 


Canada Centre for Mineral & Energy 
Technology 
Rock Drain Research Program : final report. 
MICROLOG 99-04939 (6 fiche) 


Canada Centre for Mineral & Energy 
Technology. Energy Technology Branch 
Green on the Grand : final monitoring report. 
MICROLOG 99-04429 (1 fiche) 

Measurement of SHGC and U-value of windows 
with insect screens. MICROLOG 99-04428 
(2 fiche) 


Canada Centre for Mineral & Energy 
Technology. Energy Technology Centre 


See Canada Centre for Mineral & Energy 
Technology. Energy Technology Branch 


Canada. Chief Electoral Officer 
See Canada. Office of the Chief Electoral Officer 


Canada. Citizenship & Immigration Canada 
Voir aussi Canada. Citoyenneté et immigration 
Canada 


1999-2000 estimates, part III, report on plans and 
priorities : Citizenship and Immigration Canada. 
MICROLOG 99-04717 (2 fiche) 

Citizenship & Immigration Canada, report card on 
compliance with response deadlines under the 
Access to Information Act. MICROLOG 99-04543 
(2 fiche) 


Canada. Citoyenneté et immigration 
Canada 
See also Canada. Citizenship & Immigration 
Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Citoyenneté 
et immigration Canada. MICROLOG 99-04717 
(2 fiche) 

Citoyenneté et immigration Canada, fiche de 
rendement : observation des délais prévus dans 
la Loi sur l’'accés à l'information. 

MICROLOG 99-04543 (2 fiche) 
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Canada. Civil Aviation Tribunal 
Voir aussi Canada. Tribunal de l'aviation civile 
1999-2009 estimates, part Ill, report on plans and 
priorities : Civil Aviation Tribunal of Canada. 
MICROLOG 99-04594 (1 fiche) 


Canada. Comité de surveillance des 
activités de renseignement de sécurité 
See also Canada. Security Intelligence Review 
Committee 

Budget des dépenses, 1999-2000, partie lil, 
rapport sur les plans et les priorités : Comité de 
surveillance des activités de renseignement de 
sécurité. MICROLOG 99-04593 (1 fiche) 


Canada. Comité du tribunal des droits de la 


personne 

See also Canada. Human Rights Tribunal Panel 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les prioritiés : Tribunal 
canadien des droits de la personne. 
MICROLOG 99-04703 (1 fiche) 


Canada. Comité externe d’examen de la 
Gendarmerie royale du Canada 


Voir Comité externe d'examen de la Gendarmerie 
royale du Canada 


Canada. Commissaire à la magistrature 
fédérale 


Voir Canada. Bureau du Commissaire à la 
magistrature fédérale 


Canada. Commissaire à la protection de la 
vie privée du Canada 
See also Canada. Privacy Commissioner of 
Canada 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : 
commissariats à l'information et à la protection 
de la vie privée. MICROLOG 99-04592 (1 fiche) 


Canada. Commissaire à l’information du 
Canada 

See also Canada. Information Commissioner of 
Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
commissariats à l'information et à la protection 
de la vie privée. MICROLOG 99-04592 (1 fiche) 

Bureau du Conseil privé, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04542 
(1 fiche) 

Citoyenneté et immigration Canada, fiche de 
rendement : observation des délais prévus dans 
la Loi sur l'accès à l'information. 

MICROLOG 99-04543 (2 fiche) 

Défense nationale, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04540 
(1 fiche) 

Ministère des affaires étrangères & commerce 
international, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04546 (2 fiche) 

Revenu Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès a 
l'information. MICROLOG 99-04544 (1 fiche) 

Santé Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04545 (2 fiche) 


Canada. Commissaire aux langues 
officielles 


Voir Canada. Bureau du Commissaire aux langues 
officielles 


Canada. Commissariat aux langues 
officielles 


Voir Canada. Bureau du Commissaire aux langues 
officielles 


Canada. Commission de contrôle de 
l’énergie atomique 
See also Canada. Atomic Energy Control Board 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission de contrôle de l'énergie atomique. 
MICROLOG 99-04725 (1 fiche) 
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Canada. Commission de contrôle de 
l'énergie atomique (cont'a) 

Évaluation par les agents de la CCEA de 
l'exploitation de la centrale nucléaire Gentilly-2 
en 1997. MICROLOG 99-04802 (1 fiche) 

Rapport annuel de l'équité en matière d'emploi, 
1997-98. MICROLOG 99-04766 (1 fiche) 


Canada. Commission de l’immigration et du 
statut de réfugié 
See also Canada. Immigration & Refugee Board 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission de l'immigration et du statut de 
réfugié. MICROLOG 99-04727 (1 fiche) 


Canada. Commission des champs de 

bataille nationaux 

See also Canada. National Battlefields 
Commission 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission des champs de bataille nationaux. 
MICROLOG 99-04612 (1 fiche) 


Canada. Commission des relations de 

travail dans la Fonction publique 

See also Canada. Public Service Staff Relations 
Board 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : 
Commission des relations de travail dans la 
fonction publique. MICROLOG 99-04734 (1 fiche) 


Canada. Commission du droit d’auteur 
Voir Commission du droit d'auteur (Canada) 


Canada. Commission nationale des 
libérations conditionnelles 
See also Canada. National Parole Board 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission nationale des libérations 
conditionnelles. MICROLOG 99-04736 (1 fiche) 


Canada. Competition Bureau 
Voir aussi Canada. Bureau de la concurrence 
Options for the internationalization of competition 
policy, defining Canadian interests. 
MICROLOG 99-04764 (1 fiche) 


Canada. Condition féminine Canada 

See also Canada. Status of Women Canada 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Condition 
féminine Canada. MICROLOG 99-04735 (1 fiche) 

Les Indicateurs de l'égalité entre les sexes, 
préoccupations publiques et politiques 
gouvernementales : actes d'un symposium. 
MICROLOG 99-04427 (3 fiche) (Available on 
fiche only) 


Canada. Conseil d’examen du prix des 

médicaments brevetés 

See also Patented Medicine Prices Review Board 
Canada 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil 
d'examen du prix des médicaments brevetés. 
MICROLOG 99-04695 (1 fiche) 


Canada. Conseil du trésor 

See also Canada. Treasury Board 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Secrétariat 
du Conseil du trésor du Canada. 

MICROLOG 99-04595 (2 fiche) 

Des gens qui avancent, un cadre d'apprentissage 
pour la Stratégie d’information financière. 
MICROLOG 99-04510 (1 fiche) 

L'Équité en emploi dans la fonction publique 
fédérale : rapport annuel au Parlement, 1996-97. 
MICROLOG 99-04530 (3 fiche) 

Rapport sur l'application de la Loi sur la pension 
de la fonction publique : rapport annuel au 
Parlement, 1996-97. MICROLOG 99-04531 
(2 fiche) 

Relations entre vendeurs de systèmes et groupes 
pluricellulaires, une nouvelle perspective 
stratégique. MICROLOG 99-04506 (1 fiche) 


Canada. Conseil du trésor (cont'd) 


Stratégie d'information financière : étude de la 
mise en oeuvre de la comptabilité d'exercice 
intégrale dans les organisations 
gouvernementales, leçons tirées. 

MICROLOG 99-04508 (1 fiche) 
Canada. Conseil du trésor. Direction des 
affaires publiques 

See also Canada. Treasury Board. Public Affairs 
Branch 


L’Elimination des obstacles, transformons le 
gouvernement afin de mieux servir les 
Canadiens et les Canadiennes, l'innovation dans 
l'intérêt public : résumé. MICROLOG 99-04664 
(1 fiche) 

Canada. Conseil du trésor. Direction du 
dirigeant principal de l’information 

See also Canada. Treasury Board. Chief 
Information Officer Branch 


Cap sur le prochain millénaire au gouvernement, 
guide pour la continuité des opérations en 
regard du problème de l'an 2000 : version finale 
2.2. MICROLOG 99-04910 (2 fiche) 


Canada. Conseil privé 
See also Canada. Privy Council 


Bureau du Conseil privé, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04542 
(1 fiche) 


Canada. Conseil privé. Bureau du conseil 
privé 
Voir Canada. Bureau du Conseil privé 


Canada. Consommation et affaires 
commerciales Canada 
Voir aussi Canada. Santé Canada 


Canada. Consommation et corporations 
Canada. Bureau de la consommation 


Voir Canada. Bureau de la consommation 


Canada. Consommation et corporations 
Canada. Tribunal de la concurrence du 
Canada 


Voir Tribunal de la concurrence du Canada 


Canada. Consumer & Corporate Affairs 


Canada 
See also Canada. Health Canada 


Canada. Consumer & Corporate Affairs 
Canada. Office of Consumer Affairs 


See Canada. Office of Consumer Affairs 
Canada. Copyright Board 
See Copyright Board Canada 


Canada. Correctional Investigator 
Voir aussi Canada. Enquêteur correctionnel 


1999-2000 estimates, part III, report on plans and 
priorities : Office of the Correctional Investigator. 
MICROLOG 99-04696 (1 fiche) 


Canada. Cour supréme 
See also Canada. Supreme Court 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Cour 
supréme du Canada. MICROLOG 99-04724 
(1 fiche) 


Canada. Defence Research Establishment 
Atlantic 
See Defence Research Establishment Atlantic 


Canada. Defence Research Establishment 
Ottawa 


See Defence Research Establishment Ottawa 


Canada. Defence Research Establishment 
Suffield 


See Defence Research Establishment Suffield 


Canada. Dept. of Communications. 
Telecommunications Policy Branch 


See Canada. Telecommunications Policy Branch 


Canada. Dept. of Energy, Mines & 
Resources. Geological Survey of Canada 


See Geological Survey of Canada 


Canada. Dept. of Finance 
Voir aussi Canada. Ministére des finances 


1999-2000 estimates, part III, report on plans and 
priorities : Agriculture and Agri-food Canada. 
MICROLOG 99-04621 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
MICROLOG 99-04617 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Atomic Energy Control Board. 
MICROLOG 99-04725 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canada Economic Development for 
Quebec Regions. MICROLOG 99-04620 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canada Industrial Relations Board. 
MICROLOG 99-04690 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canada Information Office. 
MICROLOG 99-04708 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Artists and Producers 
Professional Relations Tribunal. 

MICROLOG 99-04697 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Centre for Management 
Development. MICROLOG 99-04743 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health and Safety. MICROLOG 99-04700 
(1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Environmental Assessment 
Agency. MICROLOG 99-04707 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
MICROLOG 99-04704 (1 fiche) 

1999-2000 estimates, part III, report on pens and 
priorities : Canadian Heritage. 

MICROLOG 99-0461 4 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Human Rights Tribunal. 
MICROLOG 99-04703 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. MICROLOG 99-04597 
(1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian International Development 
Agency. MICROLOG 99-04622 (3 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television and 
Telecommunications Commission. 

MICROLOG 99-04731 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Space Agency. 
MICROLOG 99-04716 (3 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Transportation Agency. 
MICROLOG 99-04605 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Citizenship and Immigration Canada. 
MICROLOG 99-04717 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Civil Aviation Tribunal of Canada. 
MICROLOG 99-04594 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Competition Tribunal. 

MICROLOG 99-04720 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Copyright Board Canada. 
MICROLOG 99-04694 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Correctional Service Canada. 
MICROLOG 99-04737 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Department of Finance Canada. 
MICROLOG 99-04561 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Department of Foreign Affairs and 
International Trade. MICROLOG 99-04616 
(2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Department of Justice. 

MICROLOG 99-04601 (1 fiche) 


A bibliographic citation of each title 
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1999-2000 estimates, part III, report on plans and 
priorities : Environment Canada. 
MICROLOG 99-04577 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Fisheries and Oceans. 
MICROLOG 99-04560 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. MICROLOG 99-04619 
(1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Health Canada. MICROLOG 99-04602 
(3 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Human Resources Development 
Canada. MICROLOG 99-04741 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Immigration and Refugee Board. 
MICROLOG 99-04727 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Indian and Northern Affairs Canada 
and Canadian Polar Commission. 

MICROLOG 99-04624 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Industry Canada. 
MICROLOG 99-04732 (3 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Law Commission of Canada. 
MICROLOG 99-04702 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Medical Research Council of Canada. 
MICROLOG 99-04599 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Millennium Bureau of Canada. 
MICROLOG 99-04692 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 99-04742 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : National Archives of Canada. 
MICROLOG 99-04744 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : National Battlefields Commission. 
MICROLOG 99-04612 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : National Defence. 

MICROLOG 99-04562 (3 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : National Energy Board. 
MICROLOG 99-04726 (2 fiche) 

1999-2000 estimates, part Ili, report on plans and 
priorities : National Film Board. 
MICROLOG 99-04730 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : National Library of Canada. 
MICROLOG 99-04729 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : National Parole Board. 

MICROLOG 99-04736 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 99-04719 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : National Round Table on the 
Environment and the Economy. 

MICROLOG 99-04698 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Natural Resources Canada. 
MICROLOG 99-04718 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Natural Sciences and Engineering 
Research Council of Canada. 

MICROLOG 99-04738 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Northern Pipeline Agency. 
MICROLOG 99-04723 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Office of the Auditor General of 
Canada. MICROLOG 99-04590 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Office of the Chief Electoral Officer. 
MICROLOG 99-04721 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Office of the Commissioner for Federal 
Judicial Affairs. MICROLOG 99-04600 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Office of the Commissioner of Official 
Languages. MICROLOG 99-04722 (1 fiche) 
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1999-2000 estimates, part III, report on plans and 
priorities : Office of the Correctional Investigator. 
MICROLOG 99-04696 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. 

MICROLOG 99-04618 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : offices of the Information and Privacy 
commissioners. MICROLOG 99-04592 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Patented Medicine Prices Review 
Board. MICROLOG 99-04695 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Privy Council Office. 

MICROLOG 99-04598 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Public Service Commission of 
Canada. MICROLOG 99-04739 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Public Service Staff Relations Board. 
MICROLOG 99-04734 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Public Works and Government 
Services Canada. MICROLOG 99-04559 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : RCMP External Review Committee. 
MICROLOG 99-04706 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 99-04693 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Revenue Canada. 

MICROLOG 99-04733 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Royal Canadian Mounted Police. 
MICROLOG 99-04623 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Security Intelligence Review 
Committee. MICROLOG 99-04593 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. 

MICROLOG 99-04728 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Solicitor General Canada. 
MICROLOG 99-04740 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Statistics Canada. 

MICROLOG 99-04596 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Status of Women Canada. 
MICROLOG 99-04735 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
MICROLOG 99-04724 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Tax Court of Canada. 

MICROLOG 99-04699 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : the Leadership Network. 
MICROLOG 99-04691 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Transport Canada. 
MICROLOG 99-04647 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Transportation Safety Board of 
Canada. MICROLOG 99-04709 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Treasury Board of Canada Secretariat. 
MICROLOG 99-04595 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Veterans Affairs Canada. 
MICROLOG 99-04591 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Western Economic Diversification 
Canada. MICROLOG 99-04705 (1 fiche) 

Proposed revisions to the rules pertaining to 
auctions of Government of Canada securities 
and the Bank of Canada’s surveillance of the 
auction process : discussion paper 1. 
MICROLOG 99-04491 (1 fiche) 

Revised rules pertaining to auctions of 
Government of Canada securities and the Bank 
of Canada’s surveillance of the auction process : 
final report. MICROLOG 99-04490 (1 fiche) 

Supplementary estimates (C) for the fiscal year 
ending March 31, 1998-99. MICROLOG 99-04434 
(3 fiche) 


Canada. Dept. of Finance. Royal Canadian 
Mint 
See Royal Canadian Mint 

Canada. Dept. of Finance. Tax Court of 
Canada 
See Tax Court of Canada 


Canada. Dept. of Fisheries & Oceans 
Voir aussi Canada. Ministère des pêches et des 
océans 
1999-2000 estimates, part III, report on plans and 
priorities : Fisheries and Oceans. 
MICROLOG 99-04560 (2 fiche) 


Canada. Dept. of Fisheries & Oceans. 
Corporate Review, Evaluation & Audit 
Directorate 
Voir aussi Canada. Ministére des péches et des 

océans. Direction générale de l'examen 
ministériel, de l'évaluation et de la vérification 

Interim report #2, PeopleSoft System 
Implementation Project. MICROLOG 99-04437 
(1 fiche) 

Interim report on the PeopleSoft System 
Implementation Project. MICROLOG 99-04436 
(1 fiche) 

Review of workforce adjustment, phase 2 : 
management of the program. 

MICROLOG 99-04534 (1 fiche) 


Canada. Dept. of Fisheries & Oceans. 
Corporate Services 
Voir aussi Canada. Ministére des péches et des 
océans. Services intégrés 
Review of Corporate Services redesign. 
MICROLOG 99-04498 (1 fiche) 


Canada. Dept. of Fisheries & Oceans. Gulf 
Fisheries Centre 


See Gulf Fisheries Centre (Canada) 


Canada. Dept. of Fisheries & Oceans. 
Habitat & Enhancement Branch. Coastal 
B.C. South 
South Winchelsea Island and West Ballenas Island 

habitat survey. MICROLOG 99-04751 (1 fiche) 


Canada. Dept. of Fisheries & Oceans. 
Pacific Biological Station 


See Pacific Biological Station 


Canada. Dept. of Fisheries & Oceans. 
Responsible Fishing Operations 


See Canada. Responsible Fishing Operations 


Canada. Dept. of Fisheries & Oceans. 
Review Directorate 
See also Canada. Dept. of Fisheries & Oceans. 
Corporate Review, Evaluation & Audit Directorate 


Review of Corporate Services redesign. 
MICROLOG 99-04498 (1 fiche) 


Canada. Dept. of Foreign Affairs & 
International Trade 
Voir aussi Canada. Ministére des affaires 
étrangéres et du commerce international 


1999-2000 estimates, part III, report on plans and 
priorities : Department of Foreign Affairs and 
International Trade. MICROLOG 99-04616 
(2 fiche) 

Canada and the early Cold War, 1943-57. 
MICROLOG 99-04886 (3 fiche) 

Competition policy and the international trade 
agenda : discussion paper. MICROLOG 99-04765 
(1 fiche) 

Department of Foreign Affairs & International 
Trade, report card on compliance with response 
deadlines under the Access to Information Act. 
MICROLOG 99-64546 (2 fiche) 

Documents on Canadian external relations, vol. 
21, 1955. MICROLOG 99-04869 (18 fiche) 

Focus India, India’s environmental sector : 
business opportunities for Canadians. 
MICROLOG 99-04556 (2 fiche) 

Investing in Canada’s hog and pork industry. 
MICROLOG 99-04866 (1 fiche) 

Preventive diplomacy, the Support Group for 
Nicaragua : an assessment, a Canadian 
perspective. MICROLOG 99-04499 (1 fiche) 
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MICROLOG 


‘Canada. Dept. of Foreign Affairs & 

International Trade (cont'd) 

The Role of greener products in the marketplace, a 
contribution to sustainable consumption : draft 
discussion paper. MICROLOG 99-04500 (1 fiche) 

Sustainable production and consumption position 
paper outline. MICROLOG 99-04501 (1 fiche) 

Towards a sustainable future : focusing discussion 
on sustainable production. MICROLOG 99-04502 
(1 fiche) 


Canada. Dept. of Justice 
Voir aussi Canada. Ministère de la justice 
1999-2000 estimates, part III, report on plans and 
priorities : Department of Justice. 
MICROLOG 99-04601 (1 fiche) 


Canada. Dept. of National Defence 

Voir aussi Canada. Ministère de la défense 
nationale 

1999-2000 estimates, part III, report on plans and 
priorities : National Defence. 
MICROLOG 99-04562 (3 fiche) 

National Defence, report card on compliance with 

| response deadlines under the Access to 

Information Act. MICROLOG 99-04539 (1 fiche) 


Canada. Dept. of National Defence. 
|. Research & Development Branch 
Development of an initiating system for a linear 
self-forging fragment munition : final report. 
MICROLOG 99-04439 (1 fiche) 
Fracture resistance of Canadian patrol frigate hull 
steels. MICROLOG 99-04853 (1 fiche) 


Canada. Dept. of National Health & Welfare. 
Radiation Protection Bureau 


See Canada. Radiation Protection Bureau 


Canada. Dept. of Natural Resources 
Canada 


See Canada. Natural Resources Canada 


Canada. Dept. of the Solicitor General. 
Correctional Investigator 


See Canada. Correctional Investigator 


Canada. Développement des ressources 
humaines Canada 

See also Canada. Human Resources Development 
Canada 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : 
Développement des ressources humaines 
Canada. MICROLOG 99-04741 (2 fiche) 

Comment préserver la santé des arbres urbains. 
MICROLOG 99-04669 (1 fiche) 

Les Indicateurs de l'égalité entre les sexes, 
préoccupations publiques et politiques 
gouvernementales : actes d’un symposium. 
MICROLOG 99-04427 (3 fiche) (Available on 
fiche only) 


Canada. Développement des ressources 
humaines Canada. Bureau des 
technologies d'apprentissage 
See also Canada. Human Resources Development 
Canada. Office of Learning Technologies 

Partenariats pour les technologies d'apprentissage 
: facteurs critiques de succès dans l’utilisation 
des technologies d'apprentissage par les 
conseils sectoriels des ressources humaines et 
les associations industrielles au Canada. 
MICROLOG 99-05014 (1 fiche) 


Canada. Directeur général des élections 


Voir Canada. Bureau du Directeur général des 
élections 
Canada. Direction de la politique des 


télécommunications 
See also Canada. Telecommunications Policy 
Branch 


Rationalisation du processus d'autorisation pour le 
service de radioamateur : document de 
discussion. MICROLOG 99-05008 (1 fiche) 

Canada. Direction de la sécurité routière et 
de la réglementation automobile 


Voir Canada. Sécurité routière 


Canada. Direction de l’avancement des 
technologies environnementales 
See also Canada. Environmental Technology 
Advancement Directorate 
Réseau national de surveillance de la pollution 
atmosphérique (NSPA), sommaire annuel pour 
1996. MICROLOG 99-04677 (2 fiche) 


Canada. Direction des aliments. Bureau des 
sciences de la nutrition 


Voir Canada. Bureau des sciences de la nutrition 


Canada. Direction générale de la protection 
de la santé. Bureau des sciences de la 
nutrition 


See Canada. Bureau des sciences de la nutrition 


Canada. Direction générale de la sécurité 
routière et de la réglementation 
automobile 


Voir Canada. Sécurité routière 


Canada. Direction générale des affaires 
environnementales 
See also Canada. Environmental Affairs Branch 


Canada. Diversification de l’économie de 
l'Ouest Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Diversification de l'économie de l'Ouest Canada. 
MICROLOG 99-04705 (1 fiche) 


Canada. Division des graines et des 
oléagineux 
See also Canada. Grains & Oilseeds Division 
Profil du secteur des oléagineux. 
MICROLOG 99-04761 (1 fiche) 


Canada Economic Development for Quebec 
Regions 
See Economic Development Agency of Canada for 
the Regions of Quebec 


Canada. Energie, mines et ressources 
Canada 
Voir aussi Canada. Ressources naturelles Canada 


Canada. Energy, Mines & Resources 
Canada. Canada Centre for Mineral & 
Energy Technology 


See Canada Centre for Mineral & Energy 
Technology 


Canada. Energy, Mines & Resources 
Canada. Energy Technology Branch 


See Canada Centre for Mineral & Energy 
Technology. Energy Technology Branch 


Canada. Energy Technology Branch 


See Canada Centre for Mineral & Energy 
Technology. Energy Technology Branch 


Canada. Enquéteur correctionnel 
See a/so Canada. Correctional Investigator 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Bureau de 
l'Enquêteur correctionnel. MICROLOG 99-04696 
(1 fiche) 


Canada. Environment Canada 

Voir aussi Canada. Environnement Canada 

1997 Canadian acid rain assessment, vol. 2 : 
atmospheric science assessment report. 
MICROLOG 99-04408 (4 fiche) 

1997 Canadian acid rain assessment, vol. 3 : 
aquatic effects. MICROLOG 99-04424 (3 fiche) 
1997 Canadian acid rain assessment, vol. 4 : the 

effects on Canada’s forests. 
MICROLOG 99-04425 (1 fiche) 

1997 Canadian acid rain assessment, vol. 5 : the 
effects on human health. MICROLOG 99-04426 
(2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Environment Canada. 

MICROLOG 99-04577 (2 fiche) 


Canada. Environment Canada. Atlantic 
Region. Pollution Prevention Section 
Assessing creditworthiness : baseline survey of 

environmental information required by lending 
institutions in Atlantic Canada. 
MICROLOG 99-04460 (1 fiche) 

Mersey River Pollution Prevention and Waste 
Minimization Project : a follow-up report on 
participating businesses. MICROLOG 99-04553 
(1 fiche) 


Canada. Environment Canada. Parks 
Canada 


See Parks Canada 


Canada. Environmental Affairs Branch 
Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 


Canada. Environmental Health Directorate. 
Radiation Protection Bureau 


See Canada. Radiation Protection Bureau 


Canada. Environmental Protection Service 
Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 


Canada. Environmental Technology 
Advancement Directorate 
Voir aussi Canada. Direction de l'avancement des 
technologies environnementales 
National air pollution surveillance (NAPS) network 
annual summary for 1996. MICROLOG 99-04677 
(2 fiche) 


Canada. Environnement Canada 
See also Canada. Environment Canada 
Budget des dépenses, 1999-2000, partie III, 

rapport sur les plans et les priorités : 
Environnement Canada. MICROLOG 99-04577 
(2 fiche) 

Canada. Equipe de la politique des normes 
See also Canada. Standards Policy Team 
Symposium fédéral, provincial et territorial traitant 

des questions internationales et nationales 
reliées aux normes auxquelles les 


gouvernements doivent faire face au Canada. 
MICROLOG 99-04797 (1 fiche) 


Canada. Exploitation de la gestion du 
spectre 
See also Canada. Spectrum Management 
Operations 
Rationalisation du processus d'autorisation pour le 
service de radioamateur : document de 
discussion. MICROLOG 99-05008 (1 fiche) 
Canada. External Affairs & International 
Trade Canada 
See also Canada. Dept. of Foreign Affairs & 
International Trade 
Canada. Federal Environmental 
Assessment Review Office 
See also Canadian Environmental Assessment 
Agency 
Canada. Financial Information Strategy 
Project Office 
Voir aussi Canada. Bureau du projet de la Système 
d'information financière 


Discussion paper on ways to contain the costs of 
implementing SAP. MICROLOG 99-04507 
(1 fiche) 


Canada. Fisheries & Environment Canada 
See also Canada. Environment Canada 


Canada. Fisheries Management. 
Responsible Fishing Operations 


See Canada. Responsible Fishing Operations 
Canada. Fonction Publique du Canada 


Voir Commission de la Fonction publique du 
Canada 
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MICROLOG 


Canada. Food Directorate. Bureau of 
Nutritional Sciences 


See Canada. Bureau of Nutritional Sciences 


Canada. Forestry Canada. Pacific Forestry 
Centre 


See Pacific Forestry Centre 
Canada. Gendarmerie royale du Canada 
Voir Gendarmerie royale du Canada 


Canada. Gestion des pêches. Opérations 
de pêche responsable 


Voir Canada. Opérations de pêche responsable 
Canada. Grain Research Laboratory 
See Grain Research Laboratory (Canada) 


Canada. Grains & Oilseeds Branch 
See also Canada. Grains & Oilseeds Division 


Canada. Grains & Oilseeds Division 
Voir aussi Canada. Division des graines et des 
oléagineux 


Cereals sector profile. MICROLOG 99-04786 
(1 fiche) 

Oilseeds sector profile. MICROLOG 99-04761 
(1 fiche) 


Canada. Groupe de travail chargé de 
l’information sur la santé pour le grand 
public 
See also Canada. Working Group on Health 
Information for the General Public 

Atelier sur l'engagement et l’accessibilité des 
citoyens par rapport a une infostructure 
nationale de la santé : compte rendu des 
délibérations. MICROLOG 99-04489 (1 fiche) 


Canada. Gulf Fisheries Centre 
See Gulf Fisheries Centre (Canada) 


Canada. Health & Welfare Canada 
See also Canada. Health Canada 


Canada. Health & Welfare Canada. 
Radiation Protection Bureau 


See Canada. Radiation Protection Bureau 


Canada. Health Canada 
Voir aussi Canada. Santé Canada 


1999-2000 estimates, part Ill, report on plans and 
priorities : Health Canada. MICROLOG 99-04602 
(3 fiche) 

Guide to federal programs and services for 
children and youth -- 2d ed. 

MICROLOG 99-04762 (2 fiche) 

Guidelines and recommendations on the 
prevention and control of Hepatitis C. 
MICROLOG 99-04444 (1 fiche) 

Health Canada, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04545 (2 fiche) 

Nutrition for a healthy pregnancy, national 
guidelines for the childbearing years. 
MICROLOG 99-04518 (2 fiche) 

A Plan for legislative renewal : summary report. 
MICROLOG 99-04981 (1 fiche) 

Report of the National Forum on 
Xenotransplantation : clinical, ethical and 
regulatory issues. MICROLOG 99-04535 (2 fiche) 

Report of the Workshop on the Feasibility of a 
Chronic Neurotoxicity Study of Aluminum 
Administered in the Drinking Water of Animals. 
MICROLOG 99-04445 (1 fiche) 

Report on the Meeting of the Expert Panel on 
Hepatitis C Epidemiology. MICROLOG 99-04520 
(1 fiche) 

Tele-Homecare Consultation Workshop. 
MICROLOG 99-04662 (1 fiche) 

Text on validation of analytical procedures. 
MICROLOG 99-04892 (1 fiche) 


Canada. Health Protection Branch. Bureau 
of Nutritional Sciences 


See Canada. Bureau of Nutritional Sciences 


Canada. Human Resources & Labour 
Canada 


See also Canada. Human Resources Development 
Canada 


Index des dénominations sociales 


Canada. Human Resources Development 
Canada 
Voir aussi Canada. Développement des ressources 
humaines Canada 


1997 BC student outcomes : summary of survey 
results by program area. MICROLOG 99-04846 
(2 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : Human Resources Development 
Canada. MICROLOG 99-04741 (2 fiche) 

On track, private training outcomes survey : survey 
report, 1999. MICROLOG 99-04997 (3 fiche) 


Canada. Human Resources Development 

Canada. Applied Research Branch 

Family background, family income, maternal work 
and child development. MICROLOG 99-04957 
(1 fiche) 

Family relationships and children’s school 
achievement : data from the National 
Longitudinal Survey of Children and Youth. 
MICROLOG 99-04958 (1 fiche) 

Mediating factors in child development outcomes : 
children in lone-parent families. 

MICROLOG 99-04956 (1 fiche) 

Variations in child development outcomes among 
children living in lone-parent families. 
MICROLOG 99-04955 (1 fiche) 


Canada. Human Resources Development 
Canada. Office of Learning Technologies 
Voir aussi Canada. Développement des ressources 
humaines Canada. Bureau des technologies 
d’apprentissage 

Partnering for learnware : critical success factors in 
the use of learnware by human resources sector 
councils and industry associations in Canada. 
MICROLOG 99-05014 (1 fiche) 


Canada. Human Resources Development 
Canada. Strategic Policy. Applied 
Research Branch 


See Canada. Human Resources Development 
Canada. Applied Research Branch 


Canada. Human Rights Tribunal Panel 
Voir aussi Canada. Comité du tribunal des droits 
de la personne i 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Human Rights Tribunal. 
MICROLOG 99-04703 (1 fiche) 


Canada. Immigration & Refugee Board 
Voir aussi Canada. Commission de l'immigration et 
du statut de réfugié 
1999-2000 estimates, part III, report on plans and 
priorities : Immigration and Refugee Board. 
MICROLOG 99-04727 (1 fiche) 


Canada. Indian & Northern Affairs Canada 


Voir aussi Canada. Affaires indiennes et du Nord 
Canada 


1999-2000 estimates, part III, report on plans and 
priorities : Indian and Northern Affairs Canada 
and Canadian Polar Commission. 

MICROLOG 99-04624 (2 fiche) 

Directory of private sector funding for Aboriginal 

students, 1997. MICROLOG 99-04931 (2 fiche) 


Canada. Indian & Northern Affairs Canada. 
Parks Canada 


See Parks Canada 


Canada. Indian Affairs & Northern 
Development Canada 


See Canada. Indian & Northern Affairs Canada 


Canada Industrial Relations Board 
Voir aussi Conseil canadien des relations 
industrielles 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canada Industrial Relations Board. 
MICROLOG 99-04690 (1 fiche) 


Canada. Industrie Canada 
See also Canada. Industry Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Industrie 
Canada. MICROLOG 99-04732 (3 fiche) 


août 1992 


Canada. Industrie Canada (cont’d) 

Consolider nos acquis : rapport sur les activités 
fédérales en sciences et en technologie, 1998. 
MICROLOG 99-04845 (3 fiche) 

La Hausse récente des demandes de brevets et la 
performance des principaux pays industrialisés 
sur le plan de l'innovation : tendances et 
explications. MICROLOG 99-04821 (2 fiche) 


Canada. Industrie Canada. Politique de 
télécommunication 


Voir Canada. Direction de la politique des 
télécommunications 


Canada. Industry & Science Policy Sector 
Voir aussi Canada. Secteur de la politique 
industrielle et scientifique 


Science and technology data, 1998. 
MICROLOG 99-04651 (1 fiche) 


Canada. Industry Canada 
Voir aussi Canada. Industrie Canada 


1999-2000 estimates, part III, report on plans and 
priorities : Industry Canada. 
MICROLOG 99-04732 (3 fiche) 

Building momentum : a report on federal science 
and technology, 1998. MICROLOG 99-04845 
(3 fiche) 

Geomatics technology roadmap : special report. 
MICROLOG 99-04606 (1 fiche) 

Recent jumps in patenting activities : comparative 
innovative performance of major industrial 
countries, patterns and explanations. 
MICROLOG 99-04821 (2 fiche) 


Canada. Industry Canada. Canadian 
Tourism Commission 


See Canadian Tourism Commission 


Canada. Information Commissioner of 

Canada 

Voir aussi Canada. Commissaire à l'information du 
Canada 

1999-2000 estimates, part III, report on plans and 
priorities : offices of the Information and Privacy 
commissioners. MICROLOG 99-04592 (1 fiche) 

Citizenship & Immigration Canada, report card on 
compliance with response deadlines under the 
Access to Information Act. MICROLOG 99-04543 
(2 fiche) 

Department of Foreign Affairs & International 
Trade, report card on compliance with response 
deadlines under the Access to Information Act. 
MICROLOG 99-04546 (2 fiche) 

Health Canada, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04545 (2 fiche) 

National Defence, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04539 (1 fiche) 

Privy Council Office, report card on compliance 
with response deadlines under the Access to 
Information Act. MICROLOG 99-04541 (1 fiche) 

Revenue Canada, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04544 (1 fiche) 


Canada Information Office 
Voir aussi Bureau d’information du Canada 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canada Information Office. 
MICROLOG 99-04708 (1 fiche) 


Canada. International Development 
Research Centre 


See International Development Research Centre 
(Canada) 


Canada. Leadership Network 
Voir aussi Canada. Réseau du leadership 
1999-2000 estimates, part Ill, report on plans and 
priorities : the Leadership Network. 
MICROLOG 99-04691 (1 fiche) 


Canada. Minerals & Metals Sector 
Voir aussi Canada. Secteur des minéraux et des 
métaux 
Nonferrous metals outlook, 1998. 
MICROLOG 99-04583 (1 fiche) 
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Canada. Minister of Human Resources 
Development 


See Canada. Human Resources Development 
| Canada 


i 
Canada. Ministère de la défense nationale 
| See also Canada. Dept. of National Defence 
Budget des dépenses, 1999-2000, partie III, 

rapport sur les plans et les priorités : Défense 

| nationale. MICROLOG 99-04562 (3 fiche) 

| Défense nationale, fiche de rendement : 

| observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04540 

| (1 fiche) 


! Canada. Ministère de la defense nationale. 
Bureau - Recherche et développement 
See also Canada. Dept. of National Defence. 

Research & Development Branch 


| 

|! Canada. Ministère de la justice 

See also Canada. Dept. of Justice 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Ministére de 
la justice. MICROLOG 99-04601 (1 fiche) 


Canada. Ministère de la justice. Bureau du 
Commissaire a la magistrature fédérale 


Voir Canada. Bureau du Commissaire a la 
| magistrature fédérale 


. Canada. Ministère des affaires étrangères 
et du commerce international 
_ See also Canada. Dept. of Foreign Affairs & 
International Trade 

Aperçu de la position canadienne sur la 
production et la consommation durables. 
MICROLOG 99-04501 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Ministère 
des affaires étrangères et du commerce 
international. MICROLOG 99-04616 (2 fiche) 

Le Canada au début de la guerre froide, 1943-57. 
MICROLOG 99-04886 (3 fiche) 

Diplomatie préventive, le Groupe d'appui au 
Nicargua : une évaluation, une perspective 
canadienne. MICROLOG 99-04499 (1 fiche) 

Documents relatifs aux relations extérieures du 
Canada, vol. 21, 1955. MICROLOG 99-04869 
(18 fiche) 

Ministère des affaires étrangères & commerce 
international, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès a 
l'information. MICROLOG 99-04546 (2 fiche) 

Politique de la concurrence et objectifs en matière 
de commerce international : document de 
réflexion. MICROLOG 99-04765 (1 fiche) 

Pour un avenir viable : actions dans le sens d’une 
production durable. MICROLOG 99-04502 
(1 fiche) 

Vers des produits plus écologiques sur le marché, 
contribution à la consommation durable : 
document de travail préliminaire. 

MICROLOG 99-04500 (1 fiche) 


Canada. Ministère des affaires extérieures. 
Agence canadienne de développement 
international 


Voir Agence canadienne de développement 
international 


Canada. Ministère des finances 

See also Canada. Dept. of Finance 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : 
Administration du pipe-line du Nord. 
MICROLOG 99-04723 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Affaires 
indiennes et du Nord Canada et Commission 
canadienne des affaires polaires. 
MICROLOG 99-04624 (2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
canadienne de développement international. 
MICROLOG 99-04622 (3 fiche) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Agence 
canadienne d'évaluation environnementale. 
MICROLOG 99-04707 (1 fiche) 


l 
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Canada. Ministère des finances (cont'd) 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
canadienne d'inspection des aliments. 
MICROLOG 99-04704 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence de 
promotion économique du Canada atlantique. 
MICROLOG 99-04617 (2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
Spatiale canadienne. MICROLOG 99-04716 
(3 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agriculture 
et agroalimentaire Canada. 

MICROLOG 99-04621 (2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Anciens 
combattants Canada. MICROLOG 99-04591 
(2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Archives 
nationales du Canada. MICROLOG 99-04744 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Bibliotheque nationale du Canada. 

MICROLOG 99-04729 (2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau de 
la sécurité des transports du Canada. 
MICROLOG 99-04709 (1 fiche) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Bureau de 
’Enquéteur correctionnel. MICROLOG 99-04696 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau 
d'information du Canada. MICROLOG 99-04708 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
Canada pour le millénaire. MICROLOG 99-04692 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
Commissaire à la magistrature fédérale. 
MICROLOG 99-04600 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
Conseil privé. MICROLOG 99-04598 (1 fiche) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Bureau du 
Directeur général des élections. 

MICROLOG 99-04721 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
surintendant des institutions financières du 
Canada. MICROLOG 99-04618 (1 fiche) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Bureau du 
vérificateur général du Canada. 

MICROLOG 99-04590 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Centre 
canadien de gestion. MICROLOG 99-04743 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Centre 
canadien d’hygiéne et de sécurité au travail. 
MICROLOG 99-04700 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Citoyenneté 
et immigration Canada. MICROLOG 99-04717 
(2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Comité de 
surveillance des activités de renseignement de 
sécurité. MICROLOG 99-04593 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Comité 
externe d'examen de la GRC. 

MICROLOG 99-04706 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commissariat aux langues officielles. 
MICROLOG 99-04722 (1 fiche) 


MICROLOG 


Canada. Ministère des finances (cont’d) 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
commissariats à l'information et à la protection 
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Ukraine, profil du secteur agroalimentaire. 
MICROLOG 99-04782 (1 fiche) 


Canada. Solicitor General Canada 
Voir aussi Canada. Solliciteur général Canada 


1999-2000 estimates, part III, report on plans and 
priorities : Solicitor General Canada. 
MICROLOG 99-04740 (1 fiche) 


Canada. Solicitor General Canada. Royal 
Canadian Mounted Police External Review 
Committee 


See Royal Canadian Mounted Police External 
Review Committee 


Canada. Solliciteur général Canada 
See also Canada. Solicitor General Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Solliciteur 
général Canada. MICROLOG 99-04740 (1 fiche) 


Canada. Solliciteur général Canada. Comité 
externe d'examen de la Gendarmerie 
royale du Canada 


Voir Comité externe d'examen de la Gendarmerie 
royale du Canada 


Canada. Spectrum Management 
Operations 
Voir aussi Canada. Exploitation de la gestion du 
spectre 


Canada. Spectrum Management 
Operations (cont'd) 
Streamlining the authorization process for the 
amateur radio service : discussion paper. 
MICROLOG 99-05008 (1 fiche) 


Canada. Standards Policy Team 
Voir aussi Canada. Equipe de la politique des 
normes 


Federal-Provincial-Territorial Symposium on 
International and Domestic Standards Issues 
Facing Canadian Governments. 

MICROLOG 99-04796 (1 fiche) 


Canada. Status of Women Canada 
Voir aussi Canada. Condition féminine Canada 


1999-2000 estimates, part Ill, report on plans and 
priorities : Status of Women Canada. 
MICROLOG 99-04735 (1 fiche) 


Canada. Supply & Services Canada 
See also Canada. Public Works & Government 
Services Canada 


Canada. Supreme Court 
Voir aussi Canada. Cour supréme 


1999-2000 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
MICROLOG 99-04724 (1 fiche) 

Canada. Table ronde nationale sur 
l’environnement et l’économie 


Voir Table ronde nationale sur l'environnement et 
l'économie (Canada) 


Canada. Telecommunications Policy Branch 
Voir aussi Canada. Direction de la politique des 
télécommunications 


Streamlining the authorization process for the 
amateur radio service : discussion paper. 
MICROLOG 99-05008 (1 fiche) 


Canada. Transport Canada 
Voir aussi Canada. Transports Canada 
1999-2000 estimates, part Ill, report on plans and 
priorities : Transport Canada. 
MICROLOG 99-04647 (2 fiche) 
Canada. Transport Canada. Civil Aviation 
Tribunal 


See Canada. Civil Aviation Tribunal 


Canada. Transport Canada. Safety & 
Security. Transportation Development 
Centre 
See Transportation Development Centre (Canada). 

Safety & Security 

Canada. Transport Canada. Transportation 

Development Centre 


See Transportation Development Centre (Canada) 


Canada. Transportation Development 
Agency 
Voir aussi Centre de développement des transports 
(Canada) 
Canada. Transportation Safety Board of 
Canada 


See Transportation Safety Board of Canada 
Canada. Transports Canada 
See also Canada. Transport Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Transports 
Canada. MICROLOG 99-04647 (2 fiche) 
Canada. Transports Canada. 
Développement 
Voir Centre de développement des transports 
(Canada) 
Canada. Transports Canada. Direction 
générale de la sécurité routière et de la 
réglementation automobile 


Voir Canada. Sécurité routière 


Canada. Travaux publics Canada 
Voir aussi Canada. Travaux publics et services 
gouvernementaux Canada 


, 


Canada. Travaux publics et services 
ouvernementaux Canada 
ee also Canada. Public Works & Government 
Services Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Travaux 
publics et services gouvernementaux Canada. 
MICROLOG 99-04559 (2 fiche) 


Canada. Treasury Board 

Voir aussi Canada. Conseil du trésor 

1999-2000 estimates, part III, report on plans and 
priorities : Treasury Board of Canada Secretariat. 
MICROLOG 99-04595 (2 fiche) 

Employment equity in the federal public service : 
Annual report to Parliament, 1996-97. 
MICROLOG 99-04530 (3 fiche) 

Financial Information Strategy : study of the 
implementation of full accrual accounting in 
government organizations, lessons learned. 
MICROLOG 99-04508 (1 fiche) 

Financial systems vendor-cluster relationships, a 
strategic view. MICROLOG 99-04506 (1 fiche) 

Government information and technology standards 
in times of restraint, an assessment of the current 
government information and technology 
standards program and options for the future. 
MICROLOG 99-04512 (1 fiche) 

People moving forward, a learning framework for 
the Financial Information Strategy. 

MICROLOG 99-04511 (1 fiche) 

Publicly available specifications and the public 
sector : a discussion paper prepared for the 
International Public Sector IT group (IPSIT). 
MICROLOG 99-04509 (1 fiche) 

Report on the administration of the Public Service 
Superannuation Act : annual report to 
Parliament, 1996-97. MICROLOG 99-04531 
(2 fiche) 


Canada. Treasury Board. Chief Information 

Officer Branch 

Voir aussi Canada. Conseil du trésor. Direction du 
dirigeant principal de l'information 

Steering government into the next millennium, a 
guide to effective business continuity in support 
of the Year 2000 challenge : version 2.2 final. 
MICROLOG 99-04909 (2 fiche) 


Canada. Treasury Board. Public Affairs 

Branch 

Voir aussi Canada. Conseil du trésor. Direction des 
affaires publiques 

Breaking Barriers, changing government to serve 
Canadians better, innovation in the public 
interest : summary. MICROLOG 99-04664 
(1 fiche) 


Canada. Treasury Board Secretariat 
See Canada. Treasury Board 


Canada. Tribunal de la concurrence du 
Canada 


Voir Tribunal de la concurrence du Canada 


Canada. Tribunal de l’aviation civile 
See also Canada. Civil Aviation Tribunal 
Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Tribunal de 
l'aviation civile du Canada. MICROLOG 99-04594 
(1 fiche) 


Canada. Unité de la nutrition et de la saine 
alimentation 
See also Canada. Nutrition & Healthy Eating Unit 
La Création de partenariats dans le domaine de la 
santé : constats, "La Nutrition pour un virage 
santé : voies d'action". MICROLOG 99-04759 
(1 fiche) 


Canada. Vérificateur général 
Voir Canada. Bureau du vérificateur général 


Canada. Veterans Affairs Canada 
Voir aussi Canada. Affaires des anciens 
combattants Canada 
1999-2000 estimates, part III, report on plans and 
priorities : Veterans Affairs Canada. 
MICROLOG 99-04591 (2 fiche) 


ES DS eee 


46 


Une référence bibliographique 
se trouve dans la section Index des titres 


August 1999 


Corporate Name Index 


Canada. Western Economic Diversification 
Canada 
See also Canada. Western Economic 
Diversification Canada 
1999-2000 estimates, part Ill, report on plans and 
priorities : Western Economic Diversification 
Canada. MICROLOG 99-04705 (1 fiche) 


Canada. Working Group on Health 
Information for the General Public 
Voir aussi Canada. Groupe de travail chargé de 
l'information sur la santé pour le grand public 


Workshop on Citizen Engagement and 
Accessibility in Relation to a National Health 
Infostructure : report of proceedings. 
MICROLOG 99-04489 (1 fiche) 


Canadian Artists & Producers Professional 

Relations Tribunal 

Voir aussi Tribunal canadien des relations 
professionnelles artistes-producteurs 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Artists and Producers 
Professional Relations Tribunal. 
MICROLOG 99-04697 (1 fiche) 


Canadian Centre for Justice Statistics 
Voir aussi Centre canadien de la statistique 
juridique 
Directory of justice information and statistics 
personnel. MICROLOG 99-04447 (2 fiche) 


Canadian Centre for Management 
Development 
Voir aussi Centre canadien de gestion 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Management 
Development. MICROLOG 99-04743 (1 fiche) 


Canadian Centre for Marine 
Communication 
Development and field testing of a neural network 
Ship Predictor System (SPS). 
MICROLOG 99-04944 (1 fiche) 


Canadian Centre for Occupational Health & 

Safety 

Voir aussi Centre canadien d'hygiène et de 
sécurité au travail 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Centre for Occupational 
Health and Safety. MICROLOG 99-04700 
(1 fiche) 


Canadian Corrections Service 
See Correctional Service Canada 


Canadian Environmental Assessment 
Agency 
Voir aussi Agence canadienne d’évaluation 
environnementale 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Environmental Assessment 
Agency. MICROLOG 99-04707 (1 fiche) 


Canadian Food Inspection Agency 
Voir aussi Agence canadienne d'inspection des 
aliments 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
MICROLOG 99-04704 (1 fiche) 


Canadian Food Inspection Agency. Task 
Force on Legislation 
Voir aussi Agence canadienne d'inspection des 
aliments. Groupe de travail sur la législation 


A Plan for legislative renewal : summary report. 
MICROLOG 99-04981 (1 fiche) 


Canadian Grain Commission 

Voir aussi Commission canadienne des grains 

Barley Cleanliness Committee report. 
MICROLOG 99-04788 (1 fiche) 

Canadian Grain Commission governance review. 
MICROLOG 99-04789 (1 fiche) 

Identity preserved systems in the Canadian grain 
industry : a discussion paper. 
MICROLOG 99-04880 (1 fiche) 


MICROLOG 


Canadian Grain Commission. Eastern Grain 
Standards Committee 
Quality of Quebec wheat, no. 1 and no. 2 Canada 
eastern red wheat, 1997 and 1996 composite 
samples : a report. MICROLOG 99-04877 
(1 fiche) 


Canadian Grain Commission. Grain 
Research Laboratory 


See Grain Research Laboratory (Canada) 


Canadian Groundfish Research & 

Conservation Society 

An Acoustic biomass survey of the Triangle Island 
widow rockfish (Sebastes entomelas) 
aggregation by Fisheries and Oceans, Canada 
and the Canadian Groundfish Research and 
Conservation Society, January 16 - February 7, 
1998. MICROLOG 99-04747 (1 fiche) 


Canadian Heritage 
See Canada. Canadian Heritage 


Canadian Human Rights Commission 
Voir aussi Commission canadienne des droits de la 
personne 
Canadian Human Rights Commission : Annual 
report 1998. MICROLOG 99-05010 (3 fiche) 
Legal report, 1998. MICROLOG 99-05011 (1 fiche) 


Canadian Institute of Geomatics 
Geomatics technology roadmap : special report. 
MICROLOG 99-04606 (1 fiche) 


Canadian Intergovernmental Conference 

Secretariat 

Voir aussi Secrétariat des conférences 
intergouvernementales canadiennes 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. MICROLOG 99-04597 
(1 fiche) 


Canadian International Development 
Agency 
Voir aussi Agence canadienne de développement 
international 
1999-2000 estimates, part III, report on plans and 
priorities : Canadian International Development 
Agency. MICROLOG 99-04622 (3 fiche) 


Canadian National 
Business plan, 1999. MICROLOG 99-04418 
(1 fiche) 


Canadian Network for the Advancement of 
Research, Industry & Education 


See CANARIE Inc. 


Canadian Parks Service 
See also Parks Canada 


Canadian Polar Commission 
Voir aussi Commission canadienne des affaires 
polaires 


1999-2000 estimates, part III, report on plans and 
priorities : Indian and Northern Affairs Canada 
and Canadian Polar Commission. 

MICROLOG 99-04624 (2 fiche) 


Canadian Radio-Television & 

Telecommunications Commission 

Voir aussi Conseil de la radiodiffusion et des 
télécommunications canadiennes 

1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television and 
Telecommunications Commission. 
MICROLOG 99-04731 (1 fiche) 


Canadian Space Agency 
Voir aussi Agence spatiale canadienne 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Space Agency. 
MICROLOG 99-04716 (3 fiche) 


Canadian Tourism Commission 
The Evolution of Canada’s travel account, 
1980-97. MICROLOG 99-04676 (1 fiche) 


Canadian Transportation Agency 
Voir aussi Office des transports du Canada 
1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Transportation Agency. 
MICROLOG 99-04605 (1 fiche) 


Canadian Wheat Board 
Canadian Wheat Board : Annual report 1997-98. 
MICROLOG 99-04625 (1 fiche) 
Identity preserved systems in the Canadian grain 
industry : a discussion paper. 
MICROLOG 99-04880 (1 fiche) 


Canadian Wildlife Service. Headquarters 

Chemical residues in waterfowl and gamebirds 
harvested in Canada, 1987-95. 
MICROLOG 99-04494 (5 fiche) 


Canadian Wildlife Service. Quebec Region 
Voir aussi Service canadien de la faune. Région du 
Québec 


Canadien national 
See also Canadian National 


CANARIE Associates 
See CANARIE Inc. 


CANARIE Inc. 
Tele-Homecare Consultation Workshop. 
MICROLOG 99-04662 (1 fiche) 


CANDU Owners Group 
Extent of agreement between the radiation doses 
recorded in four nuclear facilities and the 
National Dose Registry (NDR) files, part one. 
MICROLOG 99-04769 (2 fiche) 


CANMET 


See Canada Centre for Mineral & Energy 
Technology 


Canola Council of Canada 
Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
MICROLOG 99-04470 (1 fiche) 


C.D. Howe Institute 
Improving the National Child Benefit : matching 
deeds with intentions. MICROLOG 99-04967 
(1 fiche) : 
Money in the bank : comparing bank profits in 
Canada and abroad. MICROLOG 99-04570 
(1 fiche) 


Centre canadien de gestion 
See also Canadian Centre for Management 
Development 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Centre 
canadien de gestion. MICROLOG 99-04743 
(1 fiche) 


Centre canadien de la statistique juridique 
See also Canadian Centre for Justice Statistics 
Répertoire du personnel affecté a l'information et a 

la statistique juridique. MICROLOG 99-04447 
(2 fiche) 


Centre canadien de la technologie des 
minéraux et de l’énergie 
See also Canada Centre for Mineral & Energy 
Technology 


Centre canadien d’hygiène et de sécurité 

au travail 

See also Canadian Centre for Occupational Health 
& Safety 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Centre 
canadien d'hygiène et de sécurité au travail. 
MICROLOG 99-04700 (1 fiche) 


Centre de développement des transports 
Canada) 
ee also Transportation Development Centre 
(Canada) 
Centre de développement des transports (Canada) 
: Revue annuelle 1997-98. MICROLOG 99-04406 
(1 fiche) 


Centre de développement des transports 

(Cave Süreté et sécurité 
ee also Transportation Development Centre 
(Canada). Safety & Security 

Programmes d'incitation à la sécurité et à la 
productivité dans le secteur du camionnage, 
point de vue canadien. MICROLOG 99-04415 
(2 fiche) 
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MICROLOG 


Centre de foresterie des Laurentides 

See also Laurentian Forestry Centre 

Impact économique de l'amélioration génétique de 
l'épinette de Norvège. MICROLOG 99-05003 
(1 fiche) 

Observations sur le chablis et la carie dans une 
sapinière de seconde venue dans la Forêt 
modèle du Bas-Saint-Laurent. 

MICROLOG 99-04555 (1 fiche) 


Centre de foresterie du Pacifique 
Voir Centre forestier du Pacifique 


Centre de recherches pour la défense 
Ottawa 
See also Defence Research Establishment Ottawa 
Centre de recherches pour la défense 
Valcartier 
See also Defence Research Establishment 
Valcartier 

A FORTRAN coding of the spectral test for 
assessing the randomness and the merit of linear 
congruential generators. MICROLOG 99-04648 
(1 fiche) 

Centre de recherches pour le 
développement international (Canada) 
See a/so International Development Research 

Centre (Canada) 


Centre de ressources pour propriétaires 
fonciers 
See also LandOwner Resource Centre 
Comment préserver la santé des arbres urbains. 
MICROLOG 99-04669 (1 fiche) 
Centre des péches du Golfe (Canada) 
See also Gulf Fisheries Centre (Canada) 


Déplacement du homard (Homarus americanus) 
dans le sud du golfe du Saint-Laurent : feuilles 
sommaires des projets de marquage effectués 
entre 1980 et 1997. MICROLOG 99-04752 
(2 fiche) 


Centre for Education Information 
1997 BC student outcomes : summary of survey 
results by program area. MICROLOG 99-04846 
(2 fiche) 
Centre for Education Information Standards 
& Services 
On track, private training outcomes survey : survey 
report, 1999. MICROLOG 99-04997 (3 fiche) 
Centre for Northern Forest Ecosystem 
Research (Ont.) 


See Ontario. Centre for Northern Forest Ecosystem 
Research 


Centre forestier des Laurentides 
Voir Centre de foresterie des Laurentides 
Centre forestier du Pacifique 
See also Pacific Forestry Centre 
Le Grand hylésine des pins. MICROLOG 99-04430 
(1 fiche) 
Centro Internacional de Investigaciones 
para el Desarrollo 
See International Development Research Centre 
(Canada) 
Centro Internacional de Investigaciones 
para el Desarrollo (Canada) 


See International Development Research Centre 
(Canada) 


CETC 


See Canada Centre for Mineral & Energy 
Technology. Energy Technology Branch 


Churchill Falls (Labrador) Corporation Ltd. 
Churchill Falls (Labrador) Corporation Ltd. : 
Auditors’ report and financial statements 1998. 
MICROLOG 99-04936 (1 fiche) 


CIDA 
See Canadian International Development Agency 


Circum Network (Firm) 
Motivations for school choices by eligible parents 
outside Quebec. MICROLOG 99-04552 (2 fiche) 

(Available on fiche only) 


Index des dénominations sociales 


août 1999 


Circum Network (Firme) 
See also Circum Network (Firm) 


Civil Aviation Tribunal of Canada 
See Canada. Civil Aviation Tribunal 


CN 
See Canadian National 


C.N. Watson & Associates Ltd. 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 


CNFER 


See Ontario. Centre for Northern Forest Ecosystem 
Research 


COG 
See CANDU Owners Group 


Colombie-Britannique 
See also British Columbia 


Colombie-Britannique. Ministry of 
Environment, Lands & Parks 
See also British Columbia. Ministry of 
Environment, Lands & Parks 


Comité externe d'examen de la 

Gendarmerie royale du Canada 

See also Royal Canadian Mounted Police External 
Review Committee 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Comité 
externe d’examen de la GRC. 
MICROLOG 99-04706 (1 fiche) 


Comité sur la propreté de l’orge (Canada) 
See also Barley Cleanliness Committee (Canada) 
Rapport du Comité sur la propreté de l'orge. 

MICROLOG 99-04788 (1 fiche) 


Commissaire à l’environnement de 
l'Ontario 
See also Environmental Commissioner of Ontario 


Commission canadienne des affaires 

polaires 

See a/so Canadian Polar Commission 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Affaires 
indiennes et du Nord Canada et Commission 
canadienne des affaires polaires. 
MICROLOG 99-04624 (2 fiche) 


Commission canadienne des droits de la 


personne 
See also Canadian Human Rights Commission 


Commission canadienne des droits de la personne 
: Rapport annuel 1998. MICROLOG 99-05010 
(3 fiche) 

Rapport juridique, 1998. MICROLOG 99-05011 
(1 fiche) 


Commission canadienne des grains 

See also Canadian Grain Commission 

Examen des organes de direction de la 
Commission canadienne des grains. 
MICROLOG 99-04789 (1 fiche) 

Rapport du Comité sur la propreté de l'orge. 
MICROLOG 99-04788 (1 fiche) 

Systèmes de ségrégation dans l’industrie 
céréalière canadienne : document de travail. 
MICROLOG 99-04880 (1 fiche) 


Commission canadienne du blé 
Systèmes de ségrégation dans l'industrie 
céréalière canadienne : document de travail. 
MICROLOG 99-04880 (1 fiche) 


Commission canadienne du tourisme 
See also Canadian Tourism Commission 


Commission de la Fonction publique du 
Canada 
See also Public Service Commission of Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission de la fonction publique du Canada. 
MICROLOG 99-0473 (2 fiche) 


, 


Commission d’enquéte sur la magistrature 
du Manitoba 


Voir Manitoba. Commission d’enquéte sur la 
magistrature du Manitoba 


Commission des plaintes du public contre 
la GRC 


Voir Gendarmerie royale du Canada. Commission 
des plaintes du public 


Commission du droit d’auteur (Canada) 
See also Copyright Board Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission du droit d’auteur Canada. 
MICROLOG 99-04694 (1 fiche) 


Commission du droit du Canada 
See also Law Commission of Canada 
Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : 
Commission du droit du Canada. 
MICROLOG 99-04702 (1 fiche) 


Commission géologique du Canada 
See also Geological Survey of Canada 
Géologie des provinces précambriennes du lac 
Supérieur et de Grenville et fossiles du 
Précambrien en Amérique du nord. 
MICROLOG 99-04646 (5 fiche) 


Commission on Developing Countries & 
Global Change 
For Earth's sake : a report. MICROLOG 99-04431 
(2 fiche) (Available on fiche only) 


Commission sur les pays en 
développement et les changements de 
l’environnement planétaire 
See also Commission on Developing Countries & 

Global Change 


Communauté urbaine de Montréal 
(Quebec) 
Voir aussi Communauté urbaine de Montréal 
(Québec) 
Communauté urbaine de Montréal (Quebec) : 
Financial report 1998. MICROLOG 99-04927 
(1 fiche) 


Communauté urbaine de Montréal 
Québec) 
ee also Communauté urbaine de Montréal 
(Quebec) 
Communauté urbaine de Montréal (Québec) : 
Rapport financier 1998. MICROLOG 99-04928 
(1 fiche) 


Competition Tribunal of Canada 
Voir aussi Tribunal de la concurrence du Canada 
1999-2000 estimates, part III, report on plans and 
priorities : Competition Tribunal. 
MICROLOG 99-04720 (1 fiche) 


Conférence internationale sur |’échange en 
sciences et en technologie de pointe avec 
la Thailande (6e : 1996 : Bangkok, 
Thailande) 

See also International Conference on Advanced 
Science & Technology Exchange with Thailand 
(6th : 1996 : Bangkok, Thailand) 

Les Tours d’émetteurs cellulaires et les téléphones 
a main sont-ils dangereux? 

MICROLOG 99-04642 (1 fiche) 


Conférence internationale sur 
l’harmonisation des exigences techniques 
relatives à l’homologation des produits 
pharmaceutiques à usage humain 
See also International Conference on 

Harmonisation of Technical Requirements for the 
Registration of Pharmaceuticals for Human Use 


Conseil canadien de la sécurité 
See also Canada Safety Council 
Programmes d'incitation à la sécurité et à la 
productivité dans le secteur du camionnage, 
point de vue canadien. MICROLOG 99-04415 
(2 fiche) 


Conseil canadien des relations industrielles 
See also Canada Industrial Relations Board 
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Conseil canadien des relations 

industrielles (cont'd) 

| Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil 

canadien des relations industrielles. 

MICROLOG 99-04690 (1 fiche) 


Conseil de contrôle des renseignements 
relatifs aux matières dangereuses 
ened) 

ee also Hazardous Materials Information Review 
| Commission (Canada) 

_ Budget des dépenses, 1999-2000, partie III, 

| rapport sur les plans et les priorités : Conseil de 

contrôle des renseignements relatifs aux 

matières dangereuses. MICROLOG 99-04619 

| (1 fiche) 


| Conseil de la magistrature du Manitoba 
Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 

| Manitoba, Conseil de la magistrature du 

| Manitoba : Rapports annuels sur les plaintes au 

_ sujet de la conduite des juges, 1998. 

MiCROLOG 99-04582 (1 fiche) 

| 

| 

| 

| 


Conseil de la radiodiffusion et des 

télécommunications canadiennes 

See also Canadian Radio-Television & 
Telecommunications Commission 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Conseil de 
la radiodiffusion et des télécommunications 
canadiennes. MICROLOG 99-04731 (1 fiche) 


Conseil de recherches en sciences 

humaines du Canada 

See also Social Sciences & Humanities Research 
Council of Canada 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
recherches en sciences humaines du Canada. 
MICROLOG 99-04728 (1 fiche) 


Conseil de recherches en sciences 

naturelles et en génie du Canada 

See also Natural Sciences & Engineering 
Research Council of Canada 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Conseil de 
recherches en sciences naturelles et en génie du 
Canada. MICROLOG 99-04738 (1 fiche) 


Conseil de recherches médicales (Canada) 
See also Medical Research Council (Canada) 
Budget des dépenses, 1999-2000, partie III, 

rapport sur les plans et les priorités : Conseil de 
recherches médicales du Canada. 
MICROLOG 99-04599 (1 fiche) 


Conseil des arts et des lettres du Québec 
Conseil des arts et des lettres du Québec : Rapport 
annuel 1997-98. MICROLOG 99-04528 (2 fiche) 


Conseil des premiers ministres des 
Maritimes (Canada) 
See also Council of Maritime Premiers (Canada) 
Conseil des premiers ministres des Maritimes 
(Canada) : Rapport annuel 1997-98. 
MICROLOG 99-04990 (1 fiche) 


Conseil des recherches médicales 


Canada) 
ee also Medical Research Council (Canada) 


Conseil national de recherches Canada 
See also National Research Council Canada 
Budget des dépenses, 1999-2000, partie Ill, 

rapport sur les plans et les priorités : Conseil 
national de recherches Canada. 
MICROLOG 99-04719 (2 fiche) 


Conseils et vérification Canada. Centre des 
systèmes de soutien partagé 
See also Consulting & Audit Canada. Shared 
Systems Support Centre 
Document de travail sur les moyens de limiter les 
coûts de mise en oeuvre du SAP. 
MICROLOG 99-04507 (1 fiche) 


MICROLOG 


Consultation nationale sur le rôle du 
Laboratoire de lutte contre la maladie et 
de la lutte antituberculeuse (1994 : 
Ottawa, Ont.) 

See also National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention & Control (1994 : 
Ottawa, Ont.) 

Consultation nationale sur le rôle du Laboratoire 
de lutte contre la maladie et de la lutte 
antituberculeuse : comptes rendus et 
recommandations. MICROLOG 99-04488 
(1 fiche) 


Consultation Workshop on Evaluation of 
Food Fortification Approaches (1998 : 
Aylmer, Quebec) 

Voir aussi Atelier de consultation concernant 
l'évaluation des démarches pour 
l'enrichissement des produits alimentaires (1998 
: Aylmer, Québec) 

Health Canada’s review of policies concerning the 
addition of vitamins and minerals to foods : 
stakeholder consultation, Evaluation of Food 
Fortification Approaches : synopsis of plenary 
sessions. MICROLOG 99-04516 (1 fiche) 


Consulting & Audit Canada. Shared 
Systems Support Centre 
Voir aussi Conseils et vérification Canada. Centre 
des systèmes de soutien partagé 
Discussion paper on ways to contain the costs of 
implementing SAP. MICROLOG 99-04507 
(1 fiche) 


Copyright Board Canada 
Voir aussi Commission du droit d'auteur (Canada) 
1999-2000 estimates, part III, report on plans and 
priorities : Copyright Board Canada. 
MICROLOG 99-04694 (1 fiche) 


Coretec Inc. 
Development and field testing of a neural network 
Ship Predictor System (SPS). 
MICROLOG 99-04944 (1 fiche) 


Correctional Investigator Canada 
See Canada. Correctional Investigator 
Correctional Service Canada 
Voir aussi Service correctionnel Canada 


1999-2000 estimates, part Ill, report on plans and 
priorities : Correctional Service Canada. 
MICROLOG 99-04737 (2 fiche) 


Council of Maritime Premiers (Canada) 
Voir aussi Conseil des premiers ministres des 
Maritimes (Canada) 
Council of Maritime Premiers (Canada) : Annual 
report 1997-98. MICROLOG 99-04990 (1 fiche) 


Cour canadienne de l’impôt 
See also Tax Court of Canada 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Cour 
canadienne de l'impôt. MICROLOG 99-04699 
(1 fiche) 


CRAD 
See Canada. Dept. of National Defence. Research 
& Development Branch 
Crown Investments Corporation of 
Saskatchewan 


Crown Investments Corporation of Saskatchewan : 


Annual report 1998. MICROLOG 99-04838 
(2 fiche) 

Report of the Provincial Auditor to the Legislative 
Assembly of Saskatchewan on the 1998 financial 
statements of CIC subsidiary Crown 
corporations. MICROLOG 99-04930 (1 fiche) 


CRTC 


See Canadian Radio-Television & 
Telecommunications Commission 


CRTC 


Voir Conseil de la radiodiffusion et des 
télécommunications canadiennes 


CSP Foods (Firm) 

Processing and utilization of oats and barley, a 
study intended to aid in the assessment of 
possibilities for increased utilization : final report. 
MICROLOG 99-04468 (1 fiche) 


Ge Hills Regional College 

ypress Hills Regional College : Financial 
statement 1997-98. MICROLOG 99-04966 
(1 fiche) 


D 


Defence Research Establishment Atlantic 

Application of structural eigenvalue modification 
methods to linear buckling problems and 
substructured models. MICROLOG 99-04440 
(i fiche) 

Building finite element models with Mathematica. 
MICROLOG 99-04852 (1 fiche) 

Implementation of an elastic-plastic analysis 
capability for VAST finite element computer 
program. MICROLOG 99-04675 (3 fiche) 

Intensity measurements and optimum 
beamforming using a crossed dipoles array. 
MICROLOG 99-04791 (1 fiche) 

SeaCal v 2.0 : user's manual. 
MICROLOG 99-04854 (1 fiche) 

Superdirective receiving arrays for underwater 
acoustic application. MICROLOG 99-04790 
(1 fiche) 


Defence Research Establishment Ottawa 
Evaluation procedure for linear array 
photosensitive detectors, application to Thomson 
CSF TH7805. MICROLOG 99-04441 (1 fiche) 
Multipath resolution using a rotatable dual- 
polarization antenna for direction finding : final 
report. MICROLOG 99-04442 (2 fiche) 


Defence Research Establishment Suffield 

Evaluation of a prototype linear initiation system. 
MICROLOG 99-04634 (1 fiche) 

Finite difference form of the compressible 
boundary layer equations in generalized 
curvilinear coordinates. MICROLOG 99-04635 
(1 fiche) 

A Research code to study solutions of the 
boundary layer equations in body conformal 
coordinates. MICROLOG 99-04461 (1 fiche) 


Defence Research Establishment Valcartier 
Voir aussi Centre de recherches pour la défense 
Valcartier 
Application of Euler and Navier-Stokes codes to 
missile type bodies with high L/D ratios. 
MICROLOG 99-04636 (1 fiche) 


Deloitte & Touche 

Sask Tel : Financial statements, 1998. 
MICROLOG 99-04890 (1 fiche) 

Saskatchewan Telecommunications International 
Inc. : Consolidated financial statements 1998. 
MICROLOG 99-04891 (1 fiche) 

Saskatchewan Telecommunications 
Superannuation Fund : Financial statements, 
1998. MICROLOG 99-04951 (1 fiche) 


Delphi Group 
Focus India, India’s environmental sector : 
business opportunities for Canadians. 
MICROLOG 99-04556 (2 fiche) 


Développement économique Canada pour 
les régions du Québec 


Voir Agence de développement économique du 
Canada pour les régions du Québec 


DIAND 
See Canada. Indian & Northern Affairs Canada 


dmA Planning & Management Services 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 


DND Canada 
See Canada. Dept. of National Defence 
DRH Canada 


Voir Canada. Développement des ressources 
humaines Canada 
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E 


Economic Development Agency of Canada 
for the Regions of Quebec 
Voir aussi Agence de développement économique 
du Canada pour les régions du Québec 
1999-2000 estimates, part III, report on plans and 
priorities : Canada Economic Development for 
Quebec Regions. MICROLOG 99-04620 (2 fiche) 


Elections Canada 
See also Canada. Office of the Chief Electoral 
Officer 


Elections Prince Edward Island 
Municipal elections, 3 November 1997, 16 
February 1998 by-election : report. 
MICROLOG 99-04893 (1 fiche) 


E.M. Brown & Associates 
Watson Meat Processors Ltd., business plan for 
establishing a poultry processing facility in 
Watson, Saskatchewan. MICROLOG 99-04469 
(2 fiche) 


Enquéteur correctionnel Canada 
Voir Canada. Enquéteur correctionnel 


Enterprise PEI 
Enterprise PEI : Annual report 1996-97. 
MICROLOG 99-04433 (1 fiche) 


Environmental Commissioner of Ontario 
Environmental Commissioner of Ontario : Annual 
report 1998. MICROLOG 99-04529 (4 fiche) 


Equipe Canada 

See also Team Canada 

Inde, profil du secteur agroalimentaire. 
MICROLOG 99-04784 (1 fiche) 

Ouverture sur le monde : priorités du Canada en 
matière d'accès aux marchés internationaux, 
1999. MICROLOG 99-04405 (3 fiche) 

Profil du secteur agroalimentaire, France. 
MICROLOG 99-04783 (1 fiche) 

Profil du secteur agroalimentaire, Vietnam. 
MICROLOG 99-04785 (1 fiche) 

Thailande, profil du secteur agroalimentaire. 
MICROLOG 99-04781 (1 fiche) 

Ukraine, profil du secteur agroalimentaire. 
MICROLOG 99-04782 (1 fiche) 


ESSA Software Ltd. 
Calyx [trademark] EA implementation at AECB. 
MICROLOG 99-04771 (3 fiche) 
Expert Panel on Hepatitis C Epidemiology. 
Meeting (1998 : Toronto, Ont.) 
Voir aussi Groupe d'experts sur l’épidémiologie de 
I'hépatite C. Réunion (1998 : Toronto, Ont.) 
Report on the Meeting of the Expert Panel on 
Hepatitis C Epidemiology. MICROLOG 99-04520 
(1 fiche) 


F 


Farmers’ Advocate of Alberta 
See Alberta. Office of the Farmers’ Advocate 


Federal Office of Regional Development 
Rovers?) (Canada) 
ee also Economic Development Agency of 
Canada for the Regions of Quebec 


Federal-Provincial Advisory Committee on 
Environmental & Occupational Health 
(Canada). Subcommittee on Drinking 
Water 


See Federal-Provincial Subcommittee on Drinking 
Water (Canada) 


Federal-Provincial Subcommittee on 
Drinking Water (Canada) 
Uranium in drinking water : document for public 
comment. MICROLOG 99-04652 (1 fiche) 


Federal-Provincial-Territorial Radiation 

Protection Committee (Canada) 

Health effects and exposure guidelines related to 
extremely low frequency (ELF) 50/60 Hz electric 
and magnetic fields : an overview. 

MICROLOG 99-04446 (1 fiche) 


Federal-Provincial-Territorial Symposium 
on International and Domestic Standards 
Facing Canadian Governments (1999 : 
Montreal, Quebec) 

Voir aussi Symposium fédéral, provincial et 
territorial traitant des questions internationales et 
nationales reliées aux normes auxquelles les 
gouvernements doivent faire face au Canada 
(1999 : Montréal, Québec) 

Federal-Provincial-Territorial Symposium on 
International and Domestic Standards Issues 
Facing Canadian Governments. 

MICROLOG 99-04796 (1 fiche) 


Fieldstone Marketing & Public Relations 
Media measurement report, AFIF information 
technology sector, awareness area. 
MICROLOG 99-04885 (1 fiche) 


Forest Engineering Research Institute of 
Canada 
Harvesting systems and equipment in British 
Columbia. MICROLOG 99-05015 (3 fiche) 


Forum national sur la xénotransplantation 

g 997 : Ottawa, Ont.) 
ee also National Forum on Xenotransplantation 
(1997 : Ottawa, Ont.) 

Rapport du Forum national sur la 
xénotransplantation : questions relatives aux 
aspects cliniques, déontologiques et 
réglementaires. MICROLOG 99-04536 (2 fiche) 


G 


Gendarmerie royale du Canada 
See also Royal Canadian Mounted Police 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Gendarmerie royale du Canada. 
MICROLOG 99-04623 (2 fiche) 


Gendarmerie royale du Canada. Comité 
externe d’examen 


Voir Comité externe d’examen de la Gendarmerie 
royale du Canada 


Gendarmerie royale du Canada. 
Commission des plaintes du public , 
See also Royal Canadian Mounted Police. Public 

Complaints Commission 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission des plaintes du public contre la 
GRC. MICROLOG 99-04693 (1 fiche) 


Genesis Forest Science Canada Inc. 
Forest management impacts on genetics of forest 
tree species. MICROLOG 99-04780 (1 fiche) 


Geological Survey of Canada 
Voir aussi Commission géologique du Canada 


Current research 1999-F : radiogenic age and 
isotopic studies : report, 12. 
MICROLOG 99-04585 (1 fiche) 

Lithoprobe, southern Vancouver Island, British 
Columbia : geology. MICROLOG 99-04467 
(2 fiche) 


Geomatics Industry Assn of Canada 
Geomatics technology roadmap : special report. 
MICROLOG 99-04606 (1 fiche) 


Grain Research Laboratory (Canada) 

Quality of 1996 Ontario canola : final report. 
MICROLOG 99-04851 (1 fiche) 

Quality of 1996 western Canadian solin, low 
linoleic flaxseed. MICROLOG 99-04868 (1 fiche) 

Quality of 1997 Ontario canola : final report. 
MICROLOG 99-04850 (1 fiche) 

Quality of 1997 Ontario wheat : a report. 
MICROLOG 99-04874 (1 fiche) 

Quality of 1998 Ontario wheat : a report. 
MICROLOG 99-04873 (1 fiche) 

Quality of 1998 Quebec, Canada, eastern red 
wheat. MICROLOG 99-04876 (1 fiche) 

Quality of 1998 western Canadian mustard. 
MICROLOG 99-04847 (1 fiche) 

Quality of Canadian soybean, 1997. 
MICROLOG 99-04872 (1 fiche) 

Quality of Canadian soybean, 1998. 
MICROLOG 99-04871 (1 fiche) 


Grain Research Laboratory 

(Canada) (cont'd) 

Quality cf Quebec wheat, no. 1 and no. 2 Canada 
eastern red wheat, 1997 and 1996 composite 
samples : a report. MICROLOG 99-04877 
(1 fiche) 

Quality of western Canadian canola, 1997. 
MICROLOG 99-04895 (1 fiche) 

Quality of western Canadian canola, 1998. 
MICROLOG 99-04894 (1 fiche) 

Quality of western Canadian feed barley and 
hulless barley, 1997. MICROLOG 99-04896 
(1 fiche) 

Quality of western Canadian flaxseed, 1997. 
MICROLOG 99-04888 (1 fiche) 

Quality of western Canadian flaxseed, 1998. 
MICROLOG 99-04887 (1 fiche) 

Quality of western Canadian malting barley, 1997. 
MICROLOG 99-04897 (1 fiche) 

Quality of western Canadian mustard, 1996. 
MICROLOG 99-04849 (1 fiche) 

Quality of western Canadian mustard, 1997. 
MICROLOG 99-04848 (1 fiche) 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1997. 
MICROLOG 99-04793 (1 fiche) 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1998. 
MICROLOG 99-04792 (1 fiche) 

Report on the quality of 1997 western Canadian 
solin, low linoleic flaxseed. MICROLOG 99-04867 
(1 fiche) 


Groupe d’appui au Nicaragua 
See also Support Group for Nicaragua 
Diplomatie préventive, le Groupe d’appui au 
Nicargua : une évaluation, une perspective 
canadienne. MICROLOG 99-04499 (1 fiche) 


Groupe d’experts des lignes directrices 
canadiennes pour les maladies 
transmises sexuellement 


Voir Laboratoire de lutte contre la maladie 
(Canada). Groupe d’experts des lignes 
directrices canadiennes pour les maladies 
transmises sexuellement 


Groupe d’experts sur l’épidémiologie de 
?hépatite C. Réunion (1998 : Toronto, 
Ont. 

See ues Expert Panel on Hepatitis C 
Epidemiology. Meeting (1998 : Toronto, Ont.) 
Groupe d’experts sur l'épidémiologie de l'hépatite 

C : rapport sur la réunion. MICROLOG 99-04521 
(1 fiche) 


Groupe interuniversitaire de recherches 
océanographiques du Québec 
Groupe interuniversitaire de recherches 
océanographiques du Québec : Rapport annuel 
1997-98. MICROLOG 99-04419 (1 fiche) 


Gulf Fisheries Centre (Canada) 
See also Centre des pêches du Golfe (Canada) 


Lobster (Homarus americanus) movement in the 
southern Gulf of St. Lawrence : summary sheets 
of tagging projects conducted between 1980 and 
1997. MICROLOG 99-04752 (2 fiche) 


H 


Habitat faunique Canada 
La Passe de l'Ile aux Liévres : importance 
stratégique pour la faune marine de l'estuaire. 
MICROLOG 99-04572 (2 fiche) 


Harvest Foods Ltd. 
The Determination of canola grower opinion on a 
Canola Development Board : final report. 
MICROLOG 99-04486 (1 fiche) 


Hazardous Materials Information Review 

Commission (Canada) 

Voir aussi Conseil de contrôle des renseignements 
relatifs aux matières dangereuses (Canada) 

1999-2000 estimates, part III, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. MICROLOG 99-04619 
(1 fiche) 
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Hazelridge Farm 
A Marketing study, feasibility of packaging organic 
sprouting seeds : final report. 
MICROLOG 99-04503 (1 fiche) 


Hickling Corporation 

Financial Information Strategy : study of the 
implementation of full accrual accounting in 
government organizations, lessons learned. 
MICROLOG 99-04508 (1 fiche) 

Stratégie d’information financière : étude de la 
mise en oeuvre de la comptabilité d'exercice 
intégrale dans les organisations 
gouvernementales, leçons tirées. 
MICROLOG 99-04508 (1 fiche) 


Hickling Lewis Brod Inc. 
Business Transformation Project review. 
MICROLOG 99-04458 (2 fiche) 


Houston Link to Learning 
Community computer literacy. 
MICROLOG 99-05016 (1 fiche) 


HRD Canada à 


See Canada. Human Resources Development 
Canada 


Hydro-Quebec 
Voir aussi Hydro-Québec 


| Hydro-Québec 


Le Développement de l'énergie éolienne au 
Québec. MICROLOG 99-04758 (1 fiche) 


Information Technologies Serving Health. 
Consultation workshop (1998 : Quebec, 
Quebec 
Voir aussi Technologies de l'information au service 

de la santé. Atelier de consultation (1998 : 
Québec, Québec) 

Information Technologies Serving Health : 
consultation workshop with emergency room 
staff in Quebec region. MICROLOG 99-04760 
(1 fiche) 


Institut de la machinerie agricole des 
Prairies (Canada) 
See also Prairie Agricultural Machinery Institute 
(Canada) 


Institut de la statistique du Québec 
Statistiques sur les produits utilisés par les 
manufacturiers québécois, 1996. 
MICROLOG 99-04462 (2 fiche) 


Institut Maurice-Lamontagne 

Concentrations d'hydrocarbures aromatiques 
polycycliques chez quatre espèces de poissons 
de fond et deux espèces de crustacés de 
l'estuaire et du golfe du Saint-Laurent et du fjord 
du Saguenay. MICROLOG 99-05006 (1 fiche) 

Indices de croissance de la mactre de Stimpson, 
Mactromeris polynyma. MICROLOG 99-05007 
(1 fiche) 


Institut national d’optique (Canada) 
Automated container ID recognition. 
MICROLOG 99-04416 (2 fiche) 


Institut océanographique de Bedford 
See also Bedford Institute of Oceanography 


Insurance Corporation of British Columbia 
Traffic collision statistics : police-attended injury 
and fatal collisions, British Columbia, 1995-97. 
MICROLOG 99-04959 (3 fiche) 


International Conference on Advanced 
Science & Technology Exchange with 
Thailand (6th : 1996 : Bangkok, Thailand) 
Voir aussi Conférence internationale sur l'échange 

en sciences et en technologie de pointe avec la 
Thailande (6e : 1996 : Bangkok, Thailande) 
Cellular transmitter towers and hand-held 


telephones : are they hazardous? 
MICROLOG 99-04642 (1 fiche) 


MICROLOG 


International Conference on Harmonisation 
of Technical Requirements for the 
Registration of Pharmaceuticals for 
Human Use 
Text on validation of analytical procedures. 

MICROLOG 99-04892 (1 fiche) 


International Development Research 

Centre (Canada) 

For Earth's sake : a report. MICROLOG 99-04431 
(2 fiche) (Available on fiche only) 

Mining and the environment, case studies from the 
Americas. MICROLOG 99-04421 (4 fiche) 
(Available on fiche only) 

Oficina de hoy, oficina virtual : como utilizar las 
listas del correo electronico para trabajar en 
conjunto. MICROLOG 99-04420 (1 fiche) 
(Available on fiche only) 


International Public Sector Group on 
Information Technology 
Publicly available specifications and the public 
sector : a discussion paper prepared for the 
International Public Sector IT group (IPSIT). 
MICROLOG 99-04509 (1 fiche) 


Intersol 
Health Canada’s review of policies concerning the 
addition of vitamins and minerals to foods : 
stakeholder consultation, Evaluation of Food 
Fortification Approaches : synopsis of plenary 
sessions. MICROLOG 99-04516 (1 fiche) 


Irrigation Crop Diversification Corporation 
Irrigation Crop Diversification Corporation : Annual 
report 1998. MICROLOG 99-04953 (1 fiche) 


J 


Jacques et Whitford, Itée 
See also Jacques, Whitford & Associates 


Jacques, Whitford & Associates 
Babineau Fisheries Ltd., water sampling program, 
project no. 80307. MICROLOG 99-04640 (1 fiche) 


Jacques Whitford Environment Ltd. 
See Jacques, Whitford & Associates 

Jacques Whitford Environmental Ltd. 
See Jacques, Whitford & Associates 

Jagger Hims Consulting Engineers 
See Jagger Hims Ltd. 


Jagger Hims Ltd. 
Aggregate resources inventory of Lennox and 
Addington County. MICROLOG 99-04493 
(1 fiche) 


Judicial Council of British Columbia 
Judicial Council of British Columbia : Annual 
report 1996-98. MICROLOG 99-04989 (1 fiche) 


Judicial Inquiry Board of Manitoba 
See Manitoba. Judicial Inquiry Board 


JWA 
See Jacques, Whitford & Associates 
K 
KPMG 


See KPMG (Firm) 
KPMG (Firm) 
Capital Pension Plan : combined financial 
statements, 1998. MICROLOG 99-04975 (1 fiche) 


KPMG (Firme 
See also KPMG (Firm) 
L 


Laboratoire de lutte contre la maladie 
Canada) 
ee also Laboratory Centre for Disease Control 
(Canada) 

L'Asthme infantile dans les secteurs desservis par 
les unités de santé sentinelles : résultats de 
l'Enquête sur la santé pulmonaire des jeunes, 
1995-96. MICROLOG 99-04514 (1 fiche) 


Laboratoire de lutte contre la maladie 

(Canada) (cont’d) 

Consultation nationale sur le rôle du Laboratoire 
de lutte contre la maladie et de la lutte 
antituberculeuse : comptes rendus et 
recommandations. MICROLOG 99-04488 
(1 fiche) 


Laboratoire de lutte contre la maladie 
(Canada). Groupe d’experts des lignes 
directrices canadiennes pour les maladies 
transmises sexuellement 
See also Laboratory Centre for Disease Control 
(LCDC) Expert Working Group on Canadian 
Guidelines for Sexually Transmitted Disease 

L’Essentiel des lignes directrices canadiennes 
pour les MTS, -- éd. 1998. MICROLOG 99-04532 
(1 fiche) 


Laboratoire de recherches sur les grains 


Canada) 
ee also Grain Research Laboratory (Canada) 


Laboratory Centre for Disease Control 

(Canada) 

Voir aussi Laboratoire de lutte contre la maladie 
(Canada) 

Childhood asthma in sentinel health units : 
findings of the Student Lung Health Survey, 
1995-96. MICROLOG 99-04514 (1 fiche) 

National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention and Control : 
proceedings and recommendations. 
MICROLOG 99-04488 (1 fiche) 


Laboratory Centre for Disease Control 
(Canada). LCDC Expert Working Group on 
Canadian Guidelines for Sexually 
Transmitted Diseases 


See Laboratory Centre for Disease Control (LCDC) 
Expert Working Group on Canadian Guidelines 
for Sexually Transmitted Disease 


Laboratory Centre for Disease Control 
(LCDC) Expert Working Group on 
Canadian Guidelines for Sexually 
Transmitted Disease 
Voir aussi Laboratoire de lutte contre la maladie 
(Canada). Groupe d’experts des lignes 
directrices canadiennes pour les maladies 
transmises sexuellement 

Highlights, 1998 edition of the Canadian STD 
guidelines. MICROLOG 99-04532 (1 fiche) 


LandOwner Resource Centre 
Voir aussi Centre de ressources pour propriétaires 
fonciers 
Management options for abandoned farm fields. 
MICROLOG 99-04689 (1 fiche) 


Laurentian poreaty Centre 
Voir aussi Centre de foresterie des Laurentides 
Economic impact of genetic improvement of 
Norway spruce. MICROLOG 99-05003 (1 fiche) 

Observations on windfall and decay in a second- 
growth balsam fir stand in the Lower St. 
Lawrence Model Forest. MICROLOG 99-04555 
(1 fiche) 

Law Commission of Canada 
Voir aussi Commission du droit du Canada 
1999-2000 estimates, part III, report on plans and 

priorities : Law Commission of Canada. 
MICROLOG 99-04702 (1 fiche) 

LCDC Expert Working Group on Canadian 
Guidelines for Sexually Transmitted 
Disease 
See Laboratory Centre for Disease Control (LCDC) 


Expert Working Group on Canadian Guidelines 
for Sexually Transmitted Disease 
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Les Indicateurs de l’égalité entre les sexes : 
préoccupations publiques et politiques 
gouvernementales. Symposium (1998 : 
Ottawa, Ont.) 

Les Indicateurs de l'égalité entre les sexes, 
préoccupations publiques et politiques 
gouvernementales : actes d'un symposium. 
MICROLOG 99-04427 (3 fiche) (Available on 
fiche only) 


Lethbridge Research Centre (Canada) 
Lethbridge Research Centre strategic plan, 1999 to 
2002. MICROLOG 99-04554 (1 fiche) 


M 


Malatest & Associates 
See R.A Malatest & Associates 


Manalta Coal Ltd. 
Rock Drain Research Program : final report. 
MICROLOG 99-04939 (6 fiche) 


Manitoba. Agricultural Guidelines 
Development Committee 


See Agricultural Guidelines Development 
Committee (Man.) 


Manitoba. Agriculture Manitoba 
See also Manitoba. Manitoba Agriculture 


Manitoba. Civil Legal Services 
Manitoba. Civil Legal Services : Annual report 
1997-98. MICROLOG 99-04584 (1 fiche) 


Manitoba. Commission d’enquéte sur la 

magistrature du Manitoba 

See also Manitoba. Judicial Inquiry Board 

Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1998. 
MICROLOG 99-04582 (1 fiche) 


Manitoba. Cour provinciale 
Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1998. 
MICROLOG 99-04582 (1 fiche) 


Manitoba. Dept. of Environment 
See Manitoba. Manitoba Environment 


Manitoba. Direction des ressources 
historiques 
See also Manitoba. Historic Resources Branch 


Manitoba. Direction générale des services 
aux personnes âgées 
See also Manitoba. Seniors Directorate 


Manitoba. Environnement Manitoba 
See also Manitoba. Manitoba Environment 


Manitoba Farm Business Management 
Council 
Manitoba Farm Business Management Council : 
Partner's report 1997-98. MICROLOG 99-04608 
(1 fiche) 


Manitoba. Finances Manitoba 

Budget des dépenses du Manitoba de 1999 pour 
l'exercice se termiant le 31 mars 2000, déposé 
pour adoption lors de la cinquième session de la 
trente-sixième législature. MICROLOG 99-04496 
(2 fiche) 

Budget des recettes du Manitoba de 1999 pour 
l'exercice se terminant le 31 mars 2000 déposé 
pour adoption lors de la cinquième session de la 
trente-sixième législature. MICROLOG 99-04586 
(1 fiche) 

Manitoba Hazardous Waste Management 

Corporation 

Manitoba Hazardous Waste Management 
Corporation : Annual report 1997-98. 
MICROLOG 99-04589 (1 fiche) 

Manitoba Health. Public Health Branch 


See Manitoba. Public Health Branch 
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Manitoba. Historic Resources Branch 
Manitoba heritage site designations, heritage 
building grants, heritage council commemorative 
plaques : Annual report, 1997-98. 
MICROLOG 99-04527 (1 fiche) 


Manitoba Judicial Council 
Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1998. 
MICROLOG 99-04582 (1 fiche) 


Manitoba. Judicial Inquiry Board 

Voir aussi Manitoba. Commission d'enquête sur la 
magistrature du Manitoba 

Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1998. 
MICROLOG 99-04582 (1 fiche) 


Manitoba. Justice Manitoba 

See also Manitoba. Manitoba Justice 

Juge en chef de la Cour provinciale du Manitoba, 
Commission d’enquéte sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1998. 
MICROLOG 99-04582 (1 fiche) 


Manitoba. Manitoba Agriculture 
Farm practices guidelines for hog producers in 
Manitoba -- Rev. MICROLOG 99-04603 (2 fiche) 
Guide to crop protection, 1999. 
MICROLOG 99-04825 (4 fiche) 


Manitoba. Manitoba Environment 
A Preliminary vegetation survey of the Gull Lake 
wetland areas. MICROLOG 99-04609 (1 fiche) 


Manitoba. Manitoba Environment & 
Workplace Safety & Health. Hazardous 
Waste Management Corporation 


See Manitoba Hazardous Waste Management 
Corporation 


Manitoba. Manitoba Finance 

The 1999 Manitoba budget address. 
MICROLOG 99-04627 (3 fiche) 

1999 Manitoba estimates of expenditure for the * 
fiscal year ending March 31, 2000 as presented 
to the fifth session, thirty-sixth legislature. 
MICROLOG 99-04495 (2 fiche) 

1999 Manitoba estimates of revenue for the fiscal 
year ending March 31, 2000 as presented to the 
fifth session, thirty-sixth legislature. 

MICROLOG 99-04586 (1 fiche) 


Manitoba. Manitoba Hazardous Waste 
Management Corporation 


See Manitoba Hazardous Waste Management 
Corporation 


Manitoba. Manitoba Health 
Symptom control for patients in the terminal phase 
of an illness. MICROLOG 99-04524 (1 fiche) 


Manitoba. Manitoba Justice 

Voir aussi Manitoba. Justice Manitoba 

Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1998. 
MICROLOG 99-04582 (1 fiche) 

Release of high risk sexual offender information : 
protocol. MICROLOG 99-04777 (1 fiche) 


Manitoba. Minister Responsible for Senior 
Citizens. Seniors Directorate 


See Manitoba. Seniors Directorate 


Manitoba Nursing Research Institute 
A Report on demographic and childbirth 
characteristics and smoking during pregnancy 
within regional health authorities in Manitoba. 
MICROLOG 99-04779 (1 fiche) 


Manitoba. Provincial Auditor 
Audit of the Public accounts, 1997-98. 
MICROLOG 99-04432 (1 fiche) 


Une référence bibliographique 
se trouve dans la section Index des titres 


Manitoba. Provincial Court 
Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1998. 
MICROLOG 99-04582 (1 fiche) 


Manitoba. Public Health Branch 
A Report on demographic and childbirth 
characteristics and smoking during pregnancy 
within regional health authorities in Manitoba. 
MICROLOG 99-04779 (1 fiche) 


Manitoba. Public Schools Finance Board 
Manitoba. Public Schools Finance Board : Annual 
report 1997-98. MICROLOG 99-04588 (1 fiche) 


Manitoba. Santé Manitoba 
See also Manitoba. Manitoba Health 


Manitoba. Seniors Directorate 
Manitoba seniors’ guide, 1999. 
MICROLOG 99-04611 (1 fiche) 


Many Islands Pipe Lines (Canada) Ltd. 
SaskEnergy Incorporated and subsidiaries : 
Financial statements 1998. MICROLOG 99-04949 
(1 fiche) 


Maurice Lamontagne Institute 
Voir aussi Institut Maurice-Lamontagne 


Medical Research Council (Canada) 
Voir aussi Conseil de recherches médicales 
(Canada) 
1999-2000 estimates, part III, report on plans and 
priorities : Medical Research Council of Canada. 
MICROLOG 99-04599 (1 fiche) 


Millennium Bureau of Canada 
Voir aussi Bureau du Canada pour le millénaire 
1999-2000 estimates, part III, report on plans and 
priorities : Millennium Bureau of Canada. 
MICROLOG 99-04692 (1 fiche) 


Mining Resource Engineering Ltd. 
Development of an initiating system for a linear 
self-forging fragment munition : final report. 
MICROLOG 99-04439 (1 fiche) 


Monnaie royale canadienne 
See also Royal Canadian Mint 
Monnaie royale canadienne : Rapport annuel 
1998. MICROLOG 99-04558 (1 fiche) 


Municipal Employees’ Pension Commission 
(Sask.) 
Municipal Employees’ Pension Commission 
(Sask.) : Annual report 1998. 
MICROLOG 99-04837 (1 fiche) 


Musée de la Nouvelle-Ecosse 
See also Nova Scotia Museum 
Un Regard sur l'Acadie : trois discours illustrés. 
MICROLOG 99-05013 (1 fiche) 


NAFTA Secretariat. Canadian Section 
Voir aussi Secrétariat de l'ALENA Section 
canadienne 
1999-2000 estimates, part III, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 99-04742 (1 fiche) 


National Archives of Canada 
Voir aussi Archives nationales du Canada 
1999-2000 estimates, part III, report on plans and 
priorities : National Archives of Canada. 
MICROLOG 99-04744 (1 fiche) 


National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention & Control (1994 : 
Ottawa, Ont.) 

Voir aussi Consultation nationale sur le rôle du 
Laboratoire de lutte contre la maladie et de la 
lutte antituberculeuse (1994 : Ottawa, Ont.) 

National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention and Control : 
proceedings and recommendations. 
MICROLOG 99-04488 (1 fiche) 


National Film Board of Canada 
Voir aussi Office national du film du Canada 
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National Film Board of Canada (cont'd) 
1999-2000 estimates, part Ill, report on plans and 
priorities : National Film Board. 
| MICROLOG 99-04730 (1 fiche) 


| National Forum on Xenotransplantation 
| (1997 : Ottawa, Ont.) 
| Voir aussi Forum national sur la 
| xénotransplantation (1997 : Ottawa, Ont.) 
Report of the National Forum on 
Xenotransplantation : clinical, ethical and 
regulatory issues. MICROLOG 99-04535 (2 fiche) 


| 

— 

| National Library of Canada 

| Voir aussi Bibliothèque nationale du Canada 

+ 1999-2000 estimates, part Ill, report on plans and 
{ priorities : National Library of Canada. 

| MICROLOG 99-04729 (2 fiche) 
} 

; 


National Literacy Secretariat 
See Canada. National Literacy Secretariat 


| National Optics Institute (Canada) 
Voir aussi Institut national d'optique (Canada) 


National Research Council Canada 

| Voir aussi Conseil national de recherches Canada 
| 1999-2000 estimates, part Ill, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 99-04719 (2 fiche) 


National Round Table on the Environment & 

the Economy (Canada) 

Voir aussi Table ronde nationale sur 
l'environnement et l'économie (Canada) 

1999-2000 estimates, part Ill, report on plans and 
priorities : National Round Table on the 
Environment and the Economy. 
MICROLOG 99-04698 (1 fiche) 


Natural Sciences & Engineering Research 
Council of Canada 
Voir aussi Conseil de recherches en sciences 
naturelles et en génie du Canada 
| 1999-2000 estimates, part III, report on plans and 
| priorities : Natural Sciences and Engineering 
Research Council of Canada. 
| MICROLOG 99-04738 (1 fiche) 


New Careers Corporation (Sask.) 
New Careers Corporation (Sask.) : Annual report 
| 1997-98. MICROLOG 99-04902 (1 fiche) 


| Newfoundland. Dept. of Education. Division 


| of Corporate Planning & Research 

| Newfoundland and Labrador education system 
| 

} 


directory, 1998-99. MICROLOG 99-04615 
(1 fiche) 
North Atlantic Treaty Organization. Advisory 
Group for Aerospace Research & 


Development 

Application of Euler and Navier-Stokes codes to 
missile type bodies with high L/D ratios. 
MICROLOG 99-04636 (1 fiche) 


North West Regional College (Sask.) 
North West Regional College (Sask.) : Financial 
statement 1997-98. MICROLOG 99-04982 
(1 fiche) 


Northern Pipeline Agency (Canada) 
See Canada. Northern Pipeline Agency 


Nouvelle-Écosse. Ministère de l'éducation 


et de la culture 
See also Nova Scotia. Dept. of Education & 
Culture 


Nova Scotia. Dept. of Education 
See also Nova Scotia. Dept. of Education & 
Culture 


Nova Scotia. Dept. of Education & Culture 
Student assistance in the new millennium : a 
discussion paper. MICROLOG 99-04962 (1 fiche) 


Nova Scotia. Dept. of Education. Nova 
Scotia Museum 


See Nova Scotia Museum 


Nova Scotia Economic Renewal Agency. 
Tourism Nova Scotia 


See Nova Scotia. Tourism Nova Scotia 
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Nova Scotia Hospital 
Nova Scotia Hospital : Annual report 1997-98. 
MICROLOG 99-04985 (1 fiche) 


Nova Scotia Human Rights Commission 
Nova Scotia Human Rights Commission : Annual 
report 1996-97 and 1997-98. 
MICROLOG 99-04992 (1 fiche) 


Nova Scotia. Maritime Woodlot Extension 
Committee 
Woodlot management homestudy course, module 
10 : managing woodlot finances, A) planning and 
investment guide. MICROLOG 99-04963 (1 fiche) 


Nova Scotia. Minerals & Energy Branch 
Mining matters for Nova Scotia '98, opportunities 
for economic development. 
MICROLOG 99-04974 (1 fiche) 
Properties for option in Nova Scotia, 1999. 
MICROLOG 99-04961 (1 fiche) 


Nova Scotia Museum , 
Voir aussi Musée de la Nouvelle-Ecosse 
Looking into Acadie : three illustrated studies. 
MICROLOG 99-05012 (1 fiche) 


Nova Scotia. Tourism Nova Scotia 
1996 Nova Scotia Visitor Exit Survey. 
MICROLOG 99-04878 (3 fiche) 


Nova Scotia. Tribunal on Salaries of 
Provincial Court Judges 
Report of the Tribunal on Salaries of Provincial 
Court Judges. MICROLOG 99-05017 (1 fiche) 


O 


Oceans Ltd. 
Al tracker for SAR radar detection field trial. 
MICROLOG 99-04940 (2 fiche) 
Target detection experiment, phase III : data 
analysis. MICROLOG 99-04938 (2 fiche) 


Office de l’efficacité énergétique (Canada) 
Voir Canada. Office de l'efficacité énergétique 


Office des transports du Canada 
See also Canadian Transportation Agency 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Office des 
transports du Canada. MICROLOG 99-04605 
(1 fiche) 


Office national du film du Canada 
See also National Film Board of Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Office 
national du film. MICROLOG 99-04730 (1 fiche) 


Office of the Superintendent of Financial 

Institutions Canada 

Voir aussi Bureau du surintendant des institutions 
financières Canada 

1999-2000 estimates, part III, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. 
MICROLOG 99-04618 (1 fiche) 


Ontario. Centre for Northern Forest 
Ecosystem Research 
Patch Analyst user’s manual, a tool for quantifying 
landscape structure. MICROLOG 99-04968 
(1 fiche) 
Ontario. Commission de contrôle 
cinématographique 
Ontario. Commission de contrôle 
cinématographique : Rapport annuel 1997-98. 
MICROLOG 99-04991 (1 fiche) 


Ontario. Conseil de l'emploi et de 
Vinvestissement 
Carte routiére de la prospérité, un plan 
économique pour l'emploi au XXIe siècle. 
MICROLOG 99-04715 (2 fiche) 


Ontario. Division des soins de longue durée 
See also Ontario. Long-Term Care Division 
Stratégie ontarienne visant la maladie d'Alzheimer 

et les démences connexes : plan d'action, 
document de travail. MICROLOG 99-04970 
(1 fiche) 


Ontario. Education Quality & Accountability 
Office 
School Achievement Indicators Program, 1998 
reading and writing assessment, 13- and 16-year- 
old students : Ontario report. 
MICROLOG 99-04670 (1 fiche) 


Ontario. Film Review Board 
Ontario. Film Review Board : Annual report 
1997-98. MICROLOG 99-04991 (1 fiche) 


Ontario. Geological Branch 
See Ontario Geological Survey 


Ontario Geological Survey 

Atikokan area high density lake sediment and 
water geochemical survey, northwestern Ontario 
: new Au and PGE exploration targets. 
MICROLOG 99-04633 (1 fiche) 

Geochemical, heavy mineral and pebble lithology 
data, surficial sediment sampling program, Wawa 
region, northeastern Ontario. 

MICROLOG 99-04630 (1 fiche) 

Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Opasatika Lake Area, 
northeastern Ontario. MICROLOG 99-04628 
(1 fiche) 

Precambrian geology of the Colpitts-Bury Lakes 
area, eastern Melchett Lake greenstone belt. 
MICROLOG 99-04629 (2 fiche) 

Precambrian geology of the Dayohessarah Lake 
area, White River, Ontario. MICROLOG 99-04631 
(1 fiche) 

Report of activities : Resident Geologist Program, 
Kirkland Lake Regional Resident Geologist 
report, Kirkland Lake and Sudbury districts, 
1998. MICROLOG 99-04667 (1 fiche) 

Report of activities : Resident Geologist Program, 
Red Lake Regional Resident Geologist report, 
Red Lake and Kenora districts, 1998. 
MICROLOG 99-04525 (2 fiche) 

Report of activities : Resident Geologist Program, 
Thunder Bay North Regional Resident Geologist 
report, Thunder Bay North and Sioux Lookout 
districts, 1998. MICROLOG 99-04681 (1 fiche) 

Report of activities : Resident Geologist Program, 
Thunder Bay South Regional Resident Geologist 
report, Thunder Bay South District, 1998. 
MICROLOG 99-04680 (1 fiche) 

Report of activities : Resident Geologist Program, 
Timmins Regional Resident Geologist report, 
Timmins and Sault Ste. Marie districts, 1998. 
MICROLOG 99-04665 (2 fiche) 

Results of regional humus and till sampling in the 
eastern part of the Snebandowan greenstone 
belt, northwestern Ontario. MICROLOG 99-04632 
(2 fiche) 

Special project : Timmins ore deposit descriptions. 
MICROLOG 99-04457 (3 fiche) 

Summary of field work and other activities, 1998. 
MICROLOG 99-04649 (4 fiche) 


Ontario Geological Survey. Sedimentary 
Geoscience Section 


See Ontario. Sedimentary Geoscience Section 


Ontario Jobs & Investment Board 
A Road map to prosperity, an economic plan for 
jobs in the 21st century. MICROLOG 99-04714 
(2 fiche) 


Ontario. Legislative Research Service 
Capital funding of Ontario schools. 
MICROLOG 99-04671 (1 fiche) 
Charter schools -- Updated. MICROLOG 99-04843 
(1 fiche) 
Exotic species invasions : zebra mussels and 
beyond -- Rev. MICROLOG 99-04673 (1 fiche) 
Indoor air quality : carbon monoxide, moulds & 
beyond. MICROLOG 99-04672 (1 fiche) 
Youth crime statistics. MICROLOG 99-04674 
(1 fiche) 


Ontario. Long-Term Care Division 
Voir aussi Ontario. Division des soins de longue 
durée 
Ontario’s strategy for Alzheimer disease and 
related dementias : a plan of action, for 
discussion. MICROLOG 99-04969 (2 fiche) 


A bibliographic citation of each title 
can be found in the Title Index section 
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Ontario. Ministère de l’agriculture, de 
l’alimentation et des affaires rurales 

See also Ontario. Ministry of Agriculture, Food & 
Rural Affairs 

Budgets de cultures, 1999. MICROLOG 99-04701 
(1 fiche) 

Maladies et insectes ravageurs des gazons en 
Ontario, manuel à l'usage des spécialistes de 
l'entretien des gazons. MICROLOG 99-04409 
(1 fiche) 

Recommandations pour les grandes cultures, 
1999-2000. MICROLOG 99-04557 (2 fiche) 


Ontario. Ministère des finances 
See also Ontario. Ministry of Finance 
Divulgation pour 1998 en vertu de la Loi de 1996 
sur la divulgation des traitements dans le secteur 
public. MICROLOG 99-04911 (4 fiche) 


Ontario. Ministère des richesses naturelles 
See also Ontario. Ministry of Natural Resources 
Comment préserver la santé des arbres urbains. 

MICROLOG 99-04669 (1 fiche) 


Ontario. Ministère des services sociaux et 
communautaires 
See also Ontario. Ministry of Community & Social 
Services 


Ontario. Ministère du développement 
économique, du commerce et du tourisme 
See also Ontario. Ministry of Economic 

Development, Trade & Tourism 


Ontario. Ministry of Agriculture, Food & 

Rural Affairs 

Voir aussi Ontario. Ministère de l'agriculture, de 
l'alimentation et des affaires rurales 

1999 performance trials for dry edible beans. 
MICROLOG 99-04575 (1 fiche) 

Crop budgets, 1999. MICROLOG 99-04701 
(1 fiche) 

Currants and gooseberries -- Rev. 
MICROLOG 99-04682 (1 fiche) 

The Effect of production practices on the quality of 
ginseng roots. MICROLOG 99-04668 (1 fiche) 


Ontario. Ministry of Community & Social 
Services 
Business Transformation Project review. 
MICROLOG 99-04458 (2 fiche) 


Ontario. Ministry of Consumer & 
Commercial Relations. Registration 
Division 
Annual charge book : standard charge terms, 

1998. MICROLOG 99-04711 (7 fiche) 


Ontario. Ministry of Economic Development 
& Trade 
See also Ontario. Ministry of Economic 
Development, Trade & Tourism 


Ontario. Ministry of Economic 
Development, Trade & Tourism 
Starting a small business in Ontario : a sound 
business approach to setting up your own 
company -- Rev. MICROLOG 99-04666 (2 fiche) 


Ontario. Ministry of Finance 

Voir aussi Ontario. Ministére des finances 

1999 Ontario budget : budget papers, foundations 
for prosperity. MICROLOG 99-04775 (2 fiche) 

1999 Ontario budget : budget speech, foundations 
for prosperity. MICROLOG 99-04842 (1 fiche) 

Disclosure for 1998 under the Public Sector Salary 
Disclosure Act, 1996. MICROLOG 99-04911 
(4 fiche) 


Ontario. Ministry of Financial Institutions 
See also Ontario. Ministry of Finance 


Ontario. Ministry of Natural Resources 
Voir aussi Ontario. Ministére des richesses 
naturelles 


Management options for abandoned farm fields. 
MICROLOG 99-04689 (1 fiche) 


Ontario. Ministry of Natural Resources. 
Northwest Region Science & Technology 


See Ontario. Northwest Science & Technology 


Ontario. Ministry of Natural Resources. 
Science Development & Transfer Branch. 
South Central Sciences Section 


See Ontario. Southcentral Science Section 


Ontario. Ministry of Natural Resources. 
South Central Sciences Section 


See Ontario. Southcentral Science Section 


Ontario. Ministry of Revenue 
See also Ontario. Ministry of Finance 


Ontario. Ministry of Treasury & Economics 
See also Ontario. Ministry of Finance 


Ontario. Northwest Region Science & 
Technology 


See Ontario. Northwest Science & Technology 


Ontario. Northwest Science & Technology 
Patch Analyst user’s manual, a tool for quantifying 
landscape structure. MICROLOG 99-04968 
(1 fiche) 


Ontario. Nursing Task Force 
Good nursing, good health : an investment for the 
21st century : report. MICROLOG 99-04578 
(1 fiche) 


Ontario. Office de la qualité et de la 
responsabilité en éducation 
Programme d’indicateurs du rendement scolaire, 
évaluation en lecture et écriture de 1998, éléves 
de 13 et de 16 ans : rapport pour l'Ontario. 
MICROLOG 99-04670 (1 fiche) 


Ontario. Office of Collective Bargaining 
Information 
Ontario collective bargaining review, 1998. 
MICROLOG 99-04679 (1 fiche) 


Ontario. Ontario Parks 
See Ontario Parks 


Ontario Parks 
Presqu'ile Provincial Park, preliminary 
management plan. MICROLOG 99-04683 
(1 fiche) 


Ontario Pulse Crop Committee 
1999 performance trials for dry edible beans. 
MICROLOG 99-04575 (1 fiche) 


Ontario. Sedimentary Geoscience Section 
Aggregate resources inventory of Lennox and 
Addington County. MICROLOG 99-04493 
(1 fiche) 


Ontario. Southcentral Science Section 

Application, design and implementation of angler 
diary programs in Ontario. MICROLOG 99-04776 
(1 fiche) 

Forest management impacts on genetics of forest 
tree species. MICROLOG 99-04780 (1 fiche) 

A Literature review of ice storm impacts on forests 
in eastern North America. MICROLOG 99-04778 
(1 fiche) 

Report on 1997 bear population index network 
with a population estimate based on 1994-97 
results. MICROLOG 99-04576 (1 fiche) 


Ontario. Southcentral Sciences Section 
See Ontario. Southcentral Science Section 


Ontario Substance Abuse Bureau 
Voir aussi Bureau ontarien de lutte contre la 
toxicomanie 


Setting the course, a framework for integrating 
addiction treatment services in Ontario. 
MICROLOG 99-04688 (1 fiche) 


Ontario Wheat Producers’ Marketing Board 
Quality of 1997 Ontario wheat : a report. 
MICROLOG 99-04874 (1 fiche) 
Quality of 1998 Ontario wheat : a report. 
MICROLOG 99-04873 (1 fiche) 


Organic Crop Improvement Assn (Canada) 
Viability of organic farm practices : third-year 
annual report and summary of the three years of 


, 


the study, 1990, 1991, 1992 : executive summary. 


MICROLOG 99-04505 (1 fiche) 


Une référence bibliographique 
se trouve dans la section index des titres 


Ottawa-Carleton Institute for Electrical 
Engineering 
Multipath resolution using a rotatable dual- 
polarization antenna for direction finding : final 
report. MICROLOG 99-04442 (2 fiche) 


Ottawa-Carleton (Ont.) 

Plan directeur de la Municipalité régionale 
d’Ottawa-Carleton, vol. 1 : texte : codification 
administrative, 1994. MICROLOG 99-05021 
(8 fiche) 

Plan directeur, Municipalité régionale d’Ottawa- 
Carleton, tel qu'il a été adopté par le Conseil 
régional, 1997. MICROLOG 99-04971 (3 fiche) 


Outcomes Working Group (B.C.) 
1997 BC student outcomes : summary of survey 
results by program area. MICROLOG 99-04846 
(2 fiche) 


P 


Pacific Biological Station 

1993 and 1994 coho spawning escapement and 
juvenile studies in Louis and Lemieux creeks, 
North Thompson River. MICROLOG 99-04746 
(1 fiche) 

Abundance, age, size, sex and coded-wire tag 
recoveries for chinook salmon escapements of 
Campbell and Quinsam Rivers, 1997. 
MICROLOG 99-04745 (1 fiche) 

An Acoustic biomass survey of the Triangle Island 
widow rockfish (Sebastes entomelas) 
aggregation by Fisheries and Oceans, Canada 
and the Canadian Groundfish Research and 
Conservation Society, January 16 - February 7, 
1998. MICROLOG 99-04747 (1 fiche) 

Cruise details and biological information from the 
Pacific Ocean perch larval survey, R/V W.E. 
RICKER, July 14-18, 1996. MICROLOG 99-04748 
(1 fiche) 

A Manual for intertidal clam surveys. 

MICROLOG 99-04749 (2 fiche) 

A Relational database for climatological data. 
MICROLOG 99-04750 (1 fiche) 


Pacific Forestry Centre 
Voir aussi Centre forestier du Pacifique 
The Pine shoot beetle. MICROLOG 99-04430 
(1 fiche) 
Tree growth for 15 years following stumping in 
interior British Columbia. MICROLOG 99-04438 
(1 fiche) 


PAMI 


See Prairie Agricultural Machinery Institute 
(Canada) 


Parcs Canada 
See also Parks Canada 
Inventaire et analyse comparative des populations 
de la mye commune, Mya arenaria, au parc 
national Kouchibouguac. MICROLOG 99-04922 
(1 fiche) (Available on fiche only) 


Parcs Canada. Parcs nationaux et lieux 
historiques 


Voir Parcs Canada 


Parcs Ontario 
See also Ontario Parks 


Parkland Regional College 
Parkland Regional College : Financial statement 
1997-98. MICROLOG 99-04965 (1 fiche) 


Parks Canada 
Voir aussi Parcs Canada 


Biodiversity survey of moths of Fundy National 
Park, | : a checklist of the macromoths of Fundy 
National Park and its greater ecosystem. 
MICROLOG 99-04923 (1 fiche) (Available on 
fiche only) 

The Distribution and potential for invasiveness of 
some non-native vascular plants in northern 
Cape Breton : with an appendix, notes on the 
distribution of other non-native plants in northern 
Cape Breton. MICROLOG 99-04921 (1 fiche) 
(Available on fiche only) 

Mercury concentrations in brook trout and white 
perch from Kejimkujik National Park, Nova 
Scotia. MICROLOG 99-04924 (1 fiche) (Available 
on fiche only) 
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Parks Canada (cont'a) 

A Preliminary survey of the early life history of 
striped bass (Morone saxatilis) in the 
Kouchibouguac Estuary in 1996. 

| MICROLOG 99-04920 (1 fiche) (Available on 
| fiche only) 

| Parks Canada. National Parks & Historic 
| Sites 

| See Parks Canada 


| Patented Medicine Prices Review Board 

| Canada 

| Voir aussi Canada. Conseil d'examen du prix des 
} médicaments brevetés 

| 1999-2000 estimates, part Ill, report on plans and 
| priorities : Patented Medicine Prices Review 

| Board. MICROLOG 99-04695 (1 fiche) 

| Patrimoine canadien 

| Voir Canada. Patrimoine canadien 

i 

(1 

} 

| 

i 


PE.I. Hog Commodity Marketing Board 
Potential of by-product feeds to reduce feed costs 
in hog production. MICROLOG 99-04549 
(1 fiche) 


| Petro-Canada 
Petro-Canada : Annual report 1998. 
MICROLOG 99-04412 (1 fiche) 
| Petro-Canada : Rapport annuel 1998. 
| MICROLOG 99-04413 (1 fiche) 


| Piteau Engineering Ltd. 
Rock Drain Research Program : final report. 
MICROLOG 99-04939 (6 fiche) 


| Population Assn of America. Assemblées 
| (1997 : Washington, DC) 


Voir Population Assn of America. Meetings (1997 : 
| Washington, DC) 


| Population Assn of America. Meetings 

| (1997 : Washington, DC) 

Distribution, inégalité et concentration des revenus 
chex les immigrants âgés au Canada, 1990. 
MICROLOG 99-04644 (1 fiche) 

Distribution, inequality and concentration of 
income among older immigrants in Canada, 
1990 -- Rev. MICROLOG 99-04644 (1 fiche) 


Power Greenhouses Inc. 
Power Greenhouses Inc. : Financial statements, 
1998. MICROLOG 99-04908 (1 fiche) 


| Prairie Agricultural Machinery Institute 


Canada) 
| traw covering methods for swine manure lagoons 
| : final report. MICROLOG 99-04479 (1 fiche) 


| Prince Edward Island. Agriculture 


Information Centre 

Agricultural accounting software review. 
MICROLOG 99-04550 (1 fiche) 

Potential of by-product feeds to reduce feed costs 
in hog production. MICROLOG 99-04549 
(1 fiche) 


Prince Edward Island. Chief Electoral 
Officer 


See Elections Prince Edward Island 


Prince Edward Island. Dept. of Agriculture. 
Hog Commodity Marketing Board 


See PE.I. Hog Commodity Marketing Board 


Prince Edward Island. Dept. of Economic 
Development & Tourism 
Prince Edward Island. Dept. of Economic 
Development & Tourism : Annual report 1996-97. 
MICROLOG 99-04404 (1 fiche) 


Prince Edward Island. Dept. of Education 
Prince Edward Island. Dept. of Education : Annual 
report 1996-97. MICROLOG 99-04407 (1 fiche) 


Prince Edward Island. Dept. of Fisheries & 


Environment 
Babineau Fisheries Ltd., water sampling program, 
project no. 80307. MICROLOG 99-04640 (1 fiche) 
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Prince Edward Island. Dept. of Fisheries & 

Tourism 

Colville Bay lobster health study, a randomized 
and blinded clinical field trial to examine the 
effect of a selected environment on the health 
and survival of lobsters. MICROLOG 99-04641 
(1 fiche) 

Summary of investigations into lobster health and 
abundance in Colville Bay, PEI. 
MICROLOG 99-04639 (1 fiche) 


Prince Edward Island. Hog Commodity 
Marketing Board 


See PE.I. Hog Commodity Marketing Board 


Prince Edward Island Museum & Heritage 
Foundation 
Prince Edward Island Museum & Heritage 
Foundation : Annual report 1996-97. 
MICROLOG 99-04875 (1 fiche) 


Prince Edward Island. Silviculture 
Development Section 
Prince Edward Island 1935-36 forest cover type 
mapping. MICROLOG 99-04947 (1 fiche) 


Proctor & Redfern Ltd. 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 


Procureur général du Canada 
Voir Canada. Ministère de la justice 


Public Service Commission of Canada 
Voir aussi Commission de la Fonction publique du 
Canada 
1999-2000 estimates, part Ill, report on plans and 
priorities : Public Service Commission of 
Canada. MICROLOG 99-04739 (2 fiche) 
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Québec (Province). Conseil du statut de la 
femme 
La Procréation médicalement assistée : une 

pratique a encadrer. MICROLOG 99-04607 
(2 fiche) 

Québec (Province). Direction générale de la 
santé publique 
Répertoire des projets subventionnés en santé 

publique, 1995-98. MICROLOG 99-04901 
(7 fiche) 

Québec (Province). Direction générale de 
l’enseignement collégial. Service du 
financement et du contrôle 
Rapport financier annuel des collèges publics 

1994-95. MICROLOG 99-05023 (4 fiche) 
Rapport financier annuel des collèges publics 
1995-96. MICROLOG 99-05022 (4 fiche) 


Québec (Province). Hydro-Québec 
Voir Hydro-Québec 


Québec (Province). Inspecteur général des 
institutions financières 
Rapport sur la tarification en assurance 
automobile, 1998. MICROLOG 99-04678 (1 fiche) 


Québec (Province). Ministère de la santé et 
des services sociaux. Direction générale 
de la santé publique 


Voir Québec (Province). Direction générale de la 
santé publique 


Québec (Province). Régie de l’assurance- 
dépôts du Québec 


Voir Régie de l’assurance-dépôts du Québec 


Queen’s University (Kingston, Ont.). Dept. 
of Mechanical Engineering 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : 2" and 3" NPT 
tanker truck PRV tests. MICROLOG 99-04422 
(2 fiche) 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : two-phase energy 
storage study, preliminary results. 

MICROLOG 99-04423 (1 fiche) 
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R.A. Malatest & Associates 
On track, private training outcomes survey : survey 
report, 1999. MICROLOG 99-04997 (3 fiche) 


Raytheon Canada Ltd. 
Al radar tracker upgrades for SAR target detection. 
MICROLOG 99-04943 (2 fiche) 


RCMP 
See Royal Canadian Mounted Police 
Receiver General for Canada 
See Canada. Dept. of Finance 
Receveur général du Canada 
Voir Canada. Ministére des finances 


Regie de l’assurance-dépôts du Québec 
Regie de l’assurance-dépôts du Québec : Rapport 
annuel 1998. MICROLOG 99-04587 (1 fiche) 


Régie des marchés agricoles et 
alimentaires du Québec 
Quality of 1998 Quebec, Canada, eastern red 
wheat. MICROLOG 99-04876 (1 fiche) 


Réseau canadien pour l’avancement de la 
recherche, de l’industrie et de 
l’enseignement 


Voir CANARIE Inc. 


Réseau Circum inc. 

Motivations en ce qui a trait aux choix scolaires 
chez les parents ayants droit hors Québec : 
rapport. MICROLOG 99-04552 (2 fiche) (Available 
on fiche only) 


Royal Canadian Mint 
Voir aussi Monnaie royale canadienne 
Royal Canadian Mint : Annual report 1998. 
MICROLOG 99-04558 (1 fiche) 


Royal Canadian Mounted Police 
Voir aussi Gendarmerie royale du Canada 
1999-2000 estimates, part III, report on plans and 
priorities : Royal Canadian Mounted Police. 
MICROLOG 99-04623 (2 fiche) 


Royal Canadian Mounted Police External 
Review Committee 
Voir aussi Comité externe d’examen de la 
Gendarmerie royale du Canada 
1999-2000 estimates, part III, report on plans and 
priorities : RCMP External Review Committee. 
MICROLOG 99-04706 (1 fiche) 


Royal Canadian Mounted Police. Public 
Complaints Commission 
Voir aussi Gendarmerie royale du Canada. 
Commission des plaintes du public 
1999-2000 estimates, part Ill, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 99-04693 (1 fiche) 
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Sask Tel 
Sask Tel : Annual report 1998. 
MICROLOG 99-04926 (1 fiche) 
Sask Tel : Financial statements, 1998. 
MICROLOG 99-04890 (1 fiche) 


Saskatchewan 

Media measurement report, AFIF information 
technology sector, awareness area. 
MICROLOG 99-04885 (1 fiche) 

Phase I! product development project, to develop 
the technologies to tan hair-on hides at a 
commercial level : final report. 

MICROLOG 99-04883 (1 fiche) 

Recommended and extended Apistan [trademark] 
treatments in overwintered honey bee (Apis 
mellifera L.) colonies : do they cause non-lethal 
effects? MICROLOG 99-04882 (1 fiche) 


Saskatchewan. ADF Section 
See Saskatchewan. Agriculture Development Fund 


Saskatchewan Advisory Council on Soils & 
Agronomy. Weed Sub-Council 
Guide to crop protection, 1999. 
MICROLOG 99-04825 (4 fiche) 
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Saskatchewan Advisory Subcouncil on Soil 
Fertility 
Feasibility of elemental sulphur fertilizers on 
canola. MICROLOG 99-04653 (1 fiche) 


Saskatchewan Agricultural & Food 
Products Development & Marketing 
Council 
Saskatchewan Agricultural & Food Products 

Development & Marketing Council : Annual 
report 1998. MICROLOG 99-04828 (1 fiche) 


Saskatchewan. Agriculture Development 

Fund 

Adaptation and recommendation testing of forage 
varieties in Saskatchewan : final progress report. 
MICROLOG 99-04454 (2 fiche) 

Barley varietal trial : final report. 

MICROLOG 99-04435 (1 fiche) 

Beacon Hill cell grazing : final report. 
MICROLOG 99-04472 (1 fiche) 

Biological control of a canola pest, the bertha 
armyworm (Mamestra configurata), with the 
parasite Microplitis mediator : final report. 
MICROLOG 99-04485 (1 fiche) 

The Determination of canola grower opinion on a 
Canola Development Board : final report. 
MICROLOG 99-04486 (1 fiche) 

District #21 soil conservation program : final 
report. MICROLOG 99-04473 (1 fiche) 

District 20 economic yield analysis : final report. 
MICROLOG 99-04477 (1 fiche) 

Egg size and shell quality in Saskatchewan 
leghorn flocks : final report. 

MICROLOG 99-04482 (1 fiche) 

Establishment of a national wild boar association : 
final report. MICROLOG 99-04481 (1 fiche) 

Feasibility study for an inland grain terminal at 
Wadena, Saskatchewan : final report. 
MICROLOG 99-04455 (1 fiche) 

Feed Resource Centre : development plan. 
MICROLOG 99-04475 (1 fiche) 

Field monitoring and economic assessment of 
deep plowing and of deep ripping in 
Saskatchewan : final report. 

MICROLOG 99-04483 (1 fiche) 

Greenhouse production of green tropical plants : 
final report. MICROLOG 99-04504 (1 fiche) 

Impact of aeration on irrigated alfalfa yield : final 
report. MICROLOG 99-04450 (1 fiche) 

Indian head lentil for green manure, part 2 : final 
report. MICROLOG 99-04476 (1 fiche) 

Indian head lentils as a forage/grass : final report. 
MICROLOG 99-04453 (1 fiche) 

The Industrial reorganization of the beef 
production industry, Saskatchewan's niche : final 
report. MICROLOG 99-04946 (3 fiche) 

A Marketing study, feasibility of packaging organic 
sprouting seeds : final report. 

MICROLOG 99-04503 (1 fiche) 

New crop demonstration : final report. 
MICROLOG 99-04478 (1 fiche) 

Northeast steer of the year : final report. 
MICROLOG 99-04480 (1 fiche) 

Processing and utilization of oats and barley, a 
study intended to aid in the assessment of 
possibilities for increased utilization : final report. 
MICROLOG 99-04468 (1 fiche) 

The Response of serum cholesterol to changes in 
dietary fats : a report. MICROLOG 99-04884 
(1 fiche) 

Rotational grazing project : final report. 
MICROLOG 99-04452 (1 fiche) 

Rotational grazing study : final report. 
MICROLOG 99-04487 (1 fiche) 

The Rural Family : Developing Skills for Change : 
final project report. MICROLOG 99-04456 
(1 fiche) 

Saskatchewan Food Product innovation Program : 
final report. MICROLOG 99-04484 (1 fiche) 

Saskatchewan hotel, restaurant, wholesalers, 
processors and growers directory, 1993. 
MICROLOG 99-04471 (1 fiche) 

Saskatchewan Women’s Agricultural Network 
provincial conference : final report. 

MICROLOG 99-04451 (1 fiche) 

Seasoned fish frying mix sensory panel : final 
report. MICROLOG 99-04643 (1 fiche) 

Selection, field testing and management of 
minimum care turfgrasses in Saskatchewan : 
final report. MICROLOG 99-04448 (1 fiche) 


Saskatchewan. Agriculture Development 

Fund (cont'd) 

Straw covering methods for swine manure lagoons 
: final report. MICROLOG 99-04479 (1 fiche) 

Sulphur fertilization evaluation : final report. 
MICROLOG 99-04474 (1 fiche) 

To develop a spiced flavored sunflower seed 
product for the confection market : final report. 
MICROLOG 99-04449 (1 fiche) 

Viability of organic farm practices : third-year 
annual report and summary of the three years of 
the study, 1990, 1991, 1992 : executive summary. 
MICROLOG 99-04505 (1 fiche) 

Watson Meat Processors Ltd., business plan for 
establishing a poultry processing facility in 
Watson, Saskatchewan. MICROLOG 99-04469 
(2 fiche) 

Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
MICROLOG 99-04470 (1 fiche) 


Saskatchewan Arts Board 
Saskatchewan Arts Board : Annual report 1997-98. 
MICROLOG 99-04713 (1 fiche) 


Saskatchewan. Associated Entities Fund 


Saskatchewan. Associated Entities Fund : Annual 
report 1997-98. MICROLOG 99-04811 (1 fiche) 


Saskatchewan Auto Fund 
See also SGI Auto Fund (Sask.) 


Saskatchewan Beef Development Board 
The Industrial reorganization of the beef 
production industry, Saskatchewan's niche : final 
report. MICROLOG 99-04946 (3 fiche) 


Saskatchewan Beef Development Fund 
See Saskatchewan Beef Development Board 


Saskatchewan Canola Growers Assn 

The Determination of canola grower opinion on a 
Canola Development Board : final report. 
MICROLOG 99-04486 (1 fiche) 

Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
MICROLOG 99-04470 (1 fiche) 


Saskatchewan. Children’s Advocate Office 
Saskatchewan. Children’s Advocate Office : 
Annual report 1998. MICROLOG 99-04996 
(1 fiche) 


Saskatchewan Community Services Branch 
Alternative measures policies. 
MICROLOG 99-04917 (1 fiche) 


Saskatchewan Correspondence School 
Saskatchewan Correspondence School : Financial 
statement 1997-98. MICROLOG 99-04983 
(1 fiche) 


Saskatchewan. Dept. of Continuing 
Education. Student Aid Fund 


See Saskatchewan Student Aid Fund 


Saskatchewan. Dept. of Culture & Youth. 
Arts Board 


See Saskatchewan Arts Board 


Saskatchewan. Dept. of Education. Arts 
Board 
See Saskatchewan Arts Board 
Saskatchewan. Dept. of Education. Student 
Aid Fund 
See Saskatchewan Student Aid Fund 
Saskatchewan. Dept. of Education. 
Teachers’ Superannuation Commission 


See Saskatchewan. Teachers’ Superannuation 
Commission 
Saskatchewan. Dept. of Finance. Provincial 
Auditor 


See Saskatchewan. Provincial Auditor 


Saskatchewan. Dept. of Intergovernmental 
& Aboriginal Affairs 
Saskatchewan. Dept. of Intergovernmental & 
Aboriginal Affairs : Annual report 1997-98. 
MICROLOG 99-04916 (1 fiche) 
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Saskatchewan. Dept. of Justice 
See Saskatchewan. Saskatchewan Justice 


Saskatchewan. Dept. of the Provincial 
Secretary 
Saskatchewan. Dept. of Intergovernmental & 
Aboriginal Affairs : Annual report 1997-98. 
MICROLOG 99-04916 (1 fiche) 


Saskatchewan Development Fund 
Saskatchewan Development Fund Corporation 
and Saskatchewan Development Fund : Annual 
report 1998. MICROLOG 99-04816 (1 fiche) 


Saskatchewan Development Fund 
Corporation 
Saskatchewan Development Fund Corporation 
and Saskatchewan Development Fund : Annual 
report 1998. MICROLOG 99-04816 (1 fiche) 


Saskatchewan. District 21 ADD Board 
District #21 soil conservation program : final 
report. MICROLOG 99-04473 (1 fiche) 
Straw covering methods for swine manure lagoons 
: final report. MICROLOG 99-04479 (1 fiche) 


Saskatchewan Education 
See Saskatchewan. Saskatchewan Education 


Saskatchewan Energy Holdings Ltd. 
See also SaskEnergy 


Saskatchewan. Environment & Engineering 
Branch 
Straw covering methods for swine manure lagoons 
: final report. MICROLOG 99-04479 (1 fiche) 


Saskatchewan Finance 
See Saskatchewan. Saskatchewan Finance 


Saskatchewan. Fish & Wildlife Branch 
Survey of sport fishing in Saskatchewan, 1995. 
MICROLOG 99-04898 (2 fiche) 


Saskatchewan. Fish & Wildlife Development 
Fund 
Saskatchewan. Fish & Wildlife Development Fund : 
Financial statements 1997-98. 
MICROLOG 99-04952 (1 fiche) 


Saskatchewan Forage Council 

Adaptation and recommendation testing of forage 
varieties in Saskatchewan : final progress report. 
MICROLOG 99-04454 (2 fiche) 

Seed production of Altai wildrye grass. 
MICROLOG 99-04579 (1 fiche) 

Seed production of crested wheatgrass. 
MICROLOG 99-04565 (1 fiche) 

Seed production of Dahurian wildrye grass. 
MICROLOG 99-04566 (1 fiche) 

Seed production of intermediate wheatgrass. 
MICROLOG 99-04567 (1 fiche) 

Seed production of Kentucky bluegrass. 
MICROLOG 99-04568 (1 fiche) 

Seed production of meadow bromegrass. 
MICROLOG 99-04581 (1 fiche) 

Seed production of northern wheatgrass. 
MICROLOG 99-04580 (1 fiche) 

Seed production of smooth bromegrass. 
MICROLOG 99-04564 (1 fiche) 

Seed production of western wheatgrass. 
MICROLOG 99-04569 (1 fiche) 


Saskatchewan Forest Products Corp. 
Saskatchewan Forest Products Corporation : 
Annual report 1998. MICROLOG 99-04815 
(1 fiche) 


Saskatchewan Government Growth Fund II 
Ltd. 
Saskatchewan Government Growth Fund II Ltd. : 
Annual report 1998. MICROLOG 99-04905 
(1 fiche) 


Saskatchewan Government Growth Fund Ill 
Ltd. 
Saskatchewan Government Growth Fund III Ltd. : 
Annual report 1998. MICROLOG 99-04906 
(1 fiche) 


Saskatchewan Government Growth Fund IV 
Ltd. 
Saskatchewan Government Growth Fund IV Ltd. : 
Annual report 1998. MICROLOG 99-04907 
(1 fiche) 
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Saskatchewan Government Growth Fund 
Ltd. 
Saskatchewan Government Growth Fund Ltd. : 
Annual report 1998. MICROLOG 99-04904 

| (1 fiche) 

| Saskatchewan Government Growth Fund 

| Management Corporation 

| Saskatchewan Government Growth Fund 


| Management Corporation : Annual report 1998. 
| MICROLOG 99-04903 (1 fiche) 


| Saskatchewan Government Insurance 
Saskatchewan Government Insurance : Annual 
| report 1998. MICROLOG 99-05002 (1 fiche) 


| Saskatchewan Government Insurance. Auto 
Fund 


See SGI Auto Fund (Sask.) 
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| Saskatchewan Government Insurance 
| Superannuation Plan 

| Saskatchewan Government Insurance 

| Superannuation Plan : Annual report 1998. 
MICROLOG 99-04809 (1 fiche) 


| Saskatchewan Health 
| See Saskatchewan. Saskatchewan Health 


Saskatchewan Housing Corporation 
| Saskatchewan Housing Corporation : Annual 
| report 1998. MICROLOG 99-04832 (1 fiche) 


Saskatchewan Human Rights Commission 
Employment equity report, 1997-98. 
MICROLOG 99-04870 (1 fiche) 


| Saskatchewan. Income Security Division 
| Directory of communities, Social Assistance 
Program, 1998. MICROLOG 99-04817 (1 fiche) 


Saskatchewan Indian Institute of 
Technologies 

| Saskatchewan Indian Institute of Technologies : 

| Financial statement 1997-98. 

| MICROLOG 99-04973 (1 fiche) 


Saskatchewan Indian Regional College 
See Saskatchewan Indian Institute of Technologies 


Saskatchewan Information & Privacy 
Commissioner 

_ Saskatchewan Information & Privacy 

Commissioner : Annual report 1997-98. 

MICROLOG 99-04823 (1 fiche) 


Saskatchewan Institute of Applied Science 

| & Technology 

__ SIAST services/supplier payments/disbursements 

| report, fiscal year 1998, starting at $20,000.00 : 

| SIAST employees/board payments report, fiscal 
year 1998, starting at $2,500.00. 

MICROLOG 99-04807 (1 fiche) 


Saskatchewan Labour 
See Saskatchewan. Saskatchewan Labour 


Saskatchewan Learning Resources 
Distribution Centre 
Saskatchewan Learning Resources Distribution 
Centre : Financial statement 1997-98. 
MICROLOG 99-04977 (1 fiche) 


Saskatchewan. Legislative Assembly 
Capital Pension Plan : combined financial 
statements, 1998. MICROLOG 99-04975 (1 fiche) 


Saskatchewan Liquor & Gaming Authority 
Saskatchewan Liquor & Gaming Authority : Annual 
report 1997-98. MICROLOG 99-04827 (1 fiche) 


Saskatchewan Liquor Board 
Superannuation Commission 
Saskatchewan Liquor Board Superannuation 

Commission : Annual report 1998. 
MICROLOG 99-04822 (1 fiche) 


Saskatchewan Milk Control Board 
Saskatchewan Milk Control Board : Annual report 
1998. MICROLOG 99-04972 (1 fiche) 


Saskatchewan. Occupational Health & 
Safety Branch 
Audiometric testing in Saskatchewan. 
MICROLOG 99-04858 (1 fiche) 
First aid in Saskatchewan workplaces. 
MICROLOG 99-04856 (1 fiche) 
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Saskatchewan. Occupational Health & 

Safety Branch (cont'd) 

A Guide to developing a violence policy statement. 
MICROLOG 99-04862 (1 fiche) 

Guidelines for monitoring silicosis. 
MICROLOG 99-04864 (1 fiche) 

Hantavirus disease, guidelines for protecting 
workers and the public -- Updated. 
MICROLOG 99-04857 (1 fiche) 

Managing shift work. MICROLOG 99-04863 
(1 fiche) 

Safety in excavations and trenches. 
MICROLOG 99-04861 (1 fiche) 

A Sample policy on workplace violence -- Rev. 
MICROLOG 99-04860 (1 fiche) 


Saskatchewan. Occupational Health & 

Safety Division 

A Code of practice for fire fighters, published 
pursuant to Section 45 of the Occupational 
Health and Safety Act, 1993. 
MICROLOG 99-04914 (1 fiche) 

Committee manual -- Rev. MICROLOG 99-04929 
(2 fiche) 

Guidelines for emergency showers and eyewashes 
in the workplace. MICROLOG 99-04913 (1 fiche) 

Guidelines for latex glove users. 
MICROLOG 99-04912 (1 fiche) 

Representatives’ guide. MICROLOG 99-04918 
(1 fiche) 

Smoking regulations guide. MICROLOG 99-04915 
(1 fiche) 

Working under hot conditions. 
MICROLOG 99-04859 (1 fiche) 


Saskatchewan. Office of the Ombudsman 
Saskatchewan. Office of the Ombudsman : Annual 
report 1998. MICROLOG 99-04995 (1 fiche) 


Saskatchewan. Ombudsman 
See Saskatchewan. Office of the Ombudsman 


Saskatchewan Opportunities Corporation 
Saskatchewan Opportunities Corporation : Annual 
report 1998. MICROLOG 99-04806 (1 fiche) 


Saskatchewan Pension Plan 
Saskatchewan Pension Plan : Annual report 1998. 
MICROLOG 99-04814 (1 fiche) 


Saskatchewan Pork Producers Marketing 
Board 
See also SP! Marketing Group (Sask.) 


Saskatchewan Power Corporation 
Saskatchewan Power Corporation : Annual report 
1998. MICROLOG 99-04839 (1 fiche) 


Saskatchewan Power Corporation 
Superannuation Plan 
Saskatchewan Power Corporation Superannuation 
Plan : Financial statements 1998. 
MICROLOG 99-04976 (1 fiche) 


Saskatchewan Property Management 
Corporation 
Saskatchewan Property Management Corporation 
: Annual report 1997-98. MICROLOG 99-04830 
(1 fiche) 


Saskatchewan. Provincial Auditor 

Queen’s Printer Revolving Fund : Financial 
statements, 1997-98. MICROLOG 99-04950 
(1 fiche) 

Report of the Provincial Auditor to the Legislative 
Assembly of Saskatchewan on the 1998 financial 
statements of CIC subsidiary Crown 
corporations. MICROLOG 99-04930 (1 fiche) 

Report of the Provincial Auditor to the Legislative 
Assembly of Saskatchewan on the financial 
statements of Crown agencies for years ending 
in the period April 1, 1997 to December 31, 1998. 
MICROLOG 99-04933 (1 fiche) 

Social Services Central Trust Account : Financial 
statements 1997-98. MICROLOG 99-04937 
(1 fiche) 


Saskatchewan Provincial Secretary 


See Saskatchewan. Dept. of the Provincial 
Secretary 
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Saskatchewan Research Council 
Viability of organic farm practices : third-year 
annual report and summary of the three years of 
the study, 1990, 1991, 1992 : executive summary. 
MICROLOG 99-04505 (1 fiche) 


Saskatchewan. Saskatchewan Advanced 
Education & Manpower. Student Aid Fund 


See Saskatchewan Student Aid Fund 


Saskatchewan. Saskatchewan Agriculture & 

Food 

Cost of production study of sheep enterprises. 
MICROLOG 99-04655 (1 fiche) 

Crop planning guide, 1999 : alternative crops, 
pulses, oilseeds, spices & other crops -- Rev. 
MICROLOG 99-04712 (1 fiche) 

Crop planning guide 1999, black soil zone -- Rev. 
MICROLOG 99-04685 (1 fiche) 

Crop planning guide 1999, brown soil zone -- Rev. 
MICROLOG 99-04687 (1 fiche) 

Crop planning guide 1999, dark brown soil zone -- 
Rev. MICROLOG 99-04684 (1 fiche) 

Diseases and nutrient deficiencies in alfalfa for 
forage. MICROLOG 99-04686 (1 fiche) 

Farm machinery custom and rental rate 
suggestions 1998. MICROLOG 99-04650 (1 fiche) 

Feasibility of elemental sulphur fertilizers on 
canola. MICROLOG 99-04653 (1 fiche) 

Feverfew in Saskatchewan. MICROLOG 99-04657 
(1 fiche) 

Guide to crop protection, 1999. 

MICROLOG 99-04825 (4 fiche) 

Guidelines for safe rates of fertilizer applied with 
the seed. MICROLOG 99-04658 (1 fiche) 

Information guidelines for the approval of intensive 
hog operations. MICROLOG 99-04855 (1 fiche) 

Inoculation of pulse crops. MICROLOG 99-04660 
(1 fiche) 

Lentil in Saskatchewan -- Rev. 

MICROLOG 99-04654 (1 fiche) 

Managing wheat for yield and protein premium -- 
Rev. MICROLOG 99-04661 (1 fiche) 

Potassium and chloride fertilization in crop 
production -- Rev. MICROLOG 99-04935 (1 fiche) 

Saskatchewan irrigated seed potato cost of 
production. MICROLOG 99-04844 (1 fiche) 

Seed production of Altai wildrye grass. 
MICROLOG 99-04579 (1 fiche) 

Seed production of crested wheatgrass. 
MICROLOG 99-04565 (1 fiche) 

Seed production of Dahurian wildrye grass. 
MICROLOG 99-04566 (1 fiche) 

Seed production of intermediate wheatgrass. 
MICROLOG 99-04567 (1 fiche) 

Seed production of Kentucky bluegrass. 
MICROLOG 99-04568 (1 fiche) 

Seed production of meadow bromegrass. 
MICROLOG 99-04581 (1 fiche) 

Seed production of northern wheatgrass. 
MICROLOG 99-04580 (1 fiche) 

Seed production of smooth bromegrass. 
MICROLOG 99-04564 (1 fiche) 

Seed production of western wheatgrass. 
MICROLOG 99-04569 (1 fiche) 

What makes a good farm manager? 

MICROLOG 99-04656 (1 fiche) 


Saskatchewan. Saskatchewan Agriculture & 
Food. Environment & Engineering Branch 
See Saskatchewan. Environment & Engineering 

Branch 

Saskatchewan. Saskatchewan Agriculture & 
Food. Industry Development Branch 
The Saskatchewan food processing industry, an 

analysis of opportunities and challenges at the 
dawn of the 21st century. MICROLOG 99-04463 
(1 fiche) 

Saskatchewan. Saskatchewan Agriculture & 
Food. Saskatchewan Agricultural & Food 
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See Saskatchewan Agricultural & Food Products 

Development & Marketing Council 

Saskatchewan. Saskatchewan Agriculture. 

Agriculture Development Fund 


See Saskatchewan. Agriculture Development Fund 
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Saskatchewan. Saskatchewan Agriculture. 
Economics Branch. Agriculture 
Development Fund 


See Saskatchewan. Agriculture Development Fund 


Saskatchewan. Saskatchewan Community 
Services 
See also Saskatchewan. Saskatchewan Municipal 
Government 


Saskatchewan. Saskatchewan Continuing 
Education. Student Aid Fund 


See Saskatchewan Student Aid Fund 


Saskatchewan. Saskatchewan Culture & 
Youth. Arts Board 


See Saskatchewan Arts Board 


Saskatchewan. Saskatchewan Economic & 
Co-operative Development 
Saskatchewan. Saskatchewan Economic & Co- 
operative Development : Annual Report 1997-98. 
MICROLOG 99-04840 (1 fiche) 


Saskatchewan. Saskatchewan Education 
Saskatchewan. Saskatchewan Education : Annual 
report 1997-98. MICROLOG 99-04810 (1 fiche) 
School Division Tax Loss Compensation Fund : 
Financial statement, 1997-98. 
MICROLOG 99-04978 (1 fiche) 


Saskatchewan. Saskatchewan Education. 
Teachers’ Superannuation Commission 


See Saskatchewan. Teachers’ Superannuation 
Commission 


Saskatchewan. Saskatchewan Environment 
See also Saskatchewan. Saskatchewan 
Environment & Resource Management 


Saskatchewan. Saskatchewan Environment 
& Public Safety 
See also Saskatchewan. Saskatchewan 
Environment & Resource Management 


Saskatchewan. Saskatchewan Environment 

& Resource Management 

Information guidelines for the approval of intensive 
hog operations. MICROLOG 99-04855 (1 fiche) 

Saskatchewan. Saskatchewan Environment & 
Resource Management : Annual report 1997-98. 
MICROLOG 99-04841 (1 fiche) 

Saskatchewan's state of the environment report, 
1999 : the Boreal Shield Ecozone, a land of lakes 
and forests. MICROLOG 99-05000 (2 fiche) 


Saskatchewan. Saskatchewan Finance 

Extended Health Care Plan : Annual report 1998. 
MICROLOG 99-04808 (1 fiche) 

Extended Health Care Plan for Certain Other 
Employees : Annual report 1998. 
MICROLOG 99-04812 (1 fiche) 

Public Employees Deferred Salary Leave Fund : 
Annual report 1998. MICROLOG 99-04819 
(1 fiche) 

Public Employees Dental Fund : Annual report 
1998. MICROLOG 99-04834 (1 fiche) 

Public Employees Disability Income Fund : Annual 
report 1998. MICROLOG 99-04835 (1 fiche) 

Public Employees Group Life Insurance Fund : 
Annual report 1998. MICROLOG 99-04836 
(1 fiche) 


Saskatchewan. Saskatchewan Health 
Hantavirus disease, guidelines for protecting 
workers and the public -- Updated. 
MICROLOG 99-04857 (1 fiche) 
Saskatchewan. Saskatchewan Health : Annual 
report 1997-98. MICROLOG 99-04833 (1 fiche) 


Saskatchewan. Saskatchewan Justice 
Queen’s Printer Revolving Fund : Financial 
statements, 1997-98. MICROLOG 99-04950 
(1 fiche) 


Saskatchewan. Saskatchewan Labour 
Saskatchewan. Saskatchewan Labour : Annual 
report 1997-98. MICROLOG 99-04824 (1 fiche) 


Saskatchewan. Saskatchewan Labour. 
Occupational Health & Safety Branch 


See Saskatchewan. Occupational Health & Safety 
Branch 


Saskatchewan. Saskatchewan Municipal 
Government 
Saskatchewan. Saskatchewan Municipal 
Government : Annual report 1997-98. 
MICROLOG 99-04826 (1 fiche) 
Saskatchewan. Saskatchewan Post- 


Secondary Education & Skills Training 
Training Completions Fund : Financial statement, 
1997-98. MICROLOG 99-04979 (1 fiche) 


Saskatchewan. Saskatchewan Rural 


Development 
See also Saskatchewan. Saskatchewan Municipal 
Government 


Saskatchewan. Saskatchewan Social 
Services. Income Security Division 


See Saskatchewan. Income Security Division 


Saskatchewan. Saskatchewan Trade & 
Investment. Saskatchewan Government 
Growth Fund Management Corporation 


See Saskatchewan Government Growth Fund 
Management Corporation 


Saskatchewan. SGI Auto Fund 
See SGI Auto Fund (Sask.) 


Saskatchewan Student Aid Fund 
Saskatchewan Student Aid Fund : Annual report 
1997-98. MICROLOG 99-04829 (1 fiche) 


Saskatchewan. Teachers’ Superannuation 
Commission 
Saskatchewan. Teachers’ Superannuation 
Commission : Annual report 1997-98. 
MICROLOG 99-04987 (1 fiche) 


Saskatchewan Telecommunications 
See Sask Tel 


Saskatchewan Telecommunications 
International Inc. 
Saskatchewan Telecommunications International 
Inc. : Consolidated financial statements 1998. 
MICROLOG 99-04891 (1 fiche) 


Saskatchewan Transportation Company 
Saskatchewan Transportation Company : Annual 
report 1998. MICROLOG 99-05004 (1 fiche) 


Saskatchewan. Treasury Dept. Provincial 
Auditor 


See Saskatchewan. Provincial Auditor 


Saskatchewan Women’s Agricultural 
Network. Provincial conference (1991 : 
Regina, Sask.) 

Saskatchewan Women's Agricultural Network 
provincial conference : final report. 
MICROLOG 99-04451 (1 fiche) 


Saskatchewan. Workers’ Compensation 
Board 
Saskatchewan. Workers’ Compensation Board : 

Annual report 1998. MICROLOG 99-05020 
(1 fiche) 
Saskatchewan. Worker’s Compensation 
Board Superannuation Plan 
Saskatchewan. Workers’ Compensation Board 
Superannuation Plan : Annual report 1997. 
MICROLOG 99-04818 (1 fiche) 

Saskatchewan. Workers’ Compensation Board 
Superannuation Plan : Annual report 1998. 
MICROLOG 99-04831 (1 fiche) 


Saskatchewan. Worker’s Compensation 
Board. Worker’s Compensation Board 
Superannuation Plan 


See Saskatchewan. Worker’s Compensation Board 
Superannuation Plan 


Saskatchewan. Workmen’s Compensation 
Board Superannuation Plan 
See also Saskatchewan. Worker's Compensation 
Board Superannuation Pian 


Saskatoon (Sask.). City Comptroller’s 
Branch 
Saskatoon (Sask.) : Financial report 1998. 
MICROLOG 99-04773 (1 fiche) 


SaskAuto 
See also SGI Auto Fund (Sask.) 


SaskEnergy 
SaskEnergy : Annual report 1998. 
MICROLOG 99-04710 (1 fiche) 
SaskEnergy Incorporated and subsidiaries : 
Financial statements 1998. MICROLOG 99-04949 
(1 fiche) 


SaskEnergy International Inc. 
SaskEnergy Incorporated and subsidiaries : 
Financial statements 1998. MICROLOG 99-04949 
(1 fiche) 


SaskPower 

See Saskatchewan Power Corporation 
Sasktel 

See Sask Tel 


Secrétariat de l’ALENA. Section canadienne 
See also NAFTA Secretariat. Canadian Section 
Budget des dépenses, 1999-2000, partie III, 

rapport sur les plans et les priorités : Secrétariat 
de l’'ALENA, Section canadienne. 
MICROLOG 99-04742 (1 fiche) 


Secrétariat des conférences 

intergouvernementales canadiennes 

See also Canadian Intergovernmental Conference 
Secretariat 

Budget des dépenses, 1999-2000. partie III, 
rapport sur les plans et les priorités : Secrétariat 
des conférences intergouvernementales 
canadiennes. MICROLOG 99-04597 (1 fiche) 


Service canadien de la faune. 


Administration centrale 
See also Canadian Wildlife Service. Headquarters 


Service canadien de la faune. Région du 

Québec 

Les Effets de la transformation des friches | 
agricoles en plantations de pins sur les 
communautés d'oiseaux. MICROLOG 99-04574 
(1 fiche) 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. MiCROLOG 99-04571 
(2 fiche) 

Les Oiseaux de la réserve écologique des 
Tourbières-de-Lanoraie. MICROLOG 99-04573 
(fiche) . 

La Passe de l'Ile aux Lièvres : importance 
stratégique pour la faune marine de l'estuaire. 
MICROLOG 99-04572 (2 fiche) 


Service canadien des parcs 
Voir aussi Parcs Canada 


Service correctionnel Canada 
See also Correctional Service Canada 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Service 


correctionnel du Canada. MICROLOG 99-04737 
(2 fiche) 


SGI 
See Saskatchewan Government Insurance 


SGI Auto Fund (Sask.) 
SGI Auto Fund (Sask.) : Annual report 1998. 
MICROLOG 99-04986 (1 fiche) 


SGI Canada 
See Saskatchewan Government Insurance 
SIAST 


See Saskatchewan Institute of Applied Science & 
Technology 


Simon Fraser University 
Recommended and extended Apistan [trademark] 
treatments in overwintered honey bee (Apis 
mellifera L.) colonies : do they cause non-lethal 
effects? MICROLOG 99-04882 (1 fiche) 


Social Sciences & Humanities Research 
Council of Canada 
Voir aussi Conseil de recherches en sciences 
humaines du Canada 
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Social Sciences & Humanities Research 


Council of Canada (cont'd) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. 

MICROLOG 99-04728 (1 fiche) 


Société canadienne d’hypothéques et de 


logement 
See aiso Canada Mortgage & Housing Corporation 


SOCO 


See Saskatchewan Opportunities Corporation 


Solutions 2000 Management Consultants 
Saskatchewan hotel, restaurant, wholesalers, 
processors and growers directory, 1993. 
MICROLOG 99-04471 (1 fiche) 


Sommet mondial de l’alimentation (1996 : 
Rome, Italie) 
See also World Food Summit (1996 : Rome, Italy) 
Plan d’action du Canada pour la sécurité 
alimentaire : une reponse au Sommet mondial 
de l'alimentation. MICROLOG 99-04411 (1 fiche) 


Sous-comité fédéral-provincial sur l’eau 
potable (Canada) 
See also Federal-Provincial Subcommittee on 
Drinking Water (Canada) 


Southeast Regional College (Sask.) 
Southeast Regional College (Sask.) : Financial 
statement 1997-98. MICROLOG 99-04964 
(1 fiche) 


SPI Marketing Group (Sask.) 
Straw covering methods for swine manure lagoons 
: final report. MICROLOG 99-04479 (1 fiche) 


Statistics Canada 
See also Statistique Canada 
1999-2000 estimates, part Ill, report on plans and 
priorities : Statistics Canada. 
MICROLOG 99-04596 (1 fiche) 


Statistics Canada. Agriculture Division 
Voir aussi Statistique Canada. Division de 
l'agriculture 
Economic overview of farm incomes, 1996 : all 
farms. MICROLOG 99-05018 (1 fiche) 


Statistics Canada. Agriculture/Natural 


Resources Division 
See also Statistics Canada. Agriculture Division 


Statistics Canada. Analytical Studies 
Branch 
Voir aussi Statistique Canada. Direction des études 
analytiques 


Distribution, inequality and concentration of 
income among older immigrants in Canada, 
1990 -- Rev. MICROLOG 99-04644 (1 fiche) 

Why do children move into and out of low income : 
changing labour market conditions or marriage 
and divorce? MICROLOG 99-04645 (1 fiche) 


Statistics Canada. Income & Labour 
Dynamics Subdivision 
Comparison of income estimates from the Survey 
of Consumer Finances and the Survey of Labour 
and Income Dynamics. MICROLOG 99-04497 
(1 fiche) 
Statistics Canada. Questionnaire 
Development & Testing Committee 
The Labour Force Survey : development of a new 
questionnaire for 1997. MICROLOG 99-05009 
(1 fiche) 
Statistics Canada. Science & Technology 
Redesign Project. Science & Technology 
Section 


See Statistics Canada. Science & Technology 
Section 


Statistics Canada. Science & Technology 

Section 

Voir aussi Statistique Canada. Section des 
sciences et de la technologie 

Federal government expenditures and personnel 
on activities in the natural and social sciences, 
1989-90 to 1998-99 [est.]. MICROLOG 99-04513 
(1 fiche) 


MICROLOG 


Statistique Canada 

See also Statistics Canada 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Statistique 
Canada. MICROLOG 99-04596 (1 fiche) 

Les Indicateurs de l'égalité entre les sexes, 
préoccupations publiques et politiques 
gouvernementales : actes d'un symposium. 
MICROLOG 99-04427 (3 fiche) (Available on 
fiche only) 


Statistique Canada. Direction des études 
analytiques 

See also Statistics Canada. Analytical Studies 
Branch 

Distribution, inégalité et concentration des revenus 
chex les immigrants âgés au Canada, 1990. 
MICROLOG 99-04644 (1 fiche) 

Qu'est-ce qui explique les mouvements des 
enfants vers la situation de faible revenu et hors 
de celle-ci, les changements de situation sur le 
marché du travail ou le mariage et le divorce? 
MICROLOG 99-04645 (1 fiche) 


Statistique Canada. Division de l’agriculture 
See also Statistics Canada. Agriculture Division 
Vue d'ensemble des revenus agricoles, 1996 : 

ensemble des fermes. MICROLOG 99-05018 
(1 fiche) 


Statistique Canada. Études analytiques 


Voir Statistique Canada. Direction des études 
analytiques 
Statistique Canada. Projet de remaniement 
des sciences et de la technologie. Section 
des sciences et de la technologie 


Voir Statistique Canada. Section des sciences et 
de la technologie 


Statistique Canada. Section des sciences et 

de la technologie 

See also Statistics Canada. Science & Technology 
Section 

Dépenses et personnel de l'administration fédérale 
au titre des activités en sciences naturelles et 
sociales, 1989-90 à 1998-99 [est.]. 
MICROLOG 99-04513 (1 fiche) 


STC 
See Saskatchewan Transportation Company 


Support Group for Nicaragua 
Voir aussi Groupe d’appui au Nicaragua 
Preventive diplomacy, the Support Group for 
Nicaragua : an assessment, a Canadian 
perspective. MICROLOG 99-04499 (1 fiche) 


Symposium fédéral, provincial et territorial 
traitant des questions internationales et 
nationales reliées aux normes auxquelles 
les gouvernements doivent faire face au 
Canada (1999 : Montréal, Québec) 

See also Federal-Provincial-Territorial Symposium 
on International and Domestic Standards Facing 
Canadian Governments (1999 : Montreal, 
Quebec) 

Symposium fédéral, provincial et territorial traitant 
des questions internationales et nationales 
reliées aux normes auxquelles les 
gouvernements doivent faire face au Canada. 
MICROLOG 99-04797 (1 fiche) 


Symposium on Agri-Food Co-operatives 
into the Next Millennium (1998 : Ottawa, 
Ont.) 

Voir aussi Symposium sur les coopératives 
agroalimentaires à l'aube du nouveau millénaire 
(1998 : Ottawa, Ont.) 

Synopsis of presentations, Symposium on Agri- 
Food Co-operatives into the Next Millennium. 
MICROLOG 99-04787 (1 fiche) 


Symposium sur les coopératives 
agroalimentaires à l’aube du nouveau 


millénaire (1998 : Ottawa, Ont. 
See also Symposium on Agri-Food Co-operatives 
into the Next Millennium (1998 : Ottawa, Ont.) 


Symposium sur les coopératives 
agroalimentaires à l’aube du nouveau 
millénaire (1998 : Ottawa, Ont.) (cont'd) 
Résumé des présentations, Symposium sur les 

coopératives agroalimentaires à l'aube du 
nouveau millénaire. MICROLOG 99-04787 
(1 fiche) 


T 


Table ronde nationale (Canada) 


Voir Table ronde nationale sur l'environnement et 
l'économie (Canada) 


Table ronde nationale sur l’environnement 
et l’économie (Canada) 

See also National Round Table on the 
Environment & the Economy (Canada) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Table ronde 
nationale sur l'environnement et l'économie. 
MICROLOG 99-04698 (1 fiche) 


Tax Court of Canada 
Voir aussi Cour canadienne de l'impôt 
1999-2000 estimates, part Ill, report on plans and 
priorities : Tax Court of Canada. 
MICROLOG 99-04699 (1 fiche) 


Team Canada 

Voir aussi Equipe Canada 

Agri-food country profile, France. 
MICROLOG 99-04783 (1 fiche) 

Agri-food country profile, India. 
MICROLOG 99-04784 (1 fiche) 

Agri-food country profile, Thailand. 
MICROLOG 99-04781 (1 fiche) 

Agri-food country profile, Ukraine. 
MICROLOG 99-04782 (1 fiche) 

Agri-food country profile, Vietnam. 
MICROLOG 99-04785 (1 fiche) 

Opening doors to the world : Canada’s 
international market access priorities, 1999. 
MICROLOG 99-04405 (3 fiche) 


Technologies de l’information au service de 
la santé. Atelier de consultation (1998 : 
Québec, Québec) 

See also Information Technologies Serving Health. 
Consultation workshop (1998 : Quebec, Quebec) 

Les Technologies de l'information au service de la 
santé : atelier de consultation du personnel de 
salles d’urgences dans la région de Québec. 
MICROLOG 99-04760 (1 fiche) 


Tele-Homecare Consultation Workshop 

(1998 : Toronto, Ont.) 

Voir aussi Atelier de consultation sur les télésoins a 
domicile (1998 : Toronto, Ont.) 

Tele-Homecare Consultation Workshop. 
MICROLOG 99-04662 (1 fiche) 

Tele-Homecare Consultation Workshop : follow-up 
to recommendations. MICROLOG 99-04515 
(1 fiche) 


TES Ltd. 
Engineering analysis of six-way transfer seat 
bases. MICROLOG 99-04941 (2 fiche) 


Toronto (Ont.) 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 


Toronto (Ont.). Assessment & Tax Policy 
Task Force 
Impact of taxes on new construction in Toronto, 
capped properties : commercial, industrial and 
multi-residential. MICROLOG 99-04659 (1 fiche) 


Toronto (Ont.). Finance Dept. 
Impact of taxes on new construction in Toronto, 
capped properties : commercial, industrial and 
multi-residential. MICROLOG 99-04659 (1 fiche) 


Tourism Canada 
See also Canadian Tourism Commission 


Tourism Nova Scotia 
See Nova Scotia. Tourism Nova Scotia 


Trace Consulting Inc. 
The Rural Family : Developing Skills for Change : 
final project report. MICROLOG 99-04456 
(1 fiche) 
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TransGas Ltd. 
SaskEnergy Incorporated and subsidiaries : 
Financial statements 1998. MICROLOG 99-04949 
(1 fiche) 


Transportation Development Centre 

(Canada) 

Voir aussi Centre de développement des transports 
(Canada) 

Development and field testing of a neural network 
Ship Predictor System (SPS). 
MICROLOG 99-04944 (1 fiche) 

Transportation Development Centre (Canada) : 
Annual review 1997-98. MICROLOG 99-04406 
(1 fiche) 


Transportation Development Centre 
(Canada). Safety & Security 
Voir aussi Centre de développement des transports 
(Canada). Sûreté et sécurité 


Al radar tracker upgrades for SAR target detection. 
MICROLOG 99-04943 (2 fiche) 

Al tracker for SAR radar detection field trial. 
MICROLOG 99-04940 (2 fiche) 

Automated container ID recognition. 

MICROLOG 99-04416 (2 fiche) 

A Design guideline and evaluation framework to 
determine the relative safety of in-vehicle 
intelligent transportation systems for older 
drivers. MICROLOG 99-04945 (3 fiche) 

Engineering analysis of six-way transfer seat 
bases. MICROLOG 99-04941 (2 fiche) 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : 2" and 3" NPT 
tanker truck PRV tests. MICROLOG 99-04422 
(2 fiche) 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : two-phase energy 
storage study, preliminary results. 

MICROLOG 99-04423 (1 fiche) 

Icebreaker characteristics synthesis. 
MICROLOG 99-04865 (5 fiche) 

Incentive programs for enhancing truck safety and 
productivity, a Canadian perspective. 
MICROLOG 99-04414 (1 fiche) 

Target detection experiment, phase Ill : data 
analysis. MICROLOG 99-04938 (2 fiche) 


Transportation Safety Board of Canada 
Voir aussi Bureau de la sécurité des transports du 
Canada 
1999-2000 estimates, part III, report on plans and 
priorities : Transportation Safety Board of 
Canada. MICROLOG 99-04709 (1 fiche) 


Treasury Board of Canada Secretariat 
See Canada. Treasury Board 


Tribunal canadien des relations 
professionnelles artistes-producteurs 
See also Canadian Artists & Producers 
Professional Relations Tribunal 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Tribunal 
canadien des relations professionnelles artistes- 
producteurs. MICROLOG 99-04697 (1 fiche) 


Tribunal de la concurrence du Canada 
See also Competition Tribunal of Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Tribunal de 
la concurrence. MICROLOG 99-04720 (1 fiche) 


Tribunal de l’aviation civile du Canada 
Voir Canada. Tribunal de l'aviation civile 
TRNEE 


Voir Table ronde nationale sur l'environnement et 
l'économie (Canada) 


Twin Falls Power Corporation Ltd. 
Churchill Falls (Labrador) Corporation Ltd. : 
Auditors’ report and financial statements 1998. 
MICROLOG 99-04936 (1 fiche) 


U 


University of Calgary. Cognitive 
Ergonomics Research Laboratory 
A Design guideline and evaluation framework to 
determine the relative safety of in-vehicle 


intelligent transportation systems for older 
drivers. MICROLOG 99-04945 (3 fiche) 


University of Regina Crown Foundation 
University of Regina Crown Foundation : Annual 
report 1997-98. MICROLOG 99-04899 (1 fiche) 


University of Saskatchewan 
The Industrial reorganization of the beef 
production industry, Saskatchewan's niche : final 
report. MICROLOG 99-04946 (3 fiche) 
The Response of serum cholesterol to changes in 
dietary fats : a report. MICROLOG 99-04884 
(1 fiche) 
University of Saskatchewan. Animal & 
Poultry Science Dept. 


Feed Resource Centre : development plan. 
MICROLOG 99-04475 (1 fiche) 


University of Saskatchewan Crown 
Foundation 
University of Saskatchewan Crown Foundation : 
Financial statement 1997-98. 
MICROLOG 99-04980 (1 fiche) 


University of Saskatchewan. Dept. of 
Animal & Poultry Science 


See University of Saskatchewan. Animal & Poultry 
Science Dept. 


University of Saskatchewan. Prairie Region 
Health Promotion Research Centre 
Building partnerships for health : lessons learned, 

“Nutrition for health : an agenda for action". 
MICROLOG 99-04759 (1 fiche) 

La Création de partenariats dans le domaine de la 
santé : constats, "La Nutrition pour un virage 
santé : voies d'action". MICROLOG 99-04759 
(1 fiche) 


University of Winnipeg. Institute of Urban 
Studies 
Health care in Saskatoon’s inner city : a 
comparative study of Native and non-Native 
utilization patterns. MICROLOG 99-04604 
(1 fiche) 


Uranium City Hospital (Sask.) 
Uranium City Hospital (Sask.) : Annual report 
1997-98. MICROLOG 99-04881 (1 fiche) F 


Vv 


Vancouver (B.C.) 
"Ato Z", answers to some of the most frequently 
asked questions about our city -- Rev. 
MICROLOG 99-04889 (1 fiche) 


Vancouver (B.C.). Social Planning Dept. 
Social indicators, City of Vancouver, 1996 Census. 
MICROLOG 99-04879 (1 fiche) 


W 


Watson Meat Processors Ltd. 

Watson Meat Processors Ltd., business plan for 
establishing a poultry processing facility in 
Watson, Saskatchewan. MICROLOG 99-04469 
(2 fiche) 


Western Canadian Wild Boar Assn 
Establishment of a national wild boar association : 
final report. MICROLOG 99-04481 (1 fiche) 


Wildlife Habitat Canada 
Voir aussi Habitat faunique Canada 


Winnipeg (Man.). City Clerk’s Dept. 
Municipal manual, City of Winnipeg, 1999. 
MICROLOG 99-04960 (3 fiche) 


Wolseley Crop Protection Club (Sask.) 
Sulphur fertilization evaluation : final report. 
MICROLOG 99-04474 (1 fiche) 


Workers’ Compensation Board of British 
Columbia 
Statistics '98. MICROLOG 99-04934 (1 fiche) 
Workers’ Compensation Board of British Columbia 
: Annual report 1998. MICROLOG 99-05001 
(2 fiche) 


Workshop on Citizen Engagement & 
Accessibility in Relation to a National 
Health Infostructure (1998 : Toronto, Ont.) 
Voir aussi Atelier sur l'engagement et l'accessibilité 
des citoyens par rapport a une infostructure 
nationale de la santé (1998 : Toronto, Ont.) 

Workshop on Citizen Engagement and 
Accessibility in Relation to a National Health 
Infostructure : report of proceedings. 
MICROLOG 99-04489 (1 fiche) 


Workshop on the Feasibility of a Chronic 
Neurotoxicity Study of Aluminum 
Administered in the Drinking Water of 
Animals (1997 : Ottawa, Ont.) 

Report of the Workshop on the Feasibility of a 
Chronic Neurotoxicity Study of Aluminum 
Administered in the Drinking Water of Animals. 
MICROLOG 99-04445 (1 fiche) 

World Food Summit (1996 : Rome, Italy) 

Voir aussi Sommet mondial de l'alimentation (1996 
: Rome, Italie) 

Canada’s action plan for food security : a response 
to the World Food Summit. MICROLOG 99-04410 
(1 fiche) 


Y 


Yukon Territory. Bureau of Statistics 
Electricity. MICROLOG 99-04925 (1 fiche) 
Yukon statistical review : Annual report, 1998. 

MICROLOG 99-04626 (1 fiche) 

Yukon Territory. Dept. of Renewable 
Resources. Parks & Protected Areas 
Branch 
See Yukon Territory. Parks & Protected Areas 

Branch 

Yukon Territory. Executive Council Office. 

Bureau of Statistics 


See Yukon Territory. Bureau of Statistics 


Yukon Territory. Parks & Protected Areas 


Branch 
Highlights from the 1997 Yukon River survey. 
MICROLOG 99-04551 (1 fiche) 
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A 


| Adams, Gerald R. 

Author: Family relationships and children’s school 
achievement : data from the National 
Longitudinal Survey of Children and Youth. 
MICROLOG 99-04958 (1 fiche) 


| Allen, Eric A. 

| Auteur: Le Grand hylésine des pins. 
MICROLOG 99-04430 (1 fiche) 

Author: The Pine shoot beetle. 
MICROLOG 99-04430 (1 fiche) 


| Atagi, D.Y. 

Author: 1993 and 1994 coho spawning 
escapement and juvenile studies in Louis and 
Lemieux creeks, North Thompson River. 
MICROLOG 99-04746 (1 fiche) 


Atkinson, B.T. 

Author: Report of activities : Resident Geologist 
Program, Timmins Regional Resident Geologist 
report, Timmins and Sault Ste. Marie districts, 
1998. MICROLOG 99-04665 (2 fiche) 


Ayars, Morley 
Author: Cost of production study of sheep 
enterprises. MICROLOG 99-04655 (1 fiche) 


Ayer, J.A. 
Author: Summary of field work and other activities, 
1998. MICROLOG 99-04649 (4 fiche) 


Bailie, Gerald 
Author: The Evolution of Canada’s travel account, 
1980-97. MICROLOG 99-04676 (1 fiche) 


Bajc, Andy F 
Author: Results of regional humus and till 
sampling in the eastern part of the Shebandowan 
greenstone belt, northwestern Ontario. 
MICROLOG 99-04632 (2 fiche) 


Baldwin, J.F 
Author: Application of structural eigenvalue 
modification methods to linear buckling 
problems and substructured models. 
MICROLOG 99-04440 (1 fiche) 


Bannerjee, Sanjoy 
Author: Review of TUF validation matrix for LB- 
LOCA, phase II, AECB project #2.340.2 : final 
report. MICROLOG 99-04799 (1 fiche) 


Barton, Ray 

Author: Incentive programs for enhancing truck 
safety and productivity, a Canadian perspective. 
MICROLOG 99-04414 (1 fiche) 

Auteur: Programmes d'incitation à la sécurité et à 
la productivité dans le secteur du camionnage, 
point de vue canadien. MICROLOG 99-04415 
(2 fiche) 


Basavarajappa, K.G. 

Auteur: Distribution, inégalité et concentration des 
revenus chex les immigrants âgés au Canada, 
1990. MICROLOG 99-04644 (1 fiche) 

Author: Distribution, inequality and concentration 
of income among older immigrants in Canada, 
1990 -- Rev. MICROLOG 99-04644 (1 fiche) 


Bauer, A. 
Author: Development of an initiating system for a 
linear self-forging fragment munition : final 
report. MICROLOG 99-04439 (1 fiche) 


Bédard, Jean 7 
Auteur: La Passe de l'Ile aux Lièvres : importance 
stratégique pour la faune marine de l'estuaire. 
MICROLOG 99-04572 (2 fiche) 


Bélisle, Claude 
Author: Evaluation procedure for linear array 
photosensitive detectors, application to Thomson 
CSF TH7805. MICROLOG 99-04441 (1 fiche) 


Bennett, Carlyle 
Author: Egg size and shell quality in 
Saskatchewan leghorn flocks : final report. 
MICROLOG 99-04482 (1 fiche) 


Bergeron, Denis M. 

Author: Finite difference form of the compressible 
boundary layer equations in generalized 
curvilinear coordinates. MICROLOG 99-04635 
(1 fiche) 

Author: A Research code to study solutions of the 
boundary layer equations in body conformal 
coordinates. MICROLOG 99-04461 (1 fiche) 


Bertrand, S. 
Author: Forest management impacts on genetics 
of forest tree species. MICROLOG 99-04780 
(1 fiche) 


Bessel, Jim 
Author: Weed control in canola, Canola Council of 
Canada projects conducted at the Foam Lake 
and Melfort canola production centres : final 
report. MICROLOG 99-04470 (1 fiche) 


Birch, Jim 
Author: What makes a good farm manager? 
MICROLOG 99-04656 (1 fiche) 


Birk, A.M. 

Author: Evaluation of dangerous goods pressure 
relief valve performance, phase 2 : 2" and 3" NPT 
tanker truck PRV tests. MICROLOG 99-04422 
(2 fiche) 

Author: Evaluation of dangerous goods pressure 
relief valve performance, phase 2 : two-phase 
energy storage study, preliminary results. 
MICROLOG 99-04423 (1 fiche) 


Biron, Michel 
Auteur: Répertoire numérique du fonds Gustave- 
Lamarche. MICROLOG 99-04954 (3 fiche) 


Blackburn, C.E. 

Author: Report of activities : Resident Geologist 
Program, Red Lake Regional Resident Geologist 
report, Red Lake and Kenora districts, 1998. 
MICROLOG 99-04525 (2 fiche) 


Blanchette, Maurice 
Author: Rotational grazing project : final report. 
MICROLOG 99-04452 (1 fiche) 


Boehm, M.M. 

Author: Field monitoring and economic 
assessment of deep plowing and of deep ripping 
in Saskatchewan : final report. 

MICROLOG 99-04483 (1 fiche) 


Braune, Birgit M. 
Author: Chemical residues in waterfowl and 
gamebirds harvested in Canada, 1987-95. 
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l'enrichissement des produits alimentaires : 
sommaire des séances plénières. MICROLOG 
99-04516 (1 fiche) 


Analyse sensorielle 

See also Food -- Sensory evaluation 
Approvisionnement 

Voir aussi Agriculture 

Plan d’action du Canada pour la sécurité 


alimentaire : une réponse au Sommet mondial 
de l'alimentation. MICROLOG 99-04411 (1 fiche) 


Droit 
See also Food law and legislation 


Un Plan pour le renouveau législatif : rapport 

sommaire. MICROLOG 99-04981 (1 fiche) 
Falsification et inspection 

See also Food adulteration and inspection 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
canadienne d'inspection des aliments. 
MICROLOG 99-04704 (1 fiche) 
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commercialisation; Aliments -- 
Approvisionnement; Céréales -- Commerce 
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| 


Prix 
_ Voit aussi Commercialisation des produits 
| agricoles 
| Qualité 


| See also Food -- Quality 


Aliments naturels 
_ See also Food, Natural 


| Aliments pour animaux 
|: See also Feeds 


| Aliments, Traitement des 
| See also Food processing 
| Allergie 
Voir aussi Asthme 
Allergy 

See also Asthma 


| 
| Guidelines for latex glove users. MICROLOG 
| 99-04912 (1 fiche) 


| Allocations familiales 
_ See also Family allowances 


_ Alternative schools 
_ Charter schools -- Updated. MICROLOG 99-04843 
| (1 fiche) 
| Alternatives to imprisonment 

See also Parole 

Alternative measures policies. MICROLOG 

99-04917 (1 fiche) 

Aluminium 

See also Aluminum 

Aspect de l’environnement 

| See also Aluminum -- Environmental aspects 


Aluminum 
| Environmental aspects 
Report of the Workshop on the Feasibility of a 
Chronic Neurotoxicity Study of Aluminum 
Administered in the Drinking Water of Animals. 
MICROLOG 99-04445 (1 fiche) 


Aluminum silicates 
See also Aluminum 


Alzheimer, Maladie d’ 
See also Alzheimers disease 


Stratégie ontarienne visant la maladie d'Alzheimer 
et les démences connexes : plan d'action, 
document de travail. MICROLOG 99-04970 
(1 fiche) 


Alzheimers disease 
Voir aussi Alzheimer, Maladie d’ 
Ontario’s strategy for Alzheimer disease and 
related dementias : a plan of action, for 
discussion. MICROLOG 99-04969 (2 fiche) 


Amateur radio 
Streamlining the authorization process for the 
amateur radio service : discussion paper. 
MICROLOG 99-05008 (1 fiche) 


Amélioration de l’environnement Voir 
Environnement, Protection de I’ 


Aménagement du territoire 
Ontario 

Plan directeur de la Municipalité régionale 
d’Ottawa-Carleton, vol. 1 : texte : codification 
administrative, 1994. MICROLOG 99-05021 
(3 fiche) 

Plan directeur, Municipalité régionale d’Ottawa- 
Carleton, tel qu'il a été adopté par le Conseil 
régional, 1997. MICROLOG 99-04971 (3 fiche) 


Aménagement régional Voir Aménagement du 
territoire 


Amérique latine 
See also Latin America 


Analyse de régression 
See also Regression analysis 


Analyse input-output 
See also Input-output analysis 


Anciens combattants 
See also Veterans 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Anciens 
combattants Canada. MICROLOG 99-04591 
(2 fiche) 
Angling surveys See Fishing surveys 
Anhydride sulfureux 
See also Sulphur dioxide 
Aspect de l’environnement 
See also Sulphur dioxide -- Environmental aspects 


Animal 


Parasites 
See Parasites 


Animal behaviour 
See also Lobsters -- Migration 


Animal experimentation 
Report of the Workshop on the Feasibility of a 
Chronic Neurotoxicity Study of Aluminum 
Administered in the Drinking Water of Animals. 
MICROLOG 99-04445 (1 fiche) 


Animal feeds See Feeds 
Animal habitat See Habitat (Ecology) 


Animal industry 
See also Feedlots; Livestock industry 


Animai marking 
See also Fish tagging 


Animal migration 
See also Lobsters -- Migration 


Animal parasites See Parasites 


Animal waste 
Information guidelines for the approval of intensive 
hog operations. MICROLOG 99-04855 (1 fiche) 


Animals 
See also Bears; Birds; Bison; Cattle; Clams; Fish; 
Insects; Lobsters; Mammal populations; Mites; 
Poultry; Sheep; Swine; Waterfowl; Wildlife 


Animals as carriers of disease 
Hantavirus disease, guidelines for protecting 
workers and the public -- Updated. MICROLOG 
99-04857 (1 fiche) 
Animals, Wild See Wildlife 


Animaux 
Voir aussi Coléoptéres; Crabes; Faune marine; 
Homards; Insectes forestiers; Insectes nuisibles; 
Myes; Oiseaux; Poissons 
Marquage 
Voir aussi Poissons -- Marquage 
Migration 
Voir aussi Homards -- Migration; Poissons -- 
Marquage 
Moeurs et comportement 
Voir aussi Homards -- Migration; Poissons -- 
Marquage 
Animaux (Vecteurs de maladies) 
See also Animals as carriers of disease 


Animaux et plantes nuisibles 
Voir aussi Insectes nuisibles; Plantes -- Maladies et 
fléaux 


Animaux et plantes nuisibles, Lutte contre 
les 
Voir aussi Ennemis des cultures, Lutte contre les; 
Insectes nuisibles, Lutte contre les; Plantes -- 
Maladies et fléaux 


Animaux marins Voir Faune marine 


Antennas (Electronics) 
Multipath resolution using a rotatable dual- 
polarization antenna for direction finding : final 
report. MICROLOG 99-04442 (2 fiche) 


Anti-poverty programs See Economic 
assistance, Domestic 
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Aliments (cont’d) Analysis of environmental impact See Antiquités 
Industrie et commerce Environmental impact analysis Voir aussi Nouvelle-Ecosse -- Antiquités 
Voir aussi Agriculture -- Offices de Analysis, Risk See Risk assessment Antiquities 


See also Nova Scotia -- Antiquities 
Apiculture See Bee culture 
Apiculture 
See also Bee culture 
Appropriation and expenditures See 
Expenditures, Public 


Approvisionnement public 
Voir aussi Dépenses publiques 


Aptitude 
Voir aussi Aptitude a la rédaction; Leadership 


Aptitude a la rédaction 
See also Writing skills 


Programme d'indicateurs du rendement scolaire, 
évaluation en lecture et écriture de 1998, éléves 
de 13 et de 16 ans : rapport pour l'Ontario. 
MICROLOG 99-04670 (1 fiche) 


Aquatic animals 
See also Clams; Fish; Lobsters; Waterfowl 


Aquatic biology 
See also Aquatic ecology; Aquatic pests; Clams; 
Fish; Lobsters; Waterfowl 
Research 
1997 Canadian acid rain assessment, vol. 3 : 
aquatic effects. MICROLOG 99-04424 (3 fiche) 
Aquatic chemistry See Water chemistry 
Aquatic ecology 
See also Water pollution 
Ontario 
Exotic species invasions : zebra mussels and 
beyond -- Rev. MICROLOG 99-04673 (1 fiche) 
Aquatic environment See Aquatic ecology 
Aquatic invertebrates 
See also Clams; Lobsters 
Aquatic nuisances See Aquatic pests 


Aquatic organisms 
See also Clams; Fish; Lobsters; Waterfowl 


Aquatic pests 
Exotic species invasions : zebra mussels and 
beyond -- Rev. MICROLOG 99-04673 (1 fiche) 


Arachnida 
See also Mites 


Arbres 

Voir aussi Coniféres 

Croissance 
See also Trees -- Growth 

Effets de la pluie acide 

See also Trees -- Effect of acid rain on 

Génétique 
Voir Génétique forestiére 

Lésions et blessures 
Voir aussi Chablis (Sylviculture) 
Maladies et fléaux 


Voir aussi Coniféres -- Maladies et fléaux; Insectes 
forestiers 


Plantation 
See also Tree planting 


Protection 
Comment préserver la santé des arbres urbains. 
MICROLOG 99-04669 (1 fiche) 
Arbres forestiers Voir Forêts et sylviculture 
Arbres résineux Voir Conifères 
Archaeology 
See also Historic sites 
Manitoba 
See also Historic sites -- Manitoba 
Quebec (Province) 
See also Historic sites -- Quebec (Province) 
Archaeology and antiquities 
See also Historic sites; Nova Scotia -- Antiquities 
Manitoba 
See also Historic sites -- Manitoba 
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Archaeology and antiquities (cont’d) 
Quebec (Province) 
See also Historic sites -- Quebec (Province) 
Archéologie 
Voir aussi Lieux historiques 
Québec (Province) 
Voir aussi Lieux historiques -- Québec (Province) 


Architectural engineering See Building 


Architecture 
See also Hulls (Naval architecture) 


Archives 
Voir aussi Archives 


1999-2000 estimates, part III, report on plans and 
priorities : National Archives of Canada. 
MICROLOG 99-04744 (1 fiche) 


Archives 

See also Archives 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Archives 
nationales du Canada. MICROLOG 99-04744 
(1 fiche) 

Québec (Province) 

Répertoire numérique du fonds Gustave- 

Lamarche. MICROLOG 99-04954 (3 fiche) 


Archives publiques 
Voir aussi Liberte d'information 


Arctic regions 
See also Sea ice 
: Research 
Voir aussi Régions arctiques -- Recherche 
1999-2000 estimates, part Ill, report on plans and 
priorities : Indian and Northern Affairs Canada 


and Canadian Polar Commission. MICROLOG 
99-04624 (2 fiche) 


Arctic research See Arctic regions -- Research 


Arsenic 
Environmental aspects 


Chemical residues in waterfowl and gamebirds 
harvested in Canada, 1987-95. MICROLOG 
99-04494 (5 fiche) 


Arsenic 
See also Arsenic 


Art 
See also Digital mapping; Hulls (Naval 
architecture) 


Art galleries See Museums and galleries 
Artificial fertilizers See Fertilizers 
Artificial intelligence 
See also Neural networks (Computer science) 
Al radar tracker upgrades for SAR target detection. 
MICROLOG 99-04943 (2 fiche) 


Al tracker for SAR radar detection field trial. 
MICROLOG 99-04940 (2 fiche) 


Artificial neural networks See Neural networks 
(Computer science) 


Arts 
See also Broadcasting; Digital mapping; 
Government aid to the arts; Hulls (Naval 
architecture); Motion pictures 


Government aid 
See Government aid to the arts 
Quebec (Province) 
Voir aussi Arts - Québec (Province) 


Saskatchewan 
Saskatchewan Arts Board : Annual report 1997-98. 
MICROLOG 99-04713 (1 fiche) 


Arts ; 
Voir aussi Aide de l'Etat aux arts; Cinéma; 
Radiodiffusion 


_ Aide de l’État 
Voir Aide de l'Etat aux arts 


Québec (Province) 


Conseil des arts et des lettres du Québec : Rapport 


annuel 1997-98. MICROLOG 99-04528 (2 fiche) 


Arts d’interprétation 
Voir aussi Cinéma 
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Asia 
Voir aussi Asie 
Commerce 

Voir aussi Asie -- Commerce 

Agri-food country profile, India. MICROLOG 
99-04784 (1 fiche) 

Agri-food country profile, Thailand. MICROLOG 
99-04781 (1 fiche) 

Agri-food country profile, Vietnam. MICROLOG 
99-04785 (1 fiche) 

Asie 
See also Asia 
Commerce 

See also Asia - Commerce 

Inde, profil du secteur agroalimentaire. 
MICROLOG 99-04784 (1 fiche) 

Profil du secteur agroalimentaire, Vietnam. 
MICROLOG 99-04785 (1 fiche) 

Thailande, profil du secteur agroalimentaire. 
MICROLOG 99-04781 (1 fiche) 


Assessment See Tax assessment 


Assessment, Health risk See Health risk 
assessment 


Assessment, Risk See Risk assessment 


Assiette de l’impôt 
See also Tax assessment 


Assimilation (Sociologie) 
Voir aussi Discrimination 


Assimilation (Sociology) 
See also Discrimination 


Associations 
Voir aussi Aide alimentaire; Institutions financières 


Associations coopératives Voir Coopératives 
Associations, institutions, etc. 


See also Charities; Financial institutions; Research 


institutes; Trade and professional associations 


Associations professionnelles 
See also Trade and professional associations 


Assolement 
See also Crop rotation 


Assurance 
Voir aussi Assurance-automobiles; Assurance- 
dépôts; Gestion du risque 


Assurance de biens 
Voir aussi Assurance-dépôts 


Assurance-automobiles 
See also Automobile insurance 


Rapport sur la tarification en assurance 
automobile, 1998. MICROLOG 99-04678 
(1 fiche) 


Assurance-dépôts 
Régie de l’assurance-dépôts du Québec : Rapport 
annuel 1998. MICROLOG 99-04587 (1 fiche) 


Assurance-dommages 
Voir aussi Assurance-automobiles 


Assurance-maladie 
See also Health insurance 


Assurance-vie 
See also Life insurance 


Asthma 
Voir aussi Asthme 


Childhood asthma in sentinel health units : 
findings of the Student Lung Health Survey, 
1995-96. MICROLOG 99-04514 (1 fiche) 


Asthme 
See also Asthma 


L’Asthme infantile dans les secteurs desservis par 
les unités de santé sentinelles : résultats de 
l'Enquête sur la santé pulmonaire des jeunes, 
1995-96. MICROLOG 99-04514 (1 fiche) 


Atlantic Provinces 
See also Nova Scotia 
History 
See also Nova Scotia -- History 
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Atlantic Provinces (cont’d) 


Industries 


See also Fisheries -- Prince Edward Island; Tourist 
trade -- Nova Scotia; Tourist trade -- Prince 
Edward Island 


The Wood industry in Atlantic Canada : a focus on 
value-added. MICROLOG 99-04754 (2 fiche) 
Atmosphère 
Pollution 

Voir Air, Pollution de |’ 
Atomic energy See Nuclear energy 
Atomic facilities See Nuclear facilities 
Atomic power plants See Nuclear power plants 
Atomic workers See Nuclear industry -- 

Employees 
Attitude de l’étudiant 

See also Student attitudes 


Attitudes 
See also Student attitudes 


Audiometry 
Audiometric testing in Saskatchewan. MICROLOG 
99-04858 (1 fiche) 


Audiovisual materials 
See also Motion pictures 
Audiovisual resources, 1999. MICROLOG 
99-04610 (1 fiche) 
Auditing, Environmental See Environmental 
auditing 
Autochtones 
Voir aussi Etudiants autochtones 
Education 
See also Native peoples -- Education 
Relations avec l'Etat 
See also Native peoples -- Government relations 
Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Affaires 
indiennes et du Nord Canada et Commission 


canadienne des affaires polaires. MICROLOG 
99-04624 (2 fiche) 


Soins médicaux 
See also Native peoples -- Medical care 
Colombie-Britannique 

See also Native peoples -- British Columbia 
Automatic data storage See Information storage 

and retrieval systems 
Automatic tracking 

See also Tracking radar 
Automobile accidents See Traffic accidents 
Automobile drivers 

See also Aged automobile drivers 


Automobile drivers, Aged See Aged automobile 
drivers 


Automobile drivers’ licences 
SGI Auto Fund (Sask.) : Annual report 1998. 
MICROLOG 99-04986 (1 fiche) 


Automobile driving 
See also Traffic accidents 


Automobile insurance 
Voir aussi Assurance-automobiles 


SGI Auto Fund (Sask.) : Annual report 1998. 
MICROLOG 99-04986 (1 fiche) 
Automobiles 
Safety measures 


A Design guideline and evaluation framework to 
determine the relative safety of in-vehicle 
intelligent transportation systems for older 
drivers. MICROLOG 99-04945 (3 fiche) 

Engineering analysis of six-way transfer seat 
bases. MICROLOG 99-04941 (2 fiche) 


Automobiles 
See also Automobiles 
Accidents 
Voir Accidents de la route 
Assurance 
Voir Assurance-automobiles 
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Automobiles (cont’d) 
Conduite en état d’ivresse 
Voir aussi Accidents de la route 
| Conduite 
| Voir aussi Accidents de la route 
: Mesures de sécurité 
| See also Automobiles -- Safety measures 
| Automobilistes âgés 
_ See also Aged automobile drivers 
| Autorités administratives 
; 
| 
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indépendantes Voir Commissions de 
réglementation autonomes 


Avantages sociaux 
: See a/so Employee fringe benefits 
| Aves See Birds 


_ Aviation commerciale Voir Aéronautique 
commerciale 


Avifaune Voir Oiseaux 


Avocats 

Voir aussi Juges 
Avoine 
See also Oats 


Azote 
See also Nitrogen 


Bactériologie 
See also Bacteriology 


Catalogue des cultures microbiennes pour les 
aliments en Amérique du Nord. MICROLOG 
99-04813 (2 fiche) 


Bacteriology 
Voir aussi Bactériologie 
Catalog of food microbial starters in North 
America. MICROLOG 99-04813 (2 fiche) 


Balance des paiements 
See also Balance of payments 


Balance of nature See Ecology 


Balance of payments 
The Evolution of Canada’s travel account, 
1980-97. MICROLOG 99-04676 (1 fiche) 


Balloon photography See Aerial photography 
Banker’s banks See Banks and banking, Central 
Banking See Banks and banking 


Bankruptcy 
See also Debtor and creditor 


Banks and banking 
See also Banks and banking, Central; Money 
Money in the bank : comparing bank profits in 
Canada and abroad. MICROLOG 99-04570 
(1 fiche) 


Banks and banking, Central 
Voir aussi Banques et opérations bancaires 
centrales 


Proposed revisions to the rules pertaining to 
auctions of Government of Canada securities 
and the Bank of Canada’s surveillance of the 
auction process : discussion paper 1. 
MICROLOG 99-04491 (1 fiche) 

Revised rules pertaining to auctions of 
Government of Canada securities and the Bank 


of Canada’s surveillance of the auction process : 


final report. MICROLOG 99-04490 (1 fiche) 


Banques 
Garantie des dépôts 
Voir Assurance-dépôts 


Banques de données 
See also Data base systems 


Banques et opérations bancaires 
Voir aussi Banques et opérations bancaires 
centrales, Monnaie 


Banques et opérations bancaires centrales 
See also Banks and banking, Central 
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Banques et opérations bancaires 
centrales (cont’d) 


Nouvelles règles régissant les adjudications de 
titres du gouvernement canadien et la 
Surveillance de celles-ci par la Banque du 
Canada : rapport final. MICROLOG 99-04490 
(1 fiche) 

Projet de modification des règles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par la 
Banque du Canada : premier document de 
travail. MICROLOG 99-04491 (1 fiche) 


Bargaining See Collective bargaining 


Barley 

Voir aussi Orge 

Barley Cleanliness Committee report. MICROLOG 
99-04788 (1 fiche) 

Barley varietal trial : final report. MICROLOG 
99-04435 (1 fiche) 

Processing and utilization of oats and barley, a 
study intended to aid in the assessment of 
possibilities for increased utilization : final report. 
MICROLOG 99-04468 (1 fiche) 

Quality of western Canadian feed barley and 
hulless barley, 1997. MICROLOG 99-04896 
(1 fiche) 

Quality of western Canadian malting barley, 1997. 
MICROLOG 99-04897 (1 fiche) 


Basses (Fish) 

A Preliminary survey of the early life history of 
striped bass (Morone saxatilis) in the 
Kouchibouguac Estuary in 1996. MICROLOG 
99-04920 (1 fiche) (Available on fiche only) 


Batiments publics 
See also Public buildings 


Beamforming 
Intensity measurements and optimum 
beamforming using a crossed dipoles array. 
MICROLOG 99-04791 (1 fiche) 
Superdirective receiving arrays for underwater 
acoustic application. MICROLOG 99-04790 
(1 fiche) 


Beans 
See also Soybeans 


1999 performance trials for dry edible beans. 
MICROLOG 99-04575 (1 fiche) 


Bears 
Report on 1997 bear population index network 
with a population estimate based on 1994-97 
results. MICROLOG 99-04576 (1 fiche) 


Bee culture 
Recommended and extended Apistan [trademark] 
treatments in overwintered honey bee (Apis 
mellifera L.) colonies : do they cause non-lethal 
effects? MICROLOG 99-04882 (1 fiche) 


Beef industry 
The Industrial reorganization of the beef 
production industry, Saskatchewan's niche : final 
report. MICROLOG 99-04946 (3 fiche) 


Beekeeping See Bee culture 
Beetles 
Voir aussi Coléoptéres 
The Pine shoot beetle. MICROLOG 99-04430 
(1 fiche) 
Benefits, Employee See Employee fringe 
benefits 
Benevolent institutions See Hospitals 
Bétail 
Industrie 
See also Livestock industry 


Beverage industry 
See also Liquor industry 


Bibliothèques 
See also Libraries 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Bibliothèque nationale du Canada. MICROLOG 
99-04729 (2 fiche) 


Biens culturels, Protection des 
Voir aussi Lieux historiques 
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Biens de consommation 
See also Consumer goods 


Vers des produits plus écologiques sur le marché, 
contribution a la consommation durable : 
document de travail préliminaire. MICROLOG 
99-04500 (1 fiche) 


Bioaccumulation 
Chemical residues in waterfowl and gamebirds 
harvested in Canada, 1987-95. MICROLOG 
99-04494 (5 fiche) 


Bioactive compounds 
See also Arsenic; Drugs; Pesticides 


Biodegradation 
Voir aussi Biodégradation 


Observations on windfall and decay in a second- 
growth balsam fir stand in the Lower St. 
Lawrence Model Forest. MICROLOG 99-04555 
(1 fiche) 


Biodégradation 
See also Biodegradation 
Observations sur le chablis et la carie dans une 
sapiniére de seconde venue dans la Forét 
modèle du Bas-Saint-Laurent. MICROLOG 
99-04555 (1 fiche) 


Biodiversity See Biological diversity 
Biological agriculture See Organic farming 


Biological diversity 
Biodiversity survey of moths of Fundy National 
Park, | : a checklist of the macromoths of Fundy 
National Park and its greater ecosystem. 
MICROLOG 99-04923 (1 fiche) (Available on 
fiche only) 
Forest management impacts on genetics of forest 
tree species. MICROLOG 99-04780 (1 fiche) 
Biologie 
Voir aussi Bactériologie; Biodégradation; Biologie 
marine; Crabes; Ecologie agricole; Faune 
marine; Femmes -- Santé et hygiéne; Génétique 
forestiére; Grossesse; Habitat (Ecologie); 
Homards; Homards - Migration; Hygiène 
industrielle; Indicateurs sociaux; Médecine; 
Myes; Nutrition; Poissons; Poissons -- 
Marquage; Reproduction humaine; Santé 
publique 
Recherche 
Voir aussi Médecine -- Recherche 
Biologie marine 
Indices de croissance de la mactre de Stimpson, 


Mactromeris polynyma. MICROLOG 99-05007 
(1 fiche) 


Biology 
See also Aquatic biology; Bacteriology; 

Biodegradation; Biological diversity; Diet; 
Ecology; Environmental health; Forest genetics; 
Heat -- Physiological effect; Juvenile 
delinquency; Lobsters -- Migration; Medicine; 
Nutrition; Pregnancy; Public health; Women -- 
Health and hygiene 


Research 
See also Aquatic biology -- Research; Medicine -- 
Research 
Bird populations 
Quebec (Province) 
Voir aussi Oiseaux -- Québec (Province) 
Birds 
See also Waterfowl 
Effect of logging on 


Voir aussi Oiseaux -- Effets de l'exploitation 
forestière sur 


Effect of pollution on 


Chemical residues in waterfowl and gamebirds 
harvested in Canada, 1987-95. MICROLOG 
99-04494 (5 fiche) 


Habitat 
Voir aussi Oiseaux -- Habitat 
Quebec (Province) 
Voir aussi Oiseaux -- Québec (Province) 


Birth control 
See also Pregnancy 
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Bison 
Phase || product development project, to develop 
the technologies to tan hair-on hides at a 
commercial level : final report. MICROLOG 
99-04883 (1 fiche) 


Bisons 
See also Bison 


Blé 
See also Wheat 
Essais 
See also Wheat -- Testing 
Blessures Voir Accidents 
Boar, Wild See Wild boar 


Boats and boating 
Highlights from the 1997 Yukon River survey. 
MICROLOG 99-04551 (1 fiche) 
Boeuf (Viande) 
Industrie 
See also Beef industry 


Bonds 
Uncovering inflation expectations and risk 
premiums from internationally integrated 
financial markets. MICROLOG 99-04942 (1 fiche) 


Book industries and trade 
See also Publishers and publishing 


Books 
See a/so Audiovisual materials 
Boreal forests See Taigas 
Bos taurus See Cattle 
Botanical surveys See Vegetation surveys 


Botanique 
Voir aussi Arbres; Plantes; Semences 


Botan 
See also Fruit; Plants; Seeds; Trees; Weeds 
Surveying 
See Vegetation surveys 
Bouches d’un cours d’eau Voir Estuaires 


Bourses de recherche 
See also Research grants 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
recherches en sciences naturelles et en génie du 
Canada. MICROLOG 99-04738 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil 
national de recherches Canada. MICROLOG 
99-04719 (2 fiche) 


Bovins 
See also Cattle 
Alimentation 
See also Cattle -- Feeding and feeds 


Brevets d’invention 
Voir aussi Droit d'auteur 


La Hausse récente des demandes de brevets et la 
performance des principaux pays industrialisés 
sur le plan de l'innovation : tendances et 
explications. MICROLOG 99-04821 (2 fiche) 


Brise-glaces 
See also Ice-breaking vessels 


British Columbia 
Population 
A Profile of immigration to British Columbia 
regions and communities, 1986-96. MICROLOG 
99-05005 (5 fiche) 
Social conditions 
See also Vancouver (B.C.) -- Social conditions 


Broadcasting 
Voir aussi Radiodiffusion 


1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Radio-Television and 
Telecommunications Commission. MICROLOG 
99-04731 (1 fiche) 


Brome, Composés de 
See also Bromine compounds 
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Brome, Composés de (cont'd) 
Aspect de l’environnement 


See also Bromine compounds -- Environmental 
aspects 


Bromine compounds 
Environmental aspects 


Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 


Budget 
See also Debts, Public; Economic policy 


1999-2000 estimates, part III, report on plans and 
priorities : Agriculture and Agri-food Canada. 
MICROLOG 99-04621 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
MICROLOG 99-04617 (2 fiche) 

1999-2000 estimates, part III, report on plans and 
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l'exercice financier se terminant le 31 mars 
1998-99. MICROLOG 99-04434 (3 fiche) 


Manitoba 
See also Budget -- Manitoba 


Budget des dépenses du Manitoba de 1999 pour 
l'exercice se termiant le 31 mars 2000, déposé 
pour adoption lors de la cinquième session de la 
trente-sixième législature. MICROLOG 99-04496 
(2 fiche) 

Budget des recettes du Manitoba de 1999 pour 
l'exercice se terminant le 31 mars 2000 déposé 
pour adoption lors de la cinquième session de la 
trente-sixième législature. MICROLOG 99-04586 
(1 fiche) 

Ontario 

See also Budget -- Ontario 


Building 


See also Construction industry; Windows 


Technological innovations 


Green on the Grand : final monitoring report. 
MICROLOG 99-04429 (1 fiche) 


Building industry See Construction industry 
Building materials 


See also Aggregates (Building materials) 


Buildings 


See also Casinos; Dwellings; Grain elevators; 
Greenhouses; Office buildings; Public buildings 
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Buildings (cont’d) 
Energy conservation 
See also Dwellings -- Energy conservation; Office 
buildings -- Energy conservation 
Bureaucrats See Civil service 


Business and government See Industry and 
state 


Business cycles 
Inflation targeting under uncertainty. MICROLOG 
99-04563 (1 fiche) 
Real effects of collapsing exchange rate regimes : 
an application to Mexico. MICROLOG 99-04547 
(1 fiche) 
Business enterprises 
See also Cooperative societies; Crown 
corporations; Government business enterprises; 
Partnership; Small business 
Accounting 
See Accounting 


Businessmen 
See also Executives 


Cc 


CAD (Computer-aided design) See Computer- 
aided design 


CAD/CAM systems 
See also Computer-aided design 


Cadres (Personnel) 
See also Executives 


Formation 
See also Executives -- Training of 
Cafeterias See Restaurants, lunch rooms, etc. 


Caisses de retraite 
See also Pension trusts 


Camionnage 
See also Trucking 


Programmes d'incitation a la sécurité et à la 
productivité dans le secteur du camionnage, 
point de vue canadien. MICROLOG 99-04415 
(2 fiche) 

Industrie 

Voir Camionnage 


Canada (Ouest) 
Voir aussi Manitoba 


Canada, Northern See Arctic regions 
Canadian Arctic regions See Arctic regions 


Canadian federal government See Federal 
government 


Canadiens français 
Voir aussi Acadiens 


Cancer 
See also Leukemia in children 


CANDU reactors See Nuclear reactors 


Canola 

The Determination of canola grower opinion on a 
Canola Development Board : final report. 
MICROLOG 99-04486 (1 fiche) 

Feasibility of elemental sulphur fertilizers on 
canola. MICROLOG 99-04653 (1 fiche) 

Quality of 1996 Ontario canola : final report. 
MICROLOG 99-04851 (1 fiche) 

Quality of 1997 Ontario canola : final report. 
MICROLOG 99-04850 (1 fiche) 

Quality of western Canadian canola, 1997. 
MICROLOG 99-04895 (1 fiche) 

Quality of western Canadian canola, 1998. 
MICROLOG 99-04894 (1 fiche) 

Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
MICROLOG 99-04470 (1 fiche) 


Cape Breton Island (N.-E.) 
See also Cape Breton Island (N.S.) 
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| Cape Breton Island (N.S.) 

The Distribution and potential for invasiveness of 
some non-native vascular plants in northern 
Cape Breton : with an appendix, notes on the 
distribution of other non-native plants in northern 
Cape Breton. MICROLOG 99-04921 (1 fiche) 
(Available on fiche only) 


Capital 
See also Profit; Venture capital 


Capital a risques 

See also Venture capital 
Capital equipment See Industrial equipment 
Career education 


See also Professional development; School to 
work transition 


Carriers of disease See Animals as carriers of 
disease 
Cars (Automobiles) See Automobiles 


' Cartographie forestière 
See also Forest mapping 


Cartography 
See also Forest mapping; Geological mapping; 
Information storage and retrieval systems -- 
Geography 


Casinos 
Saskatchewan. Associated Entities Fund : Annual 
report 1997-98. MICROLOG 99-04811 (1 fiche) 


Casinos 
See also Casinos 


Casualty insurance 
See also Automobile insurance 
Categorization See Classification 


Cattle 
Feeding and feeds 


Beacon Hill cell grazing : final report. MICROLOG 
99-04472 (1 fiche) 


Grading 
Northeast steer of the year : final report. 
MICROLOG 99-04480 (1 fiche) 
Cégep Voir Colléges d’enseignement général et 
professionnel 
Cellular radiophones 
Voir aussi Téléphone cellulaire 


Cellular transmitter towers and hand-held 
telephones : are they hazardous? MICROLOG 
99-04642 (1 fiche) 


Census 
See also Household surveys 
Central banks See Banks and banking, Central 


Centrales électriques 
Voir aussi Centrales nucléaires 


Centrales hydro-électriques 
See also Hydroelectric power plants 


Centrales nucléaires 
Voir aussi Industrie nucléaire -- Personnel 
Aspect de l’environnement 


See also Nuclear power plants -- Environmental 
aspects 


Évaluation du risque 
See also Nuclear power plants -- Risk assessment 
Inspection 
See also Nuclear power plants -- Inspection 
Evaluation par les agents de la CCEA de 


l'exploitation de la centrale nucléaire Gentilly-2 
en 1997. MICROLOG 99-04802 (1 fiche) 


Québec (Province) 


Evaluation par les agents de la CCEA de 
l'exploitation de la centrale nucléaire Gentilly-2 
en 1997. MICROLOG 99-04802 (1 fiche) 


Cereal See Grain 
Céréales 
Voir aussi Céréales -- Commerce; Orge 
Commerce 
See also Grain trade 
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Examen des organes de direction de la 
Commission canadienne des grains. 
MICROLOG 99-04789 (1 fiche) 

Systèmes de ségrégation dans l’industrie 
céréalière canadienne : document de travail. 
MICROLOG 99-04880 (1 fiche) 

Exportation et importation 

See also Grain -- Exports and imports 

Qualité 

See also Grain -- Quality control 

Rapport du Comité sur la propreté de l'orge. 
MICROLOG 99-04788 (1 fiche) 

Systèmes de ségrégation dans l’industrie 
céréalière canadienne : document de travail. 
MICROLOG 99-04880 (1 fiche) 

Transport 

See also Grain -- Transportation 

Systèmes de ségrégation dans l'industrie 
céréalière canadienne : document de travail. 
MICROLOG 99-04880 (1 fiche) 


Chablis (Sylviculture) 
See also Windfall (Forestry) 


Observations sur le chablis et la carie dans une 
sapinière de seconde venue dans la Forêt 
modèle du Bas-Saint-Laurent. MICROLOG 
99-04555 (1 fiche) 


Chaleur 
See also Heat 
Transmission 
See also Heat -- Transmission 
Chalutage Voir Chaluts et chalutage 
Chaluts et chalutage 
See also Trawis and trawling 
Expériences du flétan (turbot) du Groenland. 
MICROLOG 99-04533 (1 fiche) 
Character recognition devices, Optical See 
Optical character recognition devices 
Charbon 
Mines et extraction 
See also Coal mines and mining 


Charities 
See also Food relief 


University of Regina Crown Foundation : Annual 
report 1997-98. MICROLOG 99-04899 (1 fiche) 

University of Saskatchewan Crown Foundation : 
Financial statement 1997-98. MICROLOG 
99-04980 (1 fiche) 


Chefs d’entreprise 
See also Executives 


Chemical landfills See Hazardous waste sites 


Chemicals 
See also Arsenic; Drugs; Pesticides 


Chemins de fer 
See also Railroads 


Chemistr 
See also Chemistry, Pharmaceutical; 
Environmental chemistry 


Chemistry, Pharmaceutical 
Text on validation of analytical procedures. 
MICROLOG 99-04892 (1 fiche) 


Chercheurs 
See also Scientists 


Chickens 
See also Eggs 


Child development 
See also Juvenile delinquency; Youth 


Family background, family income, maternal work 
and child development. MICROLOG 99-04957 
(1 fiche) 


Mediating factors in child development outcomes : 


children in lone-parent families. MICROLOG 
99-04956 (1 fiche) 

Variations in child development outcomes among 
children living in lone-parent families. 
MICROLOG 99-04955 (1 fiche) 


Child mental health 
See also Juvenile delinquency 


Child protection See Child welfare 


Child psychology 
See also Juvenile delinquency 


Child welfare 
Voir aussi Enfants -- Protection, assistance, etc. 


Improving the National Child Benefit : matching 
deeds with intentions. MICROLOG 99-04967 
(1 fiche) 

Why do children move into and out of low income : 
changing labour market conditions or marriage 
and divorce? MICROLOG 99-04645 (1 fiche) 


British Columbia 


British Columbia. Children's Commission : Annual 
report 1997-98. MICROLOG 99-04998 (2 fiche) 


Saskatchewan 


Saskatchewan. Children’s Advocate Office : 
Annual report 1998. MICROLOG 99-04996 
(1 fiche) 


Childhood See Children 
Children 

See also Child development 

Care and hygiene 
See Children -- Health and hygiene 
Education 
See Education 
Health and hygiene 
Voir aussi Puériculture 
Childhood asthma in sentinel health units : 


findings of the Student Lung Health Survey, 
1995-96. MICROLOG 99-04514 (1 fiche) 


Protection 
See Child welfare 
Services for 
Voir aussi Enfants, Services aux 


Guide to federal programs and services for 
children and youth -- 2d ed. MICROLOG 
99-04762 (2 fiche) L 

Saskatchewan. Children's Advocate Office : 
Annual report 1998. MICROLOG 99-04996 
(1 fiche) 


Chimie de l’environnement 
See also Environmental chemistry 
Chirurgie 
Voir aussi Greffe (Chirurgie) 
Chlorine compounds 
See also Organochlorine compounds 
Environmental aspects 


See also Organochlorine compounds -- 
Environmental aspects 


Cholesterol 
The Response of serum cholesterol to changes in 
dietary fats : a report. MICROLOG 99-04884 
(1 fiche) 


Cinéma 
See also Motion pictures 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Office 
national du film. MICROLOG 99-04730 (1 fiche) 
Circulation 
Accidents 
Voir Accidents de la route 
Cities and towns 
Voir aussi Villes 
British Columbia 
See also Vancouver (B.C.) 
Manitoba 
See also Winnipeg (Man.) 
Ontario 
See also Toronto (Ont.) 
Saskatchewan 
See also Saskatoon (Sask.) 
Citizen’s defender See Ombudsman 


Citizenship 
Voir aussi Nationalité 
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Citizenship (cont’d) 
1999-2000 estimates, part III, report on plans and 
priorities : Citizenship and Immigration Canada. 
MICROLOG 99-04717 (2 fiche) 


Citoyenneté Voir Nationalité 
Civic centres See Public buildings 


Civil engineering 
See also Excavation; Public works 


Civil law 
See also Freedom of information; Liability for 
environmental damages; Privacy, Right of 


Civil rights 
See also Discrimination; Freedom of information; 
Privacy, Right of 


Civil service 
See also Employee-management relations in 
government 


Employment equity in the federal public service : 
Annual report to Parliament, 1996-97. 
MICROLOG 99-04530 (3 fiche) 

Pensions 

Voir aussi Fonction publique -- Pensions 

Public Employees Disability Income Fund : Annual 
report 1998. MICROLOG 99-04835 (1 fiche) 

Report on the administration of the Public Service 
Superannuation Act : annual report to 
Parliament, 1996-97. MICROLOG 99-04531 
(2 fiche) 

Saskatchewan Government Insurance 
Superannuation Plan : Annual report 1998. 
MICROLOG 99-04809 (1 fiche) 

Saskatchewan Liquor Board Superannuation 
Commission : Annual report 1998. MICROLOG 
99-04822 (1 fiche) 

Saskatchewan. Workers’ Compensation Board 
Superannuation Plan : Annual report 1997. 
MICROLOG 99-04818 (1 fiche) 

Saskatchewan. Workers’ Compensation Board 
Superannuation Plan : Annual report 1998. 
MICROLOG 99-04831 (1 fiche) 


Personnel management 


Voir aussi Fonction publique -- Gestion du 
personnel 

1999-2000 estimates, part Ill, report on plans and 
priorities : Public Service Commission of 
Canada. MICROLOG 99-04739 (2 fiche) 

Interim report #2, PeopleSoft System 
Implementation Project. MICROLOG 99-04437 
(1 fiche) 

Interim report on the PeopleSoft System 
Implementation Project. MICROLOG 99-04436 
(1 fiche) 

Review of workforce adjustment, phase 2 : 
management of the program. MICROLOG 
99-04534 (1 fiche) 

Salaries 


Voir aussi Fonction publique -- Traitements, 
indemnités, etc. 


Disclosure for 1998 under the Public Sector Salary 
Disclosure Act, 1996. MICROLOG 99-04911 
(4 fiche) 
Public Employees Deferred Salary Leave Fund : 
Annual report 1998. MICROLOG 99-04819 
(1 fiche) 
Saskatchewan 


Extended Health Care Plan : Annual report 1998. 
MICROLOG 99-04808 (1 fiche) 

Public Employees Deferred Salary Leave Fund : 
Annual report 1998. MICROLOG 99-04819 
(1 fiche) 

Public Employees Dental Fund : Annual report 
1998. MICROLOG 99-04834 (1 fiche) 

Public Employees Disability Income Fund : Annual 
report 1998. MICROLOG 99-04835 (1 fiche) 

Public Employees Group Life Insurance Fund : 
Annual report 1998. MICROLOG 99-04836 
(1 fiche) 

Saskatchewan. Workers’ Compensation Board 
Superannuation Plan : Annual report 1997. 
MICROLOG 99-04818 (1 fiche) 

Saskatchewan. Workers’ Compensation Board 
Superannuation Plan : Annual report 1998. 
MICROLOG 99-04831 (1 fiche) 


Civil service pensions See Civil service -- 
Pensions 
Clams 
Voir aussi Myes 
A Manual for intertidal clam surveys. MICROLOG 
99-04749 (2 fiche) 
Classification 
See also Classification -- Motion pictures 
Motion pictures 
Voir aussi Classification -- Films 


Ontario. Film Review Board : Annual report 
1997-98. MICROLOG 99-04991 (1 fiche) 


Classification 
Voir aussi Classification -- Films 
Films 
See also Classification -- Motion pictures 
Ontario. Commission de contrôle 


cinématographique : Rapport annuel 1997-98. 
MICROLOG 99-04991 (1 fiche) 


Climatology 
See also Sea ice 


Clinical trials 
Voir aussi Etudes cliniques 


Report of the National Forum on 
Xenotransplantation : clinical, ethical and 
regulatory issues. MICROLOG 99-04535 (2 fiche) 


Clothing 
See also Protective clothing 
Clothing, Protective See Protective clothing 
Clothing trade 
See also Fur trade 
Coal mines and mining 
Waste disposal 


Rock Drain Research Program : final report. 
MICROLOG 99-04939 (6 fiche) 


Coal mining See Coal mines and mining 
Coarse grains See Grain 


Coast changes 
See a/so Coastal environment 


Coastal environment 
See also Estuaries 
British Columbia 
South Winchelsea Island and West Ballenas Island 
habitat survey. MICROLOG 99-04751 (1 fiche) 
Coexistence See International relations 
Coleoptera See Beetles 
Coléoptéres 
See also Beetles 
Le Grand hylésine des pins. MICROLOG 99-04430 
(1 fiche) 
Collecte des données 
See also Data collection 


Collective bargaining 
See also Collective labour agreements 
Ontario 
Ontario collective bargaining review, 1998. 
MICROLOG 99-04679 (1 fiche) 


Collective labour agreements 
Ontario collective bargaining review, 1998. 
MICROLOG 99-04679 (1 fiche) 


College faculty See College teachers 


College graduates 
Employment 


1997 BC student outcomes : summary of survey 
results by program area. MICROLOG 99-04846 
(2 fiche) 


College students 
See also College graduates 


College teachers 
Pensions 


College Pension Plan : Annual report 1996-97. 
MICROLOG 99-05019 (1 fiche) 


College teachers (cont'd) 
Salaries, etc. 


College Pension Plan : Annual report 1996-97. 
MICROLOG 99-05019 (1 fiche) 


Salaries, pensions, etc. 


See College teachers -- Pensions; College 
teachers -- Salaries, etc. 


Colleges See Universities and colleges 
Colléges Voir Universités 


Colléges d’enseignement général et 
professionnel 
Rapport financier annuel des colléges publics 
1994-95. MICROLOG 99-05023 (4 fiche) 
Rapport financier annuel des collèges publics 
1995-96. MICROLOG 99-05022 (4 fiche) 


Collimation 
See also Beamforming 


Colloques Voir Congrès et conférences 


Colombie-Britannique 
See also British Columbia 


Colza canola 
See also Canola 


Comités d’hygiène et de sécurité 
See also Industrial hygiene committees; Industrial 
safety committees 


Commerce 
See also Asia -- Commerce; Commercial law; 

Commercial policy; Competition; Europe, 
Eastern -- Commerce; Finance; France -- 
Commerce; Industry; International competition; 
International trade; Money; Ontario -- 
Commerce; Real estate development; 
Saskatchewan -- Commerce; Small business 


Commerce 
Voir aussi Asie -- Commerce; Commerce 
international; Concurrence; Concurrence 
internationale; Europe de |’Est -- Commerce; 
France -- Commerce; Industrie; Monnaie; 
Politique commerciale 
Réglementation 


Voir aussi Accords commerciaux; Commissions de 
réglementation autonomes 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Tribunal de 
la concurrence. MICROLOG 99-04720 (1 fiche) 


Commerce extérieur Voir Commerce 
international 


Promotion 
Voir aussi Marchés d'exportation 


Ouverture sur le monde : priorités du Canada en 
matière d'accès aux marchés internationaux, 
1999. MICROLOG 99-04405 (3 fiche) 

Réglementation 

Voir aussi Accords commerciaux 


Commerce international 
See also International trade 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Ministére 
des affaires étrangéres et du commerce 
international. MICROLOG 99-04616 (2 fiche) 

Ouverture sur le monde : priorités du Canada en 
matiére d’accés aux marchés internationaux, 
1999. MICROLOG 99-04405 (3 fiche) 

Symposium fédéral, provincial et territorial traitant 
des questions internationales et nationales 
reliées aux normes auxquelles les 
gouvernements doivent faire face au Canada. 
MICROLOG 99-04797 (1 fiche) 


Commercial aeronautics See Aeronautics, 
Commercial 


Commercial buildings 
See also Grain elevators; Office buildings 


Commercial fishing See Fisheries 


Commercial law 
See also Debtor and creditor; Food law and 
legislation; Licences; Securities industry -- Laws 
and regulation; Trade regulation 
Starting a small business in Ontario : a sound 
business approach to setting up your own 
company -- Rev. MICROLOG 99-04666 (2 fiche) 
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Commercial office space See Office buildings 


Commercial policy 
See also Food adulteration and inspection; 
Foreign trade promotion 


Competition policy and the international trade 
agenda : discussion paper. MICROLOG 
99-04765 (1 fiche) 

Options for the internationalization of competition 
policy, defining Canadian interests. MICROLOG 
99-04764 (1 fiche) 


Commercial products 
See also Consumer goods; Forest products 


Commercial treaties 
Voir aussi Accords commerciaux 


1999-2000 estimates, part III, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 99-04742 (1 fiche) 


Commercialisation des produits agricoles 

See also Farm produce -- Marketing 

Inde, profil du secteur agroalimentaire. 
MICROLOG 99-04784 (1 fiche) 

Profil du secteur agroalimentaire, France. 
MICROLOG 99-04783 (1 fiche) 

Profil du secteur agroalimentaire, Vietnam. 
MICROLOG 99-04785 (1 fiche) 

Thaïlande, profil du secteur agroalimentaire. 
MICROLOG 99-04781 (1 fiche) 

Ukraine, profil du secteur agroalimentaire. 
MICROLOG 99-04782 (1 fiche) 


Commissions de réglementation 
autonomes 

See also Independent regulatory commissions 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
surintendant des institutions financiéres du 
Canada. MICROLOG 99-04618 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Comité 
externe d’examen de la GRC. MICROLOG 
99-04706 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission de contrôle de l'énergie atomique. 
MICROLOG 99-04725 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
contrôle des renseignements relatifs aux 
matiéres dangereuses. MICROLOG 99-04619 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
la radiodiffusion et des télécommunications 
canadiennes. MICROLOG 99-04731 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Office des 
transports du Canada. MICROLOG 99-04605 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Office 
national de l'énergie. MICROLOG 99-04726 
(2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Tribunal 
canadien des relations professionnelles artistes- 
producteurs. MICROLOG 99-04697 (1 fiche) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Tribunal de 
l'aviation civile du Canada. MICROLOG 
99-04594 (1 fiche) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les prioritiés : Tribunal 
canadien des droits de la personne. MICROLOG 
99-04703 (1 fiche) 


Commissions de régulation autonomes Voir 
Commissions de réglementation autonomes 


Commissions du gouvernement fédéral Voir 
Commissions de réglementation autonomes 


Communauté urbaine de Montréal 
Québec) 
ee also Montreal Urban Community (Quebec) 
Communauté urbaine de Montréal (Québec) : 
Rapport financier 1998. MICROLOG 99-04928 
(1 fiche) 
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Communicable diseases 
See also Animals as carriers of disease: Sexually 
transmitted diseases; Tuberculosis; Zoonoses 
Prevention 
Voir aussi Maladies infectieuses -- Prévention 


Guidelines and recommendations on the 
prevention and control of Hepatitis C. 
MICROLOG 99-04444 (1 fiche) 

Hantavirus disease, guidelines for protecting 
workers and the public -- Updated. MICROLOG 
99-04857 (1 fiche) 

Highlights, 1998 edition of the Canadian STD 
guidelines. MICROLOG 99-04532 (1 fiche) 

National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention and Control : 
proceedings and recommendations. MICROLOG 
99-04488 (1 fiche) 

Communicable diseases between animals 
and man See Zoonoses 


Communication 
See also Cryptography 


Communications 
See also Broadcasting; Telecommunication 


Communications 
Voir aussi Radiodiffusion; Télécommunications 


Community centres 
See also Recreation 


Community development 
Voir aussi Développement communautaire 
Ottawa-Carleton (Ont.) 
Voir aussi Développement communautaire -- 
Ottawa-Carleton (Ont.) 


Community health services 
Voir aussi Santé, Services communautaires de 
Quebec (Province) 
Voir aussi Santé, Services communautaires de -- 
Québec (Province) 


Compagnies d'assurances 
See also Insurance companies 


Compensation See Wages 


Compensation (Law) 
See also Workers’ compensation 
Competition 
See also International competition 
1999-2000 estimates, part III, report on plans and 
priorities : Competition Tribunal. MICROLOG 
99-04720 (1 fiche) 
Compétition Voir Concurrence 
Competition, International See International 
competition 
Competitiveness (Economics) See 
Competition 
Complaints against police See Police -- 
Complaints against 


Composés aromatiques 
Voir aussi Hydrocarbures aromatiques 
polycycliques 
Composés organiques 
Voir aussi Hydrocarbures aromatiques 
polycycliques 
Aspect de l’environnement 
Voir aussi Hydrocarbures aromatiques 
polycycliques -- Aspect de l’environnement 


Composés organiques chlorés 
See also Organochlorine compounds 


Aspect de l’environnement 


See also Organochlorine compounds -- 
Environmental aspects 


Comptabilité 
Voir aussi Agriculture -- Coût 


Document de travail sur les moyens de limiter les 
coûts de mise en oeuvre du SAP MICROLOG 
99-04507 (1 fiche) 

Relations entre vendeurs de systèmes et groupes 
pluricellulaires, une nouvelle perspective 
stratégique. MICROLOG 99-04506 (1 fiche) 


Comptabilité (cont'd) 

Stratégie d'information financière : étude de la 
mise en oeuvre de la comptabilité d'exercice 
intégrale dans les organisations 
gouvernementales, leçons tirées. MICROLOG 
99-04508 (1 fiche) 


Computer graphics 
See also Digital mapping 


Computer integrated manufacturing 
systems 
See also Computer-aided design 


Computer literacy 
Community computer literacy. MICROLOG 
99-05016 (1 fiche) 


Computer mapping See Digital mapping 


Computer programs 
See also Acoustics -- Computer programs; 
Agriculture -- Computer programs; Air pollution -- 
Computer programs; Education -- Computer 
programs; Environmental impact analysis -- 
Computer programs; Fluid dynamics -- 
Computer programs; Forests and forestry -- 
Computer programs; Nuclear reactors -- 
Computer programs; Personnel management -- 
Computer programs; Structural dynamics -- 
Computer programs 
Maintenance 


See also Year 2000 date conversion (Computer 
systems) 


Reliability 
Review of TUF validation matrix for LB-LOCA, 
phase II, AECB project #2.340.2 : final report. 
MICROLOG 99-04799 (1 fiche) 


Computer science 
See also Computer literacy 


Computer software industry 
Voir aussi Logiciels -- Industrie 


Financial systems vendor-cluster relationships, a 
strategic view. MICROLOG 99-04506 (1 fiche) 


Computer-aided design 
Building finite element models with Mathematica. 
MICROLOG 99-04852 (1 fiche) 


Computer-based information systems See 
Information storage and retrieval systems 


Computers 
See also Optical character recognition devices 


Conception assistée par ordinateur 
See also Computer-aided design 


Concurrence 
Voir aussi Concurrence internationale 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Tribunal de 
la concurrence. MICROLOG 99-04720 (1 fiche) 


Concurrence internationale 
Voir aussi Accords commerciaux 


Options en vue de l’internationalisation de la 
politique de la concurrence, définir les intéréts 
du Canada. MICROLOG 99-04764 (1 fiche) 

Politique de la concurrence et objectifs en matiére 
de commerce international : document de 
réflexion. MICROLOG 99-04765 (1 fiche) 


Conditions économiques 
Voir aussi Femmes -- Conditions économiques; 
Finances publiques; Immigrants -- Conditions 
économiques; Pauvreté; Politique économique; 
Revenu; Salaires 


Conditions sociales 
Voir aussi Femmes -- Conditions sociales; 
Indicateurs sociaux 


Conduct disorders in children 
See also Juvenile delinquency 


Conferences See Congresses and conventions 
Conflict resolution See Dispute resolution (Law) 


Congrés et conférences 
See also Congresses and conventions 
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Congrès et conférences (cont'd) 


Budget des dépenses, 1999-2000. partie III, 
rapport sur les plans et les priorités : Secrétariat 
des conférences intergouvernementales 
canadiennes. MICROLOG 99-04597 (1 fiche) 


Congresses and conventions 
Voir aussi Congrès et conférences 


1999-2000 estimates, part III, report on plans and 
priorities : Canadian Intergovernmental 
Conference Secretariat. MICROLOG 99-04597 
(1 fiche) 

Coniféres | 

Voir aussi Epinette; Pin; Sapin 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. MICROLOG 99-04571 
(2 fiche) 

Maladies et fléaux 

See also Conifers -- Diseases and pests 

Le Grand hylésine des pins. MICROLOG 99-04430 
(1 fiche) 

Conifers 
See also Fir; Larch; Pine; Spruce 
Diseases and pests 

Voir aussi Conifères -- Maladies et fléaux 

The Pine shoot beetle. MICROLOG 99-04430 
(1 fiche) 

Conservation areas See Provincial parks 
Conservation de l’héritage 
See also Heritage conservation 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Patrimoine 
canadien. MICROLOG 99-04614 (2 fiche) 


Manitoba 
See also Heritage conservation -- Manitoba 
Conservation des ressources naturelles 
Voir aussi Habitations -- Economies d'énergie 
Ontario 
See also Conservation of natural resources — 
Ontario 


Conservation of natural resources 
See also Dwellings -- Energy conservation; Office 
buildings -- Energy conservation; Soil 
conservation, Waste minimization; Wildlife 
management 
Ontario 
Presqu'ile Provincial Park, preliminary 
management plan. MICROLOG 99-04683 
(1 fiche) 
Saskatchewan 
See also Wildlife management -- Saskatchewan 
Conservation of resources See Conservation 
of natural resources 
Consommateurs 
Enquêtes 
See also Consumer surveys 
Protection 
Voir aussi Aliments -- Falsification et inspection 
Consommateurs, Protection de 
Droit 
Voir aussi Aliments -- Droit 
Constitutional law 
See also Citizenship; Federal government; 


Freedom of information; Judicial power; Privacy, 
Right of 


Legal report, 1998. MICROLOG 99-05011 (1 fiche) 


Constitutional reform 
See also Federal government 
Construction See Building 
Construction 
See also Building 
Innovations 
See also Building -- Technological innovations 


Construction, Industrie de la 
See also Construction industry 


Construction, Industrie de la (cont’d) 
Aspect économique 
See also Construction industry -- Economic 
aspects 


Construction industry 
See also Building 


Economic aspects 
Impact of taxes on new construction in Toronto, 
capped properties : commercial, industrial and 
multi-residential. MICROLOG 99-04659 (1 fiche) 
Construction industry and trade See 
Construction industry 


Construction, Technique de la 
Voir aussi Gazoduc de la route de l'Alaska 


Constructions 
Voir aussi Habitations 
Economies d'énergie 
Voir aussi Habitations -- Economies d'énergie 


Consumer goods 
Voir aussi Biens de consommation 


The Role of greener products in the marketplace, a 
contribution to sustainable consumption : draft 
discussion paper. MICROLOG 99-04500 (1 fiche) 


Consumer products See Consumer goods 
Consumer protection 
See also Food adulteration and inspection 
Law and legislation 
See also Food law and legislation 
Consumer surveys 


1996 Nova Scotia Visitor Exit Survey. MICROLOG 
99-04878 (3 fiche) 


Consumption of energy See Energy 
consumption 

Contagious diseases See Communicable 
diseases 

Container transportation See Containerization 

Containerization 


Automated container ID recognition. MICROLOG 
99-04416 (2 fiche) 


Containers 
See also Containerization; Pressure vessels 
Contamination of fish See Fish as food -- 
Contamination 


Conteneurisation 
See also Containerization 


Continuing education 
See also Adult education 


Contracts 
See a/so Debtor and creditor 

Conventions (Congresses) See Congresses 
and conventions 

Conventions collectives 
See also Collective labour agreements 


Conventions commerciales Voir Accords 
commerciaux 


es 


Cookery 
Seasoned fish frying mix sensory panel : final 
report. MICROLOG 99-04643 (1 fiche) 


Cooking See Cookery 


Coopération internationale 
Voir aussi Congrès et conférences; 
Environnement, Protection de |’ -- Coopération 
internationale 


Cooperation, Interprovincial See 
Interprovincial relations 


Cooperative housing 
Equity co-operatives in British Columbia : 
development and operation -- Edited. 
MICROLOG 99-04548 (1 fiche) 


Cooperative societies 
Voir aussi Coopératives 
Synopsis of presentations, Symposium on Agri- 


Food Co-operatives into the Next Millennium. 
MICROLOG 99-04787 (1 fiche) 


| 
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Cooperatives See Cooperative societies 


Coopératives 
See also Cooperative societies 
Résumé des présentations, Symposium sur les 
coopératives agroalimentaires à l'aube du 
nouveau millénaire. MICROLOG 99-04787 
(1 fiche) 
Copyright 
Voir aussi Droit d'auteur 
1999-2000 estimates, part Ill, report on plans and 
priorities : Copyright Board Canada. MICROLOG 
99-04694 (1 fiche) 


Coques (Architecture navale) 
See also Hulls (Naval architecture) 
Coquillages 
Voir aussi Crabes; Homards; Myes 


Corporate executives See Executives 


Corporations 
See also Cooperative societies; Crown 
corporations 


Corporations, Government 
See also Crown corporations 


Correctional services See Corrections 


Corrections 
See also Parole 


1999-2000 estimates, part III, report on plans and 
priorities : Correctional Service Canada. 
MICROLOG 99-04737 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Office of the Correctional Investigator. 
MICROLOG 99-04696 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Solicitor General Canada. MICROLOG 
99-04740 (1 fiche) 


Correspondence schools and courses 
Saskatchewan Correspondence School : Financial | 
statement 1997-98. MICROLOG 99-04983 
(1 fiche) 


Cost and standard of living 

See also Family allowances; Wages 
Country elevators See Grain elevators 
County government See Local government 


Courrier électronique 
See also Electronic mail 


Cours d’eau 
Voir aussi Estuaires 
Ontario 
Voir aussi Saint-Laurent (Fleuve) 
Québec (Province) 
Voir aussi Saint-Laurent (Fleuve) 


Cours par correspondance 
See also Correspondence schools and courses 


Courses de chevaux 
See also Horse-racing 


Courts 
See also Administrative courts; Judges 


1999-2000 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
MICROLOG 99-04724 (1 fiche) 


Courts, Administrative See Administrative courts 


Coût et niveau de la vie 
Voir aussi Salaires 


Crabes 
Concentrations d'hydrocarbures aromatiques 
polycycliques chez quatre espèces de poissons 
de fond et deux espèces de crustacés de 
l'estuaire et du golfe du Saint-Laurent et du fjord 
du Saguenay. MICROLOG 99-05006 (1 fiche) 
Crabs 
Voir aussi Crabes 


Crayfish fisheries, Marine See Lobster fisheries 


Credit 
See also Debtor and creditor; Investments; Student 
loans 


Crédit public Voir Finances publiques 
Creditor See Debtor and creditor 
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Creel census (Fishing) See Fishing surveys 


Crime and criminals 
See also Juvenile delinquency; Robbery; Sex 
offenders 


Crops (cont'd) 

Seed production of meadow bromegrass. 
MICROLOG 99-04581 (1 fiche) 

Seed production of northern wheatgrass. 
MICROLOG 99-04580 (1 fiche) 

Seed production of smooth bromegrass. 
MICROLOG 99-04564 (1 fiche) 

Seed production of western wheatgrass. 
MICROLOG 99-04569 (1 fiche) 

Diseases and pests 
See Agricultural pests 


Fertilizers 


Cultural affairs 
See also Arts; Heritage conservation 


Cultural industries 
Voir aussi Industries culturelles 


Industrial relations 


Voir aussi Industries culturelles -- Relations 
industrielles 


1999-2000 estimates, part III, report on plans and 
priorities : Canadian Artists and Producers 
Professional Relations Tribunal. MICROLOG 
99-04697 (1 fiche) 


Cultural acted 
See also Arts; Cultural property, Protection of; 


Statistics 
See Criminal statistics 
Criminal justice See Justice, Administration of 


Criminal law 
Youth crime statistics. MICROLOG 99-04674 
(1 fiche) 


Criminal statistics 


Youth crime statistics. MICROLOG 99-04674 See aces 


(1 fiche) Field experiments G aid DM NA 
i : overnment aid to the arts; Heritage 
Criminalité DURE : conservation; Heritage conservation -- Manitoba 
Machinery 
Statistiques ; ! 1999-2000 estimates, part Ill, report on plans and 
See also Criminal statistics PER ICNURl Lan priorities : Canadian Heritage. MICROLOG 


99-04614 (2 fiche) 


Cultural property, Protection of 
See also Historic sites 
Prince Edward Island Museum & Heritage 
Foundation : Annual report 1996-97. MICROLOG 
99-04875 (1 fiche) 


Culture 
See also Broadcasting; Cultural policy; 
Government aid to the arts; Museums and 


Criminals 
See also Sex offendérs 


Crises financiéres 
See also Financial crises 


Crop diseases See Plant diseases 

Crop pests See Agricultural pests 

Crop plants See Crops 

Crop protection See Plants, Protection of 


Diseases and nutrient deficiencies in alfalfa for 
forage. MICROLOG 99-04686 (1 fiche) 
Feasibility of elemental sulphur fertilizers on 
canola. MICROLOG 99-04653 (1 fiche) 
Guidelines for safe rates of fertilizer applied with 
the seed. MICROLOG 99-04658 (1 fiche) 
Potassium and chloride fertilization in crop 
production -- Rev. MICROLOG 99-04935 
(1 fiche) 


Crop rotation 
Rotational grazing study : final report. MICROLOG 
99-04487 (1 fiche) 


Crop yields 

Adaptation and recommendation testing of forage 
varieties in Saskatchewan : final progress report. 
MICROLOG 99-04454 (2 fiche) 

Barley varietal trial : final report. MICROLOG 
99-04435 (1 fiche) 

Impact of aeration on irrigated alfalfa yield : final 
report. MICROLOG 99-04450 (1 fiche) 

Managing wheat for yield and protein premium -- 
Rev. MICROLOG 99-04661 (1 fiche) 

Sulphur fertilization evaluation : final report. 
MICROLOG 99-04474 (1 fiche) 

Viability of organic farm practices : third-year 
annual report and summary of the three years of 
the study, 1990, 1991, 1992 : executive summary. 
MICROLOG 99-04505 (1 fiche) 


Cropping systems 
See also Crop rotation 
Indian head lentil for green manure, part 2 : final 
report. MICROLOG 99-04476 (1 fiche) 


Crops 
See also Fruit; Grain; Root-crops; Seeds 


1999 performance trials for dry edible beans. 
MICROLOG 99-04575 (1 fiche) 

Crop budgets, 1999. MICROLOG 99-04701 
(1 fiche) 

Crop planning guide, 1999 : alternative crops, 
pulses, oilseeds, spices & other crops -- Rev. 
MICROLOG 99-04712 (1 fiche) 

Crop planning guide 1999, black soil zone -- Rev. 
MICROLOG 99-04685 (1 fiche) 

Crop planning guide 1999, brown soil zone -- Rev. 
MICROLOG 99-04687 (1 fiche) 

Crop planning guide 1999, dark brown soil zone -- 
Rev. MICROLOG 99-04684 (1 fiche) 

Feverfew in Saskatchewan. MICROLOG 99-04657 
(1 fiche) 

Lentil in Saskatchewan -- Rev. MICROLOG 
99-04654 (1 fiche) 

New crop demonstration : final report. MICROLOG 
99-04478 (1 fiche) 

Rotational grazing project : final report. 
MICROLOG 99-04452 (1 fiche) 

Seed production of Altai wildrye grass. 
MICROLOG 99-04579 (1 fiche) 

Seed production of crested wheatgrass. 
MICROLOG 99-04565 (1 fiche) 

Seed production of Dahurian wildrye grass. 
MICROLOG 99-04566 (1 fiche) 

Seed production of intermediate wheatgrass. 
MICROLOG 99-04567 (1 fiche) 

Seed production of Kentucky bluegrass. 
MICROLOG 99-04568 (1 fiche) 


Weed control 
See Weeds -- Control 


Crown corporations 
Voir aussi Sociétés de la Couronne 


Crown Investments Corporation of Saskatchewan : 
Annual report 1998. MICROLOG 99-04838 
(2 fiche) 

Enterprise PEI : Annual report 1996-97. 
MICROLOG 99-04433 (1 fiche) 

Power Greenhouses Inc. : Financial statements, 
1998. MICROLOG 99-04908 (1 fiche) 

Report of the Provincial Auditor to the Legislative 
Assembly of Saskatchewan on the 1998 financial 
statements of CIC subsidiary Crown 
corporations. MICROLOG 99-04930 (1 fiche) 

Report of the Provincial Auditor to the Legislative 
Assembly of Saskatchewan on the financial 
statements of Crown agencies for years ending 
in the period April 1, 1997 to December 31, 1998. 
MICROLOG 99-04933 (1 fiche) 

Royal Canadian Mint : Annual report 1998. 
MICROLOG 99-04558 (1 fiche) 

Sask Tel : Annual report 1998. MICROLOG 
99-04926 (1 fiche) 

Sask Tel : Financial statements, 1998. MICROLOG 
99-04890 (1 fiche) 

Saskatchewan Forest Products Corporation : 
Annual report 1998. MICROLOG 99-04815 
(1 fiche) 

Saskatchewan Government Insurance : Annual 
report 1998. MICROLOG 99-05002 (1 fiche) 

Saskatchewan Property Management Corporation 
: Annual report 1997-98. MICROLOG 99-04830 
(1 fiche) 

Saskatchewan Telecommunications International 
Inc. : Consolidated financial statements 1998. 
MICROLOG 99-04891 (1 fiche) 

Saskatchewan Transportation Company : Annual 
report 1998. MICROLOG 99-05004 (1 fiche) 

SaskEnergy : Annual report 1998. MICROLOG 
99-04710 (1 fiche) 

SaskEnergy Incorporated and subsidiaries : 
Financial statements 1998. MICROLOG 
99-04949 (1 fiche) 


Crude oil See Petroleum 


Crustacés 

Voir aussi Crabes 
Cryptographie 

See also Cryptography 


Cryptography 
HA mar activities toward electronic health 
records : unique identification and PKI. 
MICROLOG 99-04537 (1 fiche) 


Cuisine 
See also Cookery 


Cultivation of soils See Tillage 


galleries 


Culture y 
Voir aussi Aide de l'Etat aux arts; Arts; Politique 
culturelle; Radiodiffusion 


Culture forestière Voir Forêts et sylviculture 


Cultures 
Voir aussi Céréales; Semences 


Budgets de cultures, 1999. MICROLOG 99-04701 
(1 fiche) 

Recommandations pour les grandes cultures, 
1999-2000. MICROLOG 99-04557 (2 fiche) 


Nutrition 
See also Crops -- Nutrition 
Protection 
Voir Ennemis des cultures, Lutte contre les 
Cultures de plein champ 
Voir aussi Céréales 
Currency See Money 
Custom farmwork rates See Agriculture -- 
Custom rates 
Custom rates, Agricultural See Agriculture -- 
Custom rates 
Cycles, Business See Business cycles 


Cycles économiques 
ee also Business cycles 


D 


Dairy products industry 
See also Milk trade 


Dangerous goods See Hazardous substances 


Dangerous materials See Hazardous 
substances 


Data analysis 
Target detection experiment, phase Ill : data 
analysis. MICROLOG 99-04938 (2 fiche) 


Data base systems 
A Relational database for climatological data. 
MICROLOG 99-04750 (1 fiche) 


Data collection 
Al tracker for SAR radar detection field trial. 
MICROLOG 99-04940 (2 fiche) 


Data protection 
International activities toward electronic health 
records : unique identification and PKI. 
MICROLOG 99-04537 (1 fiche) 


Data storage and retrieval systems See 
Information storage and retrieval systems 


Data transmission systems 
See also Electronic mail 


Databases See Data base systems 
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Debtor and creditor 
Assessing creditworthiness : baseline survey of 
environmental information required by lending 
institutions in Atlantic Canada. MICROLOG 
99-04460 (1 fiche) 


Debts, Public 
See also Bonds 


Proposed revisions to the rules pertaining to 
auctions of Government of Canada securities 
and the Bank of Canada's surveillance of the 
auction process : discussion paper 1. 
MICROLOG 99-04491 (1 fiche) 

Revised rules pertaining to auctions of 
Government of Canada securities and the Bank 
of Canada's surveillance of the auction process : 
final report. MICROLOG 99-04490 (1 fiche) 


Déchets 
Élimination 
See also Refuse and refuse disposal 
Réduction 
See also Waste minimization 


Déchets agricoles 
See also Agricultural wastes 


Déchets dangereux 
See also Hazardous wastes 


Defence, National See National defence 


Défense de l’environnement Voir 
Environnement, Protection de |’ 


Défense nationale 
See also National defence 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Défense 
nationale. MICROLOG 99-04562 (3 fiche) 


Délinquance juvénile 
See also Juvenile delinquency 


Délinquants sexuels 
See also Sex offenders 


Démence 
Voir aussi Alzheimer, Maladie d’ 


Démence présénile 
Voir aussi Alzheimer, Maladie d’ 


Dementia 
See also Alzheimers disease 


Democracy 
See a/so Federal government 


Démocratie 
Voir aussi Gouvernement fédéral 


Démographie 

Voir aussi Emigration et immigration 
Demography 

See also Emigration and immigration 
Denrées alimentaires Voir Aliments 


Dental insurance 
Public Employees Dental Fund : Annual report 
1998. MICROLOG 99-04834 (1 fiche) 


Dentistry 
See also Dental insurance 


Dépenses publiques 
Voir aussi Budget; Travaux publics 


Dépenses et personnel de l'administration fédérale 
au titre des activités en sciences naturelles et 
sociales, 1989-90 à 1998-99 [est.]. MICROLOG 
99-04513 (1 fiche) 


Deposit insurance 
Voir aussi Assurance-dépôts 


Depository institutions See Banks and banking 
Deposits, Ore See Ore deposits 


Dépôts de déchets dangereux 
See also Hazardous waste sites 


Detectors 
See also Radar; Sonar; Target acquisition 


Evaluation procedure for linear array 
photosensitive detectors, application to Thomson 
CSF TH7805. MICROLOG 99-04441 (1 fiche) 


Index des matières 
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Detonators 
Development of an initiating system for a linear 
self-forging fragment munition : final report. 
MICROLOG 99-04439 (1 fiche) 
Evaluation of a prototype linear initiation system. 
MICROLOG 99-04634 (1 fiche) 


Dettes 
Voir aussi Dettes publiques 


Dettes publiques 
See also Debts, Public 


Nouvelles règles régissant les adjudications de 
titres du gouvernement canadien et la 
surveillance de celles-ci par la Banque du 
Canada : rapport final. MICROLOG 99-04490 
(1 fiche) 

Projet de modification des règles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par la 
Banque du Canada : premier document de 
travail. MICROLOG 99-04491 (1 fiche) 


Developing countries 
See also Economic assistance 


Industries 
Mining and the environment, case studies from the 
Americas. MICROLOG 99-04421 (4 fiche) 
(Available on fiche only) 


Development, Economic See Economic 
development 


Development, Sustainable See Sustainable 
development 


Développement communautaire 
Ontario 


Voir aussi Développement communautaire -- 
Ottawa-Carleton (Ont.) 


Ottawa-Carleton (Ont.) 

Plan directeur de la Municipalité régionale 
d'Ottawa-Carleton, vol. 1 : texte : codification 
administrative, 1994. MICROLOG 99-05021 
(3 fiche) 

Plan directeur, Municipalité régionale d'Ottawa- 
Carleton, tel qu'il a été adopté par le Conseil 
régional, 1997. MICROLOG 99-04971 (3 fiche) 


Développement des zones du nord 
Voir aussi Gazoduc de la route de l'Alaska 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Affaires 
indiennes et du Nord Canada et Commission 
canadienne des affaires polaires. MICROLOG 
99-04624 (2 fiche) 


Développement durable 

See also Sustainable development 

Aperçu de la position canadienne sur la 
production et la consommation durables. 
MICROLOG 99-04501 (1 fiche) 

Pour un avenir viable : actions dans le sens d’une 
production durable. MICROLOG 99-04502 
(1 fiche) 


Développement économique 
Voir aussi Développement des zones du nord 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Industrie 
Canada. MICROLOG 99-04732 (3 fiche) 

Aspect de l’environnement 

Voir aussi Développement durable 

lle-du-Prince-Edouard 

See also Economic development -- Prince Edward 
Island 

Provinces de l’Atlantique 


See also Economic development -- Atlantic 
Provinces 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence de 
promotion économique du Canada atlantique. 
MICROLOG 99-04617 (2 fiche) 

Ensemble, pour une économie plus forte. 
MICROLOG 99-04753 (1 fiche) 

L'Industrie du bois dans le Canada Atlantique : 
pleins feux sur la valeur ajoutée. MICROLOG 
99-04755 (2 fiche) 


Développement économique (cont'd) 
Provinces de l'Ouest 

See also Economic development -- Western 
Provinces 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Diversification de l'économie de l'Ouest Canada. 
MICROLOG 99-04705 (1 fiche) 

Québec (Province) 

See also Economic development -- Quebec 
(Province) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Développement économique Canada pour les 
régions du Québec. MICROLOG 99-04620 
(2 fiche) 

Développement économique régional Voir 

Aménagement du territoire 


Développement régional Voir Aménagement du 
territoire 


Développement viable Voir Développement 
durable 


Didacticiels 
See also Education -- Computer programs 
Partenariats pour les technologies d'apprentissage 
: facteurs critiques de succès dans l’utilisation 
des technologies d'apprentissage par les 
conseils sectoriels des ressources humaines et 
les associations industrielles au Canada. 
MICROLOG 99-05014 (1 fiche) 
Diet 
The Response of serum cholesterol to changes in 
dietary fats : a report. MICROLOG 99-04884 
(1 fiche) 


Dietary supplements 
Voir aussi Suppléments alimentaires 
Health Canada’s review of policies concerning the : 
addition of vitamins and minerals to foods : 
stakeholder consultation, Evaluation of Food 
Fortification Approaches : synopsis of plenary 
sessions. MICROLOG 99-04516 (1 fiche) 


Digital communications 
See also Electronic mail 


Digital electronics 
See also Digital mapping; Electronic mail; Signal 
processing -- Digital techniques 


Digital mapping 
Patch Analyst user’s manual, a tool for quantifying 
landscape structure. MICROLOG 99-04968 
(1 fiche) 
Digital signal processing See Signal processing 
-- Digital techniques 
Diplomacy 
Voir aussi Diplomatie 
Preventive diplomacy, the Support Group for 
Nicaragua : an assessment, a Canadian 
perspective. MICROLOG 99-04499 (1 fiche) 
Diplomatie 
See also Diplomacy 
Diplomatie préventive, le Groupe d’appui au 
Nicargua : une évaluation, une perspective 
canadienne. MICROLOG 99-04499 (1 fiche) 


Diplômés de collège 
See also College graduates 
Travail 
See also College graduates -- Employment 
Diplémés d’université 
See also University graduates 


Données en sciences et technologie, 1998. 
MICROLOG 99-04651 (1 fiche) 


Direction Voir Gestion 
Directors of corporations See Executives 
Disability insurance 

See also Disability pensions 


Disability pensions 
Public Employees Disability Income Fund : Annual 
report 1998. MICROLOG 99-04835 (1 fiche) 


Disasters 
See also Industrial accidents 
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Discipline 

See also Judges -- Discipline 
Discipline 

Voir aussi Juges -- Discipline 
Discrimination 


Voir aussi Discrimination 


Canadian Human Rights Commission : Annual 
report 1998. MICROLOG 99-05010 (3 fiche) 
Legal report, 1998. MICROLOG 99-05011 (1 fiche) 


Discrimination 
See also Discrimination 
Commission canadienne des droits de la personne 
: Rapport annuel 1998. MICROLOG 99-05010 
(3 fiche) 
Rapport juridique, 1998. MICROLOG 99-05011 
(1 fiche) 


Discrimination dans l’emploi 
Voir aussi Programmes d'action positive 


Discrimination in employment 
See also Affirmative action programs 


Disease symptoms See Symptomatology 


Diseases 
See also Allergy; Alzheimers disease; 
Communicable diseases; Epidemiology; Health 
insurance; Hepatitis C; Leukemia in children; 
Lungs -- Diseases; Occupational diseases; Plant 
diseases 
Dispute processing See Dispute resolution (Law) 


Dispute resolution (Law) 
See also Courts 
Alberta. Office of the Farmers’ Advocate : Annual 
report 1998. MICROLOG 99-04523 (1 fiche) 


Distance education 

See also Correspondence schools and courses 
Distillerie 

Voir aussi Alcoolisme 
Districts judiciaires 

Voir aussi Tribunaux 


Diversité biologique 
See also Biological diversity 


Diversity, Biological See Biological diversity 


Divisions politiques et administratives 
Voir aussi Tribunaux 


Documentation, Services de 
Voir aussi Archives; Bibliothèques; Droit d'auteur; 
Édition; Services statistiques; Systèmes 
d'information 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau 
d'information du Canada. MICROLOG 99-04708 
(1 fiche) 
Documents commerciaux 
Voir aussi Comptabilité 


Domestic animals 
See also Cattle; Poultry; Sheep; Swine 


Domestic relations 
See also Family 


Why do children move into and out of low income : 
changing labour market conditions or marriage 
and divorce? MICROLOG 99-04645 (1 fiche) 


Donation of organs, tissues, etc. See 
Transplantation of organs, tissues, etc. 
Données 
Analyse 
See also Data analysis 


Dons d’organes, de tissus, etc. 
Voir aussi Greffe (Chirurgie) 


Dossiers médicaux 
See also Medical records 
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(1 fiche) 


Finances publiques 
Voir aussi Budget; Dépenses publiques; Dettes 
publiques; Finances municipales; Gouvernement 
provincial -- Finances; Impôt; Manitoba -- 
Finances publiques 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Ministére 
des finances Canada. MICROLOG 99-04561 
(2 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Secrétariat 
du Conseil du trésor du Canada. MICROLOG 
99-04595 (2 fiche) 

Budget supplémentaire des dépenses (C) pour 
l'exercice financier se terminant le 31 mars 
1998-99. MICROLOG 99-04434 (3 fiche) 

Vérification comptable 

See also Government auditing 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
vérificateur général du Canada. MICROLOG 
99-04590 (1 fiche) 


Financial accounting See Accounting 
Financial aid, Student See Student aid 


Financial crises 
Real effects of collapsing exchange rate regimes : 
an application to Mexico. MICROLOG 99-04547 
(1 fiche) 


Financial institutions 
See also Banks and banking; Insurance 
companies 


1999-2000 estimates, part Ill, report on plans and 
priorities : Office of the Superintendent of 
Financial Institutions Canada. MICROLOG 
99-04618 (1 fiche) 

Assessing creditworthiness : baseline survey of 
environmental information required by lending 
institutions in Atlantic Canada. MICROLOG 
99-04460 (1 fiche) 


Financial services industry 
See also Securities industry 

Fine arts See Arts 

Finite element method 


Building finite element models with Mathematica. 
MICROLOG 99-04852 (1 fiche) 


Index des matiéres 


Finite element method (cont’d) 
implementation of an elastic-plastic analysis 
capability for VAST finite element computer 
program. MICROLOG 99-04675 (3 fiche) 
Fir 
Voir aussi Sapin 
Observations on windfall and decay in a second- 
growth balsam fir stand in the Lower St. 
Lawrence Model Forest. MICROLOG 99-04555 
(1 fiche) 
Tree growth for 15 years following stumping in 
interior British Columbia. MICROLOG 99-04438 
(1 fiche) 
Fire fighters 
A Code of practice for fire fighters, published 
pursuant to Section 45 of the Occupational 
Health and Safety Act, 1993. MICROLOG 
99-04914 (1 fiche) 


Firemen See Fire fighters 


Fires 
See also Fire fighters 


First aid See Emergency medical services 
Fish 
See also Basses (Fish); Fish populations; Fishing; 
Halibut; Pacific salmon; Perch; Rockfish; Trout 


Counting 

1993 and 1994 coho spawning escapement and 
juvenile studies in Louis and Lemieux creeks, 
North Thompson River. MICROLOG 99-04746 
(1 fiche) 

Abundance, age, size, sex and coded-wire tag 
recoveries for chinook salmon escapements of 
Campbell and Quinsam Rivers, 1997. 
MICROLOG 99-04745 (1 fiche) 

Effect of water pollution on 

Voir aussi Poissons, Effets de la pollution des eaux 
sur 

Mercury concentrations in brook trout and white 
perch from Kejimkujik National Park, Nova 
Scotia. MICROLOG 99-04924 (1 fiche) (Available 
on fiche only) 

Habitat 

A Preliminary survey of the early life history of ” 
striped bass (Morone saxatilis) in the 
Kouchibouguac Estuary in 1996. MICROLOG 
99-04920 (1 fiche) (Available on fiche only) 

South Winchelsea Island and West Ballenas Island 
habitat survey. MICROLOG 99-04751 (1 fiche) 

Larvae 

Cruise details and biological information from the 
Pacific Ocean perch larval survey, R/V W.E. 
RICKER, July 14-18, 1996. MICROLOG 99-04748 
(1 fiche) 

Population 
See Fish populations 
Reproduction 
Voir aussi Poissons -- Reproduction 
Tagging 
See Fish tagging 


Fish and game licences 
See also Fishing 


Fish as food 
Seasoned fish frying mix sensory panel : final 
report. MICROLOG 99-04643 (1 fiche) 


Contamination 


Mercury concentrations in brook trout and white 
perch from Kejimkujik National Park, Nova 
Scotia. MICROLOG 99-04924 (1 fiche) (Available 
on fiche only) 


Fish, Effect of water pollution on See Fish -- 
Effect of water pollution on 


Fish habitat See Fish - Habitat 
Fish management See Fishery management 
Fish marking See Fish tagging 
Fish populations 
Atlantic Provinces 
See also Fish populations -- New Brunswick 
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Fish populations (cont’d) 
British Columbia | 

1993 and 1994 coho spawning escapement and | 
juvenile studies in Louis and Lemieux creeks, | 
North Thompson River. MICROLOG 99-04746 
(1 fiche) 

Abundance, age, size, sex and coded-wire tag 
recoveries for chinook salmon escapements of 
Campbell and Quinsam Rivers, 1997. 
MICROLOG 99-04745 (1 fiche) 

New Brunswick 

A Preliminary survey of the early life history of 
striped bass (Morone saxatilis) in the 
Kouchibouguac Estuary in 1996. MICROLOG 
99-04920 (1 fiche) (Available on fiche only) 

Pacific Coast 

An Acoustic biomass survey of the Triangle Island 
widow rockfish (Sebastes entomelas) 
aggregation by Fisheries and Oceans, Canada 
and the Canadian Groundfish Research and 
Conservation Society, January 16 - February 7, 
1998. MICROLOG 99-04747 (1 fiche) 

Cruise details and biological information from the 
Pacific Ocean perch larval survey, R/V W.E. 
RICKER, July 14-18, 1996. MICROLOG 99-04748 
(1 fiche) 

Fish stocks See Fish populations 
Fish tagging 

Voir aussi Poissons -- Marquage 

Lobster (Homarus americanus) movement in the 
southern Gulf of St. Lawrence : summary sheets 
of tagging projects conducted between 1980 and 
1997. MICROLOG 99-04752 (2 fiche) 


Fisheries 
See also Fishery management; Fishery processing 
industries; Lobster fisheries; Trawls and trawling 


1999-2000 estimates, part Ill, report on plans and 
priorities : Fisheries and Oceans. MICROLOG 
99-04560 (2 fiche) 


Environmental aspects 
Colville Bay lobster health study, a randomized 
and blinded clinical field trial to examine the 
effect of a selected environment on the health 
and survival of lobsters. MICROLOG 99-04641 
(1 fiche) 
Equipment and supplies 
Voir aussi Péches -- Appareils et matériel 


Greenland halibut (turbot) experiments. 
MICROLOG 99-04533 (1 fiche) 


Management 
See Fishery management 
Research 

See also Fish tagging 
Greenland halibut (turbot) experiments. 

MICROLOG 99-04533 (1 fiche) 

Atlantic Provinces 

See also Fisheries -- Prince Edward Island 


Prince Edward Island 


Summary of investigations into lobster health and 
abundance in Colville Bay, PEI. MICROLOG 
99-04639 (1 fiche) 


Western Provinces 
See also Fishery management -- Saskatchewan 
Fishermen 
See also Fishing 
Fishery gear See Fisheries -- Equipment and 
supplies 
Fishery industry See Fisheries 


Fishery management 
Prairie Provinces 
See also Fishery management -- Saskatchewan 


Saskatchewan 


Saskatchewan. Fish & Wildlife Development Fund : 
Financial statements 1997-98. MICROLOG 
99-04952 (1 fiche) 


Fishery processing industries 
Babineau Fisheries Ltd., water sampling program, 
project no. 80307. MICROLOG 99-04640 
(1 fiche) 
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Fishery products 
See also Fish as food 


Fishery surveys 

Abundance, age, size, sex and coded-wire tag 
recoveries for chinook salmon escapements of 
Campbell and Quinsam Rivers, 1997. 
MICROLOG 99-04745 (1 fiche) 

An Acoustic biomass survey of the Triangle Island 
widow rockfish (Sebastes entomelas) 
aggregation by Fisheries and Oceans, Canada 
and the Canadian Groundfish Research and 
Conservation Society, January 16 - February 7, 
1998. MICROLOG 99-04747 (1 fiche) 

A Manual for intertidal clam surveys. MICROLOG 
99-04749 (2 fiche) 


Fishery technology 
See also Fisheries -- Equipment and supplies 


Fishes See Fish 


Fishing - 
Saskatchewan 
Survey of sport fishing in Saskatchewan, 1995. 
MICROLOG 99-04898 (2 fiche) 
Fishing surveys 
Application, design and implementation of angler 
diary programs in Ontario. MICROLOG 99-04776 
(1 fiche) 
Survey of sport fishing in Saskatchewan, 1995. 
MICROLOG 99-04898 (2 fiche) 


Fixation of nitrogen See Nitrogen -- Fixation 


Flatfishes 
See also Halibut 


Flax 
See also Flaxseed 


Flaxseed 

Quality of 1996 western Canadian solin, low 
linoleic flaxseed. MICROLOG 99-04868 (1 fiche) 

Quality of western Canadian flaxseed, 1997. 
MICROLOG 99-04888 (1 fiche) 

Quality of western Canadian flaxseed, 1998. 
MICROLOG 99-04887 (1 fiche) 

Report on the quality of 1997 western Canadian 
solin, low linoleic flaxseed. MICROLOG 
99-04867 (1 fiche) 


Flétans 
See also Halibut 
Expériences du flétan (turbot) du Groenland. 
MICROLOG 99-04533 (1 fiche) 
Flora See Plants 


Floriculture 
See also Greenhouses 


Flowers 
See also Greenhouses; Sunflowers 
Feverfew in Saskatchewan. MICROLOG 99-04657 
(1 fiche) 


Flue gases 
Desulphurization 
See also Sulphur dioxide 
Fluid dynamics 
See also Aerodynamics 
Finite difference form of the compressible 
boundary layer equations in generalized 
curvilinear coordinates. MICROLOG 99-04635 
(1 fiche) 
Computer programs 
Application of Euler and Navier-Stokes codes to 
missile type bodies with high L/D ratios. 
MICROLOG 99-04636 (1 fiche) 
A Research code to study solutions of the 
boundary layer equations in body conformal 
coordinates. MICROLOG 99-04461 (1 fiche) 


Fluid mechanics 
See also Fluid dynamics 


Fonction publique 
Voir aussi Fonction publique -- Relations de travail 


L'Équité en emploi dans la fonction publique 
fédérale : rapport annuel au Parlement, 1996-97. 
MICROLOG 99-04530 (3 fiche) 


Droit 
Voir Fonction publique 


Fonction publique (cont’a) 
Gestion du personnel 

See also Civil service -- Personnel management 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission de la fonction publique du Canada. 
MICROLOG 99-04739 (2 fiche) 

Examen du réaménagement des effectifs, phase 2 
: gestion du programme. MICROLOG 99-04534 
(1 fiche) 

Rapport provisoire no 2 sur le Projet d'implantation 
du système PeopleSoft. MICROLOG 99-04437 
(1 fiche) 

Rapport provisoire sur le Projet d'implantation du 
système PeopleSoft. MICROLOG 99-04436 
(1 fiche) 

Pensions 

See also Civil service -- Pensions 


Rapport sur l'application de la Loi sur la pension 
de la fonction publique : rapport annuel au 
Parlement, 1996-97. MICROLOG 99-04531 
(2 fiche) 

Relations de travail 

See also Employee-management relations in 

government 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission des relations de travail dans la 
fonction publique. MICROLOG 99-04734 
(1 fiche) 

Traitements et salaires 

Voir Fonction publique -- Traitements, indemnités, 

etc. 


Traitements, indemnités, etc. 
See also Civil service -- Salaries 


Divulgation pour 1998 en vertu de la Loi de 1996 
sur la divulgation des traitements dans le secteur 
public. MICROLOG 99-04911 (4 fiche) 


Fonctionnaires locaux 
See also Local officials and employees 


Pensions 


See also Local officials and employees -- Salaries, 
pensions, etc. 


Food 
See also Cookery; Diet; Farm produce; Fish as 
food; Food, Natural; Fruit; Grain; Nutrition; 
Snack foods 


Quality 


Quality of 1996 Ontario canola : final report. 
MICROLOG 99-04851 (1 fiche) 

Quality of 1996 western Canadian solin, low 
linoleic flaxseed. MICROLOG 99-04868 (1 fiche) 

Quality of 1997 Ontario canola : final report. 
MICROLOG 99-04850 (1 fiche) 

Quality of 1998 western Canadian mustard. 
MICROLOG 99-04847 (1 fiche) 

Quality of Canadian soybean, 1997. MICROLOG 
99-04872 (1 fiche) 

Quality of Canadian soybean, 1998. MICROLOG 
99-04871 (1 fiche) 

Quality of western Canadian canola, 1997. 
MICROLOG 99-04895 (1 fiche) 

Quality of western Canadian canola, 1998. 
MICROLOG 99-04894 (1 fiche) 

Quality of western Canadian flaxseed, 1997. 
MICROLOG 99-04888 (1 fiche) 

Quality of western Canadian flaxseed, 1998. 
MICROLOG 99-04887 (1 fiche) 

Quality of western Canadian mustard, 1996. 
MICROLOG 99-04849 (1 fiche) 

Quality of western Canadian mustard, 1997. 
MICROLOG 99-04848 (1 fiche) 

Report on the quality of 1997 western Canadian 
solin, low linoleic flaxseed. MICROLOG 
99-04867 (1 fiche) 


Sensory evaluation 


Seasoned fish frying mix sensory panel : final 
report. MICROLOG 99-04643 (1 fiche) 

To develop a spiced flavored sunflower seed 
product for the confection market : final report. 
MICROLOG 99-04449 (1 fiche) 

Testing 


See also Food -- Sensory evaluation 


MICROLOG 


Food additives 
Voir aussi Aliments -- Additifs 


Health Canada's review of policies concerning the 
addition of vitamins and minerals to foods : 
stakeholder consultation, Evaluation of Food 
Fortification Approaches : synopsis of plenary 
sessions. MICROLOG 99-04516 (1 fiche) 


Food adulteration and inspection 
See also Fish as food -- Contamination 


1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Food Inspection Agency. 
MICROLOG 99-04704 (1 fiche) 


Food aid programs See Food relief 


Food contamination 
See also Fish as food -- Contamination 


Food control See Food supply 


Food habits 
See also Diet 


Food industry and trade 

See also Agricultural marketing boards; Farm 
produce; Food processing; Food supply; Grain 
trade; Liquor industry; Meat industry and trade; 
Milk trade 

International trade in agricultural and food 
products : the role of state trading enterprises. 
MICROLOG 99-04443 (2 fiche) 

The Saskatchewan food processing industry, an 
analysis of opportunities and challenges at the 
dawn of the 21st century. MICROLOG 99-04463 
(1 fiche) 

Saskatchewan hotel, restaurant, wholesalers, 
processors and growers directory, 1993. 
MICROLOG 99-04471 (1 fiche) 


Food law and legislation 
Voir aussi Aliments -- Droit 


A Plan for legislative renewal : summary report. 
MICROLOG 99-04981 (1 fiche) 


Food, Natural 
See also Organic farming à 
A Marketing study, feasibility of packaging organic 
sprouting seeds : final report. MICROLOG 
99-04503 (1 fiche) 


Food preparation See Cookery; Food industry 
and trade 


Food prices 
See also Farm produce -- Marketing 


Food processing 

Processing and utilization of oats and barley, a 
study intended to aid in the assessment of 
possibilities for increased utilization : final report. 
MICROLOG 99-04468 (1 fiche) 

The Saskatchewan food processing industry, an 
analysis of opportunities and challenges at the 
dawn of the 21st century. MICROLOG 99-04463 
(1 fiche) 


Food processing plants 
Watson Meat Processors Ltd., business plan for 
establishing a poultry processing facility in 
Watson, Saskatchewan. MICROLOG 99-04469 
(2 fiche) 
Environmental aspects 
Babineau Fisheries Ltd., water sampling program, 
project no. 80307. MICROLOG 99-04640 
(1 fiche) 
Food relief 
Voir aussi Aide alimentaire 
Canada’s action plan for food security : a response 


to the World Food Summit. MICROLOG 
99-04410 (1 fiche) 


Food service 
See also Restaurants, lunch rooms, etc. 


Food supply 
See also Agriculture 


Canada’s action plan for food security : a response 
to the World Food Summit. MICROLOG 
99-04410 (1 fiche) 

Food tasting See Food -- Sensory evaluation 
Food trade See Farm produce -- Marketing; Food 
industry and trade 
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Forage plants 

See also Alfalfa 

Adaptation and recommendation testing of forage 
varieties in Saskatchewan : final progress report. 
MICROLOG 99-04454 (2 fiche) 

District #21 soil conservation program : final 
report. MICROLOG 99-04473 (1 fiche) 

Indian head lentils as a forage/grass : final report. 
MICROLOG 99-04453 (1 fiche) 


Forage seed 
See also Alfalfa 


Foreign aid program See Economic assistance 


Foreign economic relations See International 
economic relations 


Foreign exchange 
See also Foreign exchange rates 


Foreign exchange rates 
The Exchange rate regime and Canada's 
monetary order. MICROLOG 99-04638 (1 fiche) 
Real effects of collapsing exchange rate regimes : 
an application to Mexico. MICROLOG 99-04547 
(1 fiche) 


Foreign investment in Canada 

Saskatchewan Government Growth Fund Il Ltd. : 
Annual report 1998. MICROLOG 99-04905 
(1 fiche) 

Saskatchewan Government Growth Fund III Ltd. : 
Annual report 1998. MICROLOG 99-04906 
(1 fiche) 

Saskatchewan Government Growth Fund IV Ltd. : 
Annual report 1998. MICROLOG 99-04907 
(1 fiche) 

Saskatchewan Government Growth Fund Ltd. : 
Annual report 1998. MICROLOG 99-04904 
(1 fiche) 

Saskatchewan Government Growth Fund 
Management Corporation : Annual report 1998. 
MICROLOG 99-04903 (1 fiche) 


Foreign policy See International relations 
Foreign trade See International trade 


Foreign trade promotion 
See also Export marketing 


Opening doors to the world : Canada’s 
international market access priorities, 1999. 
MICROLOG 99-04405 (3 fiche) 


Foreign trade regulation 
See also Commercial treaties 


Forest birds 
Voir aussi Oiseaux des foréts 


Forest ecology 
See also Trees -- Growth 


Saskatchewan 
Saskatchewan's state of the environment report, 
1999 : the Boreal Shield Ecozone, a land of lakes 
and forests. MICROLOG 99-05000 (2 fiche) 
Forest economics See Forests and forestry -- 
Economic aspects 


Forest entomology See Forest insects 


Forest fauna 
See also Forest insects 


Forest genetics 
Voir aussi Génétique forestiére 


Economic impact of genetic improvement of 
Norway spruce. MICROLOG 99-05003 (1 fiche) 

Forest management impacts on genetics of forest 
tree species. MICROLOG 99-04780 (1 fiche) 


Forest health 
1997 Canadian acid rain assessment, vol. 4 : the 
effects on Canada’s forests. MICROLOG 
99-04425 (1 fiche) 
Forest industries See Forest products industry 
Forest industry See Forest products industry 
Forest insects 
Voir aussi Insectes forestiers 
Control 
Voir aussi Insectes forestiers -- Contrôle 


The Pine shoot beetle. MICROLOG 99-04430 
(1 fiche) 


Forest law See Forestry law and legislation 


Forest machinery Vs 
Harvesting systems and equipment in British 
Columbia. MICROLOG 99-05015 (3 fiche) 


Forest management 
Forest management impacts on genetics of forest 
tree species. MICROLOG 99-04780 (1.fiche) 
A Literature review of ice storm impacts on forests 
in eastern North America. MICROLOG 99-04778 
(1 fiche) 
Forest mapping 
Prince Edward Island 1935-36 forest cover type 
mapping. MICROLOG 99-04947 (1 fiche) 


Forest nurseries 
Power Greenhouses Inc. : Financial statements, 
1998. MICROLOG 99-04908 (1 fiche) 


Forest planting See Forests and forestry 
Forest policy 
See also Forest management 
Forest production See Forest products; Forests 
and forestry -- Economic aspects 


Forest products 
Voir aussi Produits forestiers 


Saskatchewan 


Saskatchewan Forest Products Corporation : 
Annual report 1998. MICROLOG 99-04815 
(1 fiche) 
Forest products industry 
Voir aussi Produits forestiers -- Industrie 
The Wood industry in Atlantic Canada : a focus on 
value-added. MICROLOG 99-04754 (2 fiche) 
Forest site preparation See Tree planting -- Site 
preparation 
Forest surveys 
See also Aerial photography; Forest mapping 
Forest tree genetics See Forest genetics 


Foresterie — 
Etude et enseignement 

See also Forestry schools and education 
Forestry See Forests and forestry z 
Forestry education See Forestry schools and 

education 
Forestry engineering 

See also Forest machinery 
Forestry industry See Forests and forestry 


Forestry law and legislation 
British Columbia. Forest Appeals Commission : 
Annual report 1998. MICROLOG 99-04984 
(1 fiche) 
Forestry schools and education 
Woodlot management homestudy course, module 
10 : managing woodlot finances, A) planning and 
investment guide. MICROLOG 99-04963 
(1 fiche) 
Forests and forestry 
See also Forest health; Forest management; 
Logging; Taigas; Tree planting; Trees; Woodlots 


Computer programs 

Patch Analyst user’s manual, a tool for quantifying 
landscape structure. MICROLOG 99-04968 
(1 fiche) 

Ecology 
See Forest ecology 
Economic aspects 

See also Forest management 

Economic impact of genetic improvement of 
Norway spruce. MICROLOG 99-05003 (1 fiche) 

Power Greenhouses Inc. : Financial statements, 
1998. MICROLOG 99-04908 (1 fiche) 

Woodlot management homestudy course, module 
10 : managing woodlot finances, A) planning and 
investment guide. MICROLOG 99-04963 
(1 fiche) 

Genetics 
See Forest genetics 
Law and legislation 
See Forestry law and legislation 


Forests and forestry (cont’d) 
Mapping 
See Forest mapping 
Study and teaching 
See Forestry schools and education 
Atlantic Provinces 
See also Forests and forestry -- Prince Edward 
Island 
The Wood industry in Atlantic Canada : a focus on 
value-added. MICROLOG 99-04754 (2 fiche) 
British Columbia 
Tree growth for 15 years following stumping in 
interior British Columbia. MICROLOG 99-04438 
(1 fiche) 
Prince Edward Island 
Prince Edward Island 1935-36 forest cover type 
mapping. MICROLOG 99-04947 (1 fiche) 
Foréts Voir Foréts et sylviculture 
Gestion 
Voir aussi Foréts privées 
Santé 
See a/so Forest health 
Foréts et sylviculture 
Voir aussi Arbres; Foréts privées 
Aspect économique 
Voir aussi Foréts privées 
Impact économique de l'amélioration génétique de 
l'épinette de Norvège. MICROLOG 99-05003 
(1 fiche) 
Droit 
See also Forestry law and legislation 
Logiciels 
See also Forests and forestry -- Computer 
programs 
Recherche en génétique 
Voir Génétique forestiére 
Île-du-Prince-Édouard 
See also Forests and forestry -- Prince Edward 
Island 
Provinces de l'Atlantique 
See also Forests and forestry -- Atlantic Provinces 
L'industrie du bois dans le Canada Atlantique : 
pleins feux sur la valeur ajoutée. MICROLOG 
99-04755 (2 fiche) 


Forêts privées 
See also Woodlots 
Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. MICROLOG 99-04574 
(1 fiche) 
Formation en cours d’emploi 
Voir aussi Personnel 


Formation professionnelle 
Voir aussi Enseignants -- Formation; Personnel -- 
Formation 


Fossil fuels 
See also Natural gas 


Fossiles 
Géologie des provinces précambriennes du lac 
Supérieur et de Grenville et fossiles du 
Précambrien en Amérique du nord. MICROLOG 
99-04646 (5 fiche) 


Fossils 
Voir aussi Fossiles 
Fourrures 
Industrie et commerce 
See also Fur trade 


Fracture mechanics 

Fracture resistance of Canadian patrol frigate hull 

steels. MICROLOG 99-04853 (1 fiche) 

Frangais (Langue) 

Voir aussi Politique linguistique 

Politique 

Voir Politique linguistique 
France 

Voir aussi France 
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France (cont’d) 
Commerce 
Voir aussi France -- Commerce 


Agri-food country profile, France. MICROLOG 
99-04783 (1 fiche) 


France 
See also France 


Commerce 
See also France -- Commerce 


Profil du secteur agroalimentaire, France. 
MICROLOG 99-04783 (1 fiche) 


Freedom of information 
See also Government information 


1999-2000 estimates, part Ill, report on plans and 
priorities : offices of the Information and Privacy 
commissioners. MICROLOG 99-04592 (1 fiche) 

Citizenship & Immigration Canada, report card on 
compliance with response deadlines under the 
Access to Information Act. MICROLOG 99-04543 
(2 fiche) 

Department of Foreign Affairs & International 
Trade, report card on compliance with response 
deadlines under the Access to Information Act. 
MICROLOG 99-04546 (2 fiche) 

Health Canada, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04545 (2 fiche) 

National Defence, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04539 (1 fiche) 

Privy Council Office, report card on compliance 
with response deadlines under the Access to 
Information Act. MICROLOG 99-04541 (1 fiche) 

Revenue Canada, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04544 (1 fiche) 

Saskatchewan Information & Privacy 
Commissioner : Annual report 1997-98. 
MICROLOG 99-04823 (1 fiche) 


Freezing and opening of rivers, lakes, 
etc. See Ice on rivers, lakes, etc. 


Freight and freightage 
See also Containerization; Grain -- Transportation; 
Railroads -- Freight; Trucking; Vehicles 


French Canadians 
See also Acadians 
French clover See Alfalfa 


Fringe benefits, Employee See Employee 
fringe benefits 


Fruit 
Currants and gooseberries -- Rev. MICROLOG 
99-04682 (1 fiche) 


Fruits 
See also Fruit 


Fuel 
See a/so Natural gas 
Fumier 
Manutention 
See also Manure handling 


Fur trade 
Phase II product development project, to develop 
the technologies to tan hair-on hides at a 
commercial level : final report. MICROLOG 
99-04883 (1 fiche) 


Fur-bearing animals 
See also Bears 


Furriers See Fur trade 
G 


Galleries See Museums and galleries 
Gambling 
See also Casinos 


Saskatchewan Liquor & Gaming Authority : Annual 
report 1997-98. MICROLOG 99-04827 (1 fiche) 


Game farms 
Establishment of a national wild boar association : 
final report. MICROLOG 99-04481 (1 fiche) 


Game management See Wildlife management 


Games 
See also Gambling 

Garantie des dépôts bancaires Voir 
Assurance-dépôts 


Garbage and garbage disposal See Refuse 
and refuse disposal 


Gardenin 
See also Greenhouses; Weeds 


Currants and gooseberries -- Rev. MICROLOG 
99-04682 (1 fiche) 


Gas companies 
SaskEnergy : Annual report 1998. MICROLOG 
99-04710 (1 fiche) 


Gas industry 
Saskatchewan 
SaskEnergy : Annual report 1998. MICROLOG 
99-04710 (1 fiche) 
SaskEnergy Incorporated and subsidiaries : 
Financial statements 1998. MICROLOG 
99-04949 (1 fiche) 


Gas manufacture and works 
See also Gas companies 
Gas, Natural See Natural gas 
Companies 
See Gas companies 
Saskatchewan 
See Natural gas -- Saskatchewan 


Gases 
See also Greenhouse gases; Natural gas; 
Nitrogen; Radon 


Gaz 
Voir aussi Gaz de serre 
Industrie 
See also Gas industry 


Gaz de serre 
See also Greenhouse gases 


La Santé de l'air que nous respirons, vers une 
agriculture durable au Canada. MICROLOG 
99-04465 (2 fiche) 


Gaz naturel 
See also Natural gas 
Pipelines 
Voir aussi Gazoduc de la route de l'Alaska 


Gazoduc de la route de l’Alaska 
See also Alaska Highway Gas Pipeline 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : 
Administration du pipe-line du Nord. MICROLOG 
99-04723 (1 fiche) 


Gazon Voir Pelouses 


Gendarmerie royale du Canada 

See also Royal Canadian Mounted Police 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Comité 
externe d’examen de la GRC. MICROLOG 
99-04706 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission des plaintes du public contre la 
GRC. MICROLOG 99-04693 (1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Gendarmerie royale du Canada. MICROLOG 
99-04623 (2 fiche) 


Genetics 
See also Forest genetics 


Génétique 
Voir aussi Génétique forestiére 


Génétique forestiére 
See also Forest genetics 


Impact économique de l'amélioration génétique de 
l'épinette de Norvège. MICROLOG 99-05003 
(1 fiche) 
Génétique végétale 
Voir aussi Génétique forestière 


Génie civil 
Voir aussi Travaux publics 
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Geochemical prospecting 
Ontario 

Atikokan area high density lake sediment and 
water geochemical survey, northwestern Ontario 
: new Au and PGE exploration targets. 
MICROLOG 99-04633 (1 fiche) 

Geochemical, heavy mineral and pebble lithology 
data, surficial sediment sampling program, Wawa 
region, northeastern Ontario. MICROLOG 
99-04630 (1 fiche) 

Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Opasatika Lake Area, 
northeastern Ontario. MICROLOG 99-04628 
(1 fiche) 

Results of regional humus and till sampling in the 
eastern part of the Shebandowan greenstone 
belt, northwestern Ontario. MICROLOG 
99-04632 (2 fiche) 


Geognosy See Geology 
Géographie 


Voir aussi Emigration et immigration 


Géographie de la population 
Voir aussi Emigration et immigration 


Geography 
See a/so Emigration and immigration 


Geologic mapping See Geological mapping 


Geological mapping 
Precambrian geology of the Colpitts-Bury Lakes 
area, eastern Melchett Lake greenstone belt. 
MICROLOG 99-04629 (2 fiche) 
Precambrian geology of the Dayohessarah Lake 
area, White River, Ontario. MICROLOG 99-04631 
(1 fiche) 


Geological research See Geology -- Research 


Geological surveys 
See also Seismic surveys 


Geological time 
Current research 1999-F : radiogenic age and 
isotopic studies : report, 12. MICROLOG 
99-04585 (1 fiche) 


Géologie 
See also Geology 


Géologie des provinces précambriennes du lac 
Supérieur et de Grenville et fossiles du 
Précambrien en Amérique du nord. MICROLOG 
99-04646 (5 fiche) 


Recherche 
See also Geology -- Research 
Ontario 
See also Geology -- Ontario 


se 
See also Drift, Geological time; Isotope geology; 
Lake sediments; Mineralogy; Ore deposits 


Research 


Report of activities : Resident Geologist Program, 
Kirkland Lake Regional Resident Geologist 
report, Kirkland Lake and Sudbury districts, 
1998. MICROLOG 99-04667 (1 fiche) 

Report of activities : Resident Geologist Program, 
Red Lake Regional Resident Geologist report, 
Red Lake and Kenora districts, 1998. 
MICROLOG 99-04525 (2 fiche) 

Report of activities : Resident Geologist Program, 
Thunder Bay North Regional Resident Geologist 
report, Thunder Bay North and Sioux Lookout 
districts, 1998. MICROLOG 99-04681 (1 fiche) 

Report of activities : Resident Geologist Program, 
Thunder Bay South Regional Resident Geologist 
report, Thunder Bay South District, 1998. 
MICROLOG 99-04680 (1 fiche) 

Report of activities : Resident Geologist Program, 
Timmins Regional Resident Geologist report, 
Timmins and Sault Ste. Marie districts, 1998. 
MICROLOG 99-04665 (2 fiche) 

Summary of field work and other activities, 1998. 
MICROLOG 99-04649 (4 fiche) 


Atlantic Provinces 
See also Geology -- Nova Scotia 


a —— 


A bibliographic citation of each title 
can be found in the Title Index section 


93 


MICROLOG 


Geology (cont'd) 
British Columbia 


Lithoprobe, southern Vancouver Island, British 
Columbia : geology. MICROLOG 99-04467 
(2 fiche) 

Nova Scotia 


Mining matters for Nova Scotia "98, opportunities 
for economic development. MICROLOG 
99-04974 (1 fiche) 

Ontario 

Precambrian geology of the Colpitts-Bury Lakes 
area, eastern Melchett Lake greenstone belt. 
MICROLOG 99-04629 (2 fiche) 

Precambrian geology of the Dayohessarah Lake 
area, White River, Ontario. MICROLOG 99-04631 
(1 fiche) 

Report of activities : Resident Geologist Program, 
Kirkland Lake Regional Resident Geologist 
report, Kirkland Lake and Sudbury districts, 
1998. MICROLOG 99-04667 (1 fiche) 

Report of activities : Resident Geologist Program, 
Thunder Bay North Regional Resident Geologist 
report, Thunder Bay North and Sioux Lookout 
districts, 1998. MICROLOG 99-04681 (1 fiche) 

Report of activities : Resident Geologist Program, 
Thunder Bay South Regional Resident Geologist 
report, Thunder Bay South District, 1998. 
MICROLOG 99-04680 (1 fiche) 

Report of activities : Resident Geologist Program, 
Timmins Regional Resident Geologist report, 
Timmins and Sault Ste. Marie districts, 1998. 
MICROLOG 99-04665 (2 fiche) 

Special project : Timmins ore deposit descriptions. 
MICROLOG 99-04457 (3 fiche) 

Summary of field work and other activities, 1998. 
MICROLOG 99-04649 (4 fiche) 

Western Provinces 


See also Geology -- British Columbia 


Geomatics 
See also Ice on rivers, lakes, etc. -- Remote 
sensing 
Geomatics technology roadmap : special report. 
MICROLOG 99-04606 (1 fiche) 


Géomatique 
See also Geomatics 


Geoscience See Geology 
Gestation Voir Grossesse 


Gestion 
Voir aussi Administration des programmes; 
Agriculture -- Coût; Céréales -- Qualité; Forêts 
privées; Gestion de l'information; Gestion du 
personnel; Gestion du risque; Santé, Services de 
-- Administration 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Centre 
canadien de gestion. MICROLOG 99-04743 
(1 fiche) 


Gestion de l’information 
Voir aussi Systèmes d'information 


Bureau du Conseil privé, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04542 
(1 fiche) 

Citoyenneté et immigration Canada, fiche de 
rendement : observation des délais prévus dans 
la Loi sur l'accès à l'information. MICROLOG 
99-04543 (2 fiche) 

Défense nationale, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04540 
(1 fiche) 

Ministère des affaires étrangères & commerce 
international, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04546 (2 fiche) 

Revenu Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04544 (1 fiche) 

Santé Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04545 (2 fiche) 


Gestion de projet 
See also Project management 
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Gestion d’entreprise 
Voir aussi Hygiéne industrielle 


Gestion des ressources 
Voir aussi Foréts privées 


Gestion des ressources 
informationnelles Voir Gestion de l'information 


Gestion du personnel é 

Voir aussi Fonction publique -- Gestion du 
personnel; Fonction publique -- Relations de 
travail; Personnel -- Formation; Programmes 
d'action positive; Sécurité d'emploi, Stimulants 
dans l'industrie 

Logiciels 

See also Personnel management -- Computer 

programs 


Rapport provisoire no 2 sur le Projet d’implantation 
du système PeopleSoft. MICROLOG 99-04437 
(1 fiche) 

Rapport provisoire sur le Projet d'implantation du 
système PeopleSoft. MICROLOG 99-04436 
(1 fiche) 


Gestion du risque 
See also Risk management 
Cap sur le prochain millénaire au gouvernement, 
guide pour la continuité des opérations en 
regard du problème de l'an 2000 : version finale 
2.2. MICROLOG 99-04910 (2 fiche) 
Gibier d’eau 
See also Waterfowl 


Ginseng 
The Effect of production practices on the quality of 
ginseng roots. MICROLOG 99-04668 (1 fiche) 


Gites minéraux 
See also Ore deposits 


Glace de mer 
See also Sea ice 


Glace sur les riviéres, les lacs, etc. 
See also Ice on rivers, lakes, etc. 


Glaciology 
See also Ice on rivers, lakes, etc.; Sea ice 


Gold discoveries See Gold mines and mining : 


Gold mines and mining 
Ontario 
Precambrian geology of the Dayohessarah Lake 
area, White River, Ontario. MICROLOG 99-04631 
(1 fiche) 
Special project : Timmins ore deposit descriptions. 
MICROLOG 99-04457 (3 fiche) 


Gold rush See Gold mines and mining 
Goods, Consumer See Consumer goods 
Gouvernement Voir Politique et gouvernement 


Gouvernement fédéral 
Voir aussi Elections; Relations fédérales- 
provinciales 
Répertoires 
See also Federal government -- Directories 


Guide des programmes et services fédéraux pour 
les enfants et les jeunes -- 2e éd. MICROLOG 
99-04763 (2 fiche) 


Gouvernement provincial 
Voir aussi Relations fédérales-provinciales 


Finances 
See also Provincial government -- Finance 


Budget des dépenses du Manitoba de 1999 pour 
l'exercice se termiant le 31 mars 2000, déposé 
pour adoption lors de la cinquième session de la 
trente-sixième législature. MICROLOG 99-04496 
(2 fiche) 

Budget des recettes du Manitoba de 1999 pour 
l'exercice se terminant le 31 mars 2000 déposé 
pour adoption lors de la cinquième session de la 
trente-sixième législature. MICROLOG 99-04586 
(1 fiche) 


Gouvernement régional 
Voir aussi Finances municipales 


Gouvernement représentatif 
Voir aussi Gouvernement fédéral 
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Government See Politics and government 


Government agencies See Administrative 
agencies 


Government aid to education | 
Capital funding of Ontario schools. MICROLOG 
99-04671 (1 fiche) 
School Division Tax Loss Compensation Fund : 
Financial statement, 1997-98. MICROLOG 
99-04978 (1 fiche) 


Government aid to research See Research — 
Government aid 


Government aid to the arts 
Voir aussi Aide de l'Etat aux arts 


Saskatchewan Arts Board : Annual report 1997-98. 
MICROLOG 99-04713 (1 fiche) 


Government and business See Industry and 
state 


Government and forestry See Forestry law and 
legislation 


Government assistance See Economic 
assistance, Domestic 


Government auditing 
Voir aussi Finances publiques -- Vérification 
comptable 


1999-2000 estimates, part III, report on plans and 
priorities : Office of the Auditor General of 
Canada. MICROLOG 99-04590 (1 fiche) 

Audit of the Public accounts, 1997-98. MICROLOG 
99-04432 (1 fiche) 

Report of the Provincial Auditor to the Legislative 
Assembly of Saskatchewan on the 1998 financial 
statements of CIC subsidiary Crown 
corporations. MICROLOG 99-04930 (1 fiche) 

Report of the Provincial Auditor to the Legislative 
Assembly of Saskatchewan on the financial 
statements of Crown agencies for years ending 
in the period April 1, 1997 to December 31, 1998. , 
MICROLOG 99-04933 (1 fiche) 


Government buildings See Public buildings 


Government business enterprises 
International trade in agricultural and food 
products : the role of state trading enterprises. 
MICROLOG 99-04443 (2 fiche) 


Government employees See Civil service 
Government, Federal See Federal government 


Government information, 
Voir aussi Information sur l'Etat 


1999-2000 estimates, part Ill, report on plans and 
priorities : Canada Information Office. 
MICROLOG 99-04708 (1 fiche) 

Citizenship & Immigration Canada, report card on 
compliance with response deadlines under the 
Access to Information Act. MICROLOG 99-04543 
(2 fiche) 

Department of Foreign Affairs & International 
Trade, report card on compliance with response 
deadlines under the Access to Information Act. 
MICROLOG 99-04546 (2 fiche) 

Health Canada, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04545 (2 fiche) 

National Defence, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04539 (1 fiche) 

Privy Council Office, report card on compliance 
with response deadlines under the Access to 
Information Act. MICROLOG 99-04541 (1 fiche) 

Revenue Canada, report card on compliance with 
response deadlines under the Access to 
Information Act. MICROLOG 99-04544 (1 fiche) 


Government lending 
See also Economic assistance, Domestic 


Government ownership 
See also Crown corporations 


Government procurement See Government 
purchasing 


Government programs 
Voir aussi Programmes gouvernementaux 


Guide to federal programs and services for 
children and youth - 2d ed. MICROLOG 
99-04762 (2 fiche) 
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Government, Provincial See Provincial 
government 


Government publications 
Queen's Printer Revolving Fund : Financial 
statements, 1997-98. MICROLOG 99-04950 
(1 fiche) 


Government purchasing 
See also Expenditures, Public 
Business Transformation Project review. 
MICROLOG 99-04458 (2 fiche) 


Government regulation See Trade regulation 


Government reorganization See Administrative 
agencies -- Reorganization 


Governmental investigations 
See also Freedom of information; Ombudsman 


Graduates, College See College graduates 


Grain 
See also Barley; Feeds; Grain trade; Oats; Poultry 
-- Feeding and feeds; Wheat 


Exports and imports 


Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1997. 
MICROLOG 99-04793 (1 fiche) 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1998. 
MICROLOG 99-04792 (1 fiche) 


Quality control 
Voir aussi Céréales -- Qualité 


Barley Cleanliness Committee report. MICROLOG 
99-04788 (1 fiche) 

Identity preserved systems in the Canadian grain 
industry : a discussion paper. MICROLOG 
99-04880 (1 fiche) 

Quality of 1997 Ontario wheat : a report. 
MICROLOG 99-04874 (1 fiche) 

Quality of 1998 Ontario wheat : a report. 
MICROLOG 99-04873 (1 fiche) 

Quality of 1998 Quebec, Canada, eastern red 
wheat. MICROLOG 99-04876 (1 fiche) 

Quality of Quebec wheat, no. 1 and no. 2 Canada 
eastern red wheat, 1997 and 1996 composite 
samples : a report. MICROLOG 99-04877 
(1 fiche) 

Quality of western Canadian feed barley and 
hulless barley, 1997. MICROLOG 99-04896 
(1 fiche) 

Quality of western Canadian malting barley, 1997. 
MICROLOG 99-04897 (1 fiche) 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1997. 
MICROLOG 99-04793 (1 fiche) 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1998. 
MICROLOG 99-04792 (1 fiche) 

Storage 

See also Grain elevators 

Transportation 


Voir aussi Céréales -- Transport 


Identity preserved systems in the Canadian grain 
industry : a discussion paper. MICROLOG 
99-04880 (1 fiche) 


Grain elevators 
Feasibility study for an inland grain terminal at 
Wadena, Saskatchewan : final report. 
MICROLOG 99-04455 (1 fiche) 


Grain trade 
See also Grain -- Exports and imports 


Canadian Grain Commission governance review. 
MICROLOG 99-04789 (1 fiche) 

Canadian Wheat Board : Annual report 1997-98. 
MICROLOG 99-04625 (1 fiche) 

Cereals sector profile. MICROLOG 99-04786 
(1 fiche) 

Feasibility study for an inland grain terminal at 
Wadena, Saskatchewan : final report. 
MICROLOG 99-04455 (1 fiche) 

Identity preserved systems in the Canadian grain 
industry : a discussion paper. MICROLOG 
99-04880 (1 fiche) 


Graines oléagineuses 
See also Oilseeds 


Graines oléagineuses (cont’a) 


Profil du secteur des oléagineux. MICROLOG 
99-04761 (1 fiche) 


Graminées 
Voir aussi Orge; Pelouses 


Maladies et insectes ravageurs des gazons en 
Ontario, manuel à l'usage des spécialistes de 
l'entretien des gazons. MICROLOG 99-04409 
(1 fiche) 


Grants in aid of research See Research grants 


Grants-in-aid 
See also Research grants 


Granulats 
See also Aggregates (Building materials) 


Graphic arts 
See also Digital mapping 


Grass seed 

Seed production of Altai wildrye grass. 
MICROLOG 99-04579 (1 fiche) 

Seed production of crested wheatgrass. 
MICROLOG 99-04565 (1 fiche) 

Seed production of Dahurian wildrye grass. 
MICROLOG 99-04566 (1 fiche) 

Seed production of intermediate wheatgrass. 
MICROLOG 99-04567 (1 fiche) 

Seed production of Kentucky bluegrass. 
MICROLOG 99-04568 (1 fiche) 

Seed production of meadow bromegrass. 
MICROLOG 99-04581 (1 fiche) 

Seed production of northern wheatgrass. 
MICROLOG 99-04580 (1 fiche) 

Seed production of smooth bromegrass. 
MICROLOG 99-04564 (1 fiche) 

Seed production of western wheatgrass. 
MICROLOG 99-04569 (1 fiche) 


Grasses 
See also Barley; Oats; Wheat 


Seed production of Altai wildrye grass. 
MICROLOG 99-04579 (1 fiche) 

Seed production of crested wheatgrass. 
MICROLOG 99-04565 (1 fiche) 

Seed production of Dahurian wildrye grass. 
MICROLOG 99-04566 (1 fiche) 

Seed production of intermediate wheatgrass. 
MICROLOG 99-04567 (1 fiche) 

Seed production of Kentucky bluegrass. 
MICROLOG 99-04568 (1 fiche) 

Seed production of meadow bromegrass. 
MICROLOG 99-04581 (1 fiche) 

Seed production of northern wheatgrass. 
MICROLOG 99-04580 (1 fiche) 

Seed production of smooth bromegrass. 
MICROLOG 99-04564 (1 fiche) 

Seed production of western wheatgrass. 
MICROLOG 99-04569 (1 fiche) 

Selection, field testing and management of 
minimum care turfgrasses in Saskatchewan : 
final report. MICROLOG 99-04448 (1 fiche) 


Grasslands 
See also Pastures 


Grazing 

Beacon Hill cell grazing : final report. MICROLOG 
99-04472 (1 fiche) 

Indian head lentils as a forage/grass : final report. 
MICROLOG 99-04453 (1 fiche) 

Rotational grazing project : final report. 
MICROLOG 99-04452 (1 fiche) 

Rotational grazing study : final report. MICROLOG 
99-04487 (1 fiche) 


Green marketing 
Voir aussi Marketing vert 
The Role of greener products in the marketplace, a 
contribution to sustainable consumption : draft 
discussion paper. MICROLOG 99-04500 (1 fiche) 


Greenhouse gases 
Voir aussi Gaz de serre 
Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A version 1.0, report 1 : 
model description. MICROLOG 99-04756 
(2 fiche) 


Greenhouse gases (cont’a) 

Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A., version 1.0, report 2 : 
preliminary results of selected scenarios. 
MICROLOG 99-04757 (1 fiche) 

The Health of our air, toward sustainable 
agriculture in Canada. MICROLOG 99-04464 
(2 fiche) 

Greenhouse plants 

Greenhouse production of green tropical plants : 

final report. MICROLOG 99-04504 (1 fiche) 
Greenhouses 
See also Flowers 


Power Greenhouses Inc. : Financial statements, 
1998. MICROLOG 99-04908 (1 fiche) 


Greffe (Chirurgie) 
See also Transplantation of organs, tissues, etc. 
Rapport du Forum national sur la 
xénotransplantation : questions relatives aux 


aspects cliniques, déontologiques et 
réglementaires. MICROLOG 99-04536 (2 fiche) 


Grossesse 
Voir aussi Soins prénatals 


Nutrition pour une grossesse en santé, lignes 
directrices nationales à l'intention des femmes 
en âge de procréer. MICROLOG 99-04519 
(2 fiche) 


Groundwater 
See also Drainage 


Group insurance 
Public Employees Group Life Insurance Fund : 
Annual report 1998. MICROLOG 99-04836 
(1 fiche) 
Grouping procedures See Classification 
Guaranteed income See Income maintenance 
programs 


H 


Habitat (Écologie) 
Voir aussi Oiseaux -- Habitat 
Québec (Province) 


Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. MICROLOG 99-04574 
(1 fiche) 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. MICROLOG 99-04571 
(2 fiche) 

Les Oiseaux de la réserve écologique des 
Tourbières-de-Lanoraie. MICROLOG 99-04573 
(1 fiche) 


Habitat (Ecology) 
See also Fish -- Habitat 
British Columbia 


South Winchelsea Island and West Ballenas Island 
habitat survey. MICROLOG 99-04751 (1 fiche) 


Quebec (Province) 
Voir aussi Habitat (Ecologie) -- Québec (Province) 


Saskatchewan 


Saskatchewan. Fish & Wildlife Development Fund : 
Financial statements 1997-98. MICROLOG 
99-04952 (1 fiche) 

Habitations 
See also Dwellings 
Economies d’énergie 

See also Dwellings -- Energy conservation 

Energuide pour les maisons, guide technique. 
MICROLOG 99-04919 (1 fiche) 

Halibut 

Voir aussi Flétans 

Greenland halibut (turbot) experiments. 
MICROLOG 99-04533 (1 fiche) 

Handicapés physiques 
See also Physically handicapped 
Transport 
See also Physically handicapped -- Transportation 
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Handicapped 
See also Disability pensions; Physically 
handicapped 


Haricots 
See also Beans 


Hazardous goods See Hazardous substances 


Hazardous substances 
See also Arsenic; Explosives; Hazardous wastes; 
Herbicides; Mercury; Pesticides 


1999-2000 estimates, part III, report on plans and 
priorities : Hazardous Materials Information 
Review Commission. MICROLOG 99-04619 
(1 fiche) 

Hazardous waste disposal See Hazardous 
wastes 

Hazardous waste disposal sites See 
Hazardous waste sites 


Hazardous waste sites 
Manitoba 
Manitoba Hazardous Waste Management 
Corporation : Annual report 1997-98. 
MICROLOG 99-04589 (1 fiche) 


Hazardous waste treatment facilities 
See also Hazardous waste sites 


Hazardous wastes 
See a/so Hazardous waste sites 
Manitoba Hazardous Waste Management 
Corporation : Annual report 1997-98. 
MICROLOG 99-04589 (1 fiche) 


Health 

See also Alcoholism; Diet; Drug abuse; 
Environmental health; Juvenile delinquency; 
Nutrition; Prenatal care; Public health; Smoking; 
Women -- Health and hygiene 

Environmental aspects 
See Environmental health 
Saskatchewan 
See also Public health -- Saskatchewan 


Health cards 
International activities toward electronic health 
records : unique identification and PKI. 
MICROLOG 99-04537 (1 fiche) 


Health care See Medical care 
Health ecology See Environmental health 


Health facilities 
See also Hospitals; Medical laboratories 


Health foods See Food, Natural 


Health insurance 
See also Dental insurance 


Saskatchewan 
Extended Health Care Plan : Annual report 1998. 
MICROLOG 99-04808 (1 fiche) 
Extended Health Care Plan for Certain Other 
Employees : Annual report 1998. MICROLOG 
99-04812 (1 fiche) 


Health of workers See Industrial hygiene 


Health planning 

Voir aussi Santé publique -- Planification 

Building partnerships for health : lessons learned, 
"Nutrition for health : an agenda for action". 
MICROLOG 99-04759 (1 fiche) 

Ontario's strategy for Alzheimer disease and 
related dementias : a plan of action, for 
discussion. MICROLOG 99-04969 (2 fiche) 


Health products 
See also Patent medicines 


Health, Public See Public health 
Health records See Medical records 
Health research See Medicine -- Research 


Health risk assessment ; 
Voir aussi Risques pour la santé -- Evaluation 


1997 Canadian acid rain assessment, vol. 5 : the 
effects on human health. MICROLOG 99-04426 
(2 fiche) 

Cellular transmitter towers and hand-held 
telephones : are they hazardous? MICROLOG 
99-04642 (1 fiche) 


Health services See Public health 


Health services administration 
Voir aussi Santé, Services de -- Administration 
Setting the course, a framework for integrating 
addiction treatment services in Ontario. 
MICROLOG 99-04688 (1 fiche) 


Health surveys 
Voir aussi Santé publique -- Enquêtes 
Childhood asthma in sentinel health units : 
findings of the Student Lung Health Survey, 
1995-96. MICROLOG 99-04514 (1 fiche) 


Hearing 
Testing 
See Audiometry 


Heat 
Physiological effect 
Working under hot conditions. MICROLOG 
99-04859 (1 fiche) 
Transmission 
Measurement of SHGC and U-value of windows 
with insect screens. MICROLOG 99-04428 
(2 fiche) 
Heat transfer See Heat -- Transmission 


Heating 
See also Heat 


Heavy metals 
See also Mercury 


Environmental aspects 
See also Mercury -- Environmental aspects 
Hépatite C Voir Hépatite virale non Anon B 


Hépatite virale non Anon B 
See also Hepatitis C 


Groupe d'experts sur l'épidémiologie de l'hépatite 
C : rapport sur la réunion. MICROLOG 99-04521 
(1 fiche) 

Lignes directrices et recommandations relatives à 
la prévention et à la lutte contre l'hépatite C. 
MICROLOG 99-04444 (1 fiche) 


Hepatitis C 

Voir aussi Hépatite virale non A non B 

Guidelines and recommendations on the 
prevention and control of Hepatitis C. 
MICROLOG 99-04444 (1 fiche) 

Report on the Meeting of the Expert Panel on 
Hepatitis C Epidemiology. MICROLOG 99-04520 
(1 fiche) 


Herbe Voir Pelouses 


Herbes 
See also Herbs 


Herbicides 
Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
MICROLOG 99-04470 (1 fiche) 


Herbicides 
See also Herbicides 
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records : unique identification and PKI. 
MICROLOG 99-04537 (1 fiche) 

Tele-Homecare Consultation Workshop. 
MICROLOG 99-04662 (1 fiche) 

Virtual integration for better health : from concept 
to reality. MICROLOG 99-04522 (1 fiche) 

Workshop on Citizen Engagement and 
Accessibility in Relation to a National Health 
Infostructure : report of proceedings. 
MICROLOG 99-04489 (1 fiche) 

Science 

See also Information storage and retrieval systems 
-- Meteorology; Information storage and retrieval 
systems -- Oceanography 


Information sur l’État 
See also Government information 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau 
d'information du Canada. MICROLOG 99-04708 
(1 fiche) 

Bureau du Conseil privé, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès a l'information. MICROLOG 99-04542 
(1 fiche) 

Citoyenneté et immigration Canada, fiche de 
rendement : observation des délais prévus dans 
la Loi sur l'accès à l'information. MICROLOG 
99-04543 (2 fiche) 

Défense nationale, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04540 
(1 fiche) 

Ministère des affaires étrangères & commerce 
international, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04546 (2 fiche) 

Revenu Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04544 (1 fiche) 


So 


A bibliographic citation of each title 
can be found in the Title Index section 


99 


MICROLOG 


Information sur l’État (cont’d) 
Santé Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04545 (2 fiche) 


Information, Systèmes d’ Voir Systèmes 
d'information 


Information technology 

See also Computer programs 

Media measurement report, AFIF information 
technology sector, awareness area. MICROLOG 
99-04885 (1 fiche) 

Standards 

Government information and technology standards 
in times of restraint, an assessment of the current 
government information and technology 
standards program and options for the future. 
MICROLOG 99-04512 (1 fiche) 

Publicly available specifications and the public 
sector : a discussion paper prepared for the 
International Public Sector IT group (IPSIT). 
MICROLOG 99-04509 (1 fiche) 


Informatique 
Voir aussi Problème de l’arrivée de l'an 2000 
(Informatique) 


Informatisation Voir Systèmes d'information 


Infractions au code de la route 
Voir aussi Accidents de la route 


Infrastructure (Economics) 
See also Hospitals; Medical laboratories; Parks 
Ingénierie 
Voir aussi Camionnage; Céréales -- Qualité; 
Gazoduc de la route de l'Alaska; Travaux publics 
Innovations 
See a/so Technological innovations 
Innovations, Agricultural See Agricultural 
innovations 
Innovations, Technological See Technological 
innovations 
Inoculants, Microbial See Microbial inoculants 


Inoculants microbiens 
See also Microbial inoculants 


Catalogue des cultures microbiennes pour les 
aliments en Amérique du Nord. MICROLOG 
99-04813 (2 fiche) 


Inoculation of legumes See Legume inoculation 
Input-output analysis 

Measuring potential output within a state-space 

framework. MICROLOG 99-04417 (1 fiche) 

Insect pests 

Voir aussi Insectes nuisibles 

Control 

See also Forest insects -- Control 

Insectes 


Voir aussi Coléoptères; Insectes forestiers; 
Insectes nuisibles 


Collectionneurs et collections 

See also Insects -- Collectors and collecting 
Contrôle 

Voir aussi Insectes nuisibles, Lutte contre les 

Insectes forestiers 

See also Forest insects 
Contrôle 

See also Forest insects -- Control 

Le Grand hylésine des pins. MICROLOG 99-04430 

(1 fiche) 


Insectes nuisibles 
Le Grand hylésine des pins. MICROLOG 99-04430 
(1 fiche) 


Insectes nuisibles, Lutte contre les 
Voir aussi Insectes forestiers -- Contrôle 
Maladies et insectes ravageurs des gazons en 
Ontario, manuel à l'usage des spécialistes de 
l'entretien des gazons. MICROLOG 99-04409 
(1 fiche) 


Insects 
See also Beetles; Forest insects; Moths; Wasps 
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Insects (cont’d) 
Collectors and collecting 
Biodiversity survey of moths of Fundy National 
Park, | : a checklist of the macromoths of Fundy 
National Park and its greater ecosystem. 
MICROLOG 99-04923 (1 fiche) (Available on 
fiche only) 


Inservice education 
See also Employees 


Inservice training See Employees -- Training of 


Installations nucléaires i 
Voir aussi Centrales nucléaires; Energie nucléaire 


Institutions financiéres 
See also Financial institutions 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Bureau du 
surintendant des institutions financiéres du 
Canada. MICROLOG 99-04618 (1 fiche) 


Instruction See Education 


Instructional materials 
See also Audiovisual materials 
Saskatchewan Learning Resources Distribution 
Centre : Financial statement 1997-98. 
MICROLOG 99-04977 (1 fiche) 


Insurance 
See also Automobile insurance; Group insurance; 
Health insurance; Life insurance; Risk 
management 


Insurance, Automobile See Automobile 
insurance 


Insurance companies 
Saskatchewan Government Insurance : Annual 
report 1998. MICROLOG 99-05002 (1 fiche) 


Insurance, Dental See Dental insurance 
Insurance, Group See Group insurance 
Insurance, Health See Health insurance 
Insurance, Life See Life insurance 
Intellectual life See Cultural policy 


Intellectual property 
See also Copyright , 


Intelligence, Artificial See Artificial intelligence 


Intelligence artificielle 
See also Artificial intelligence 


Intelligence service 
Voir aussi Service des renseignements 


1999-2000 estimates, part III, report on plans and 
priorities : Security Intelligence Review 
Committee. MICROLOG 99-04593 (1 fiche) 


Intelligence tests 
See also Educational tests and measurements 


Interest rates 
Uncovering inflation expectations and risk 
premiums from internationally integrated 
financial markets. MICROLOG 99-04942 (1 fiche) 


Intergovernmental relations 
See also Federal-provincial relations; International 
relations; Interprovincial relations 
Saskatchewan. Dept. of Intergovernmental & 
Aboriginal Affairs : Annual report 1997-98. 
MICROLOG 99-04916 (1 fiche) 


Intergovernmental tax relations 
See also Federal-provincial relations 


Intermodal transportation See Containerization 


Internal revenue 
See also Licences 


International agreements See International 
obligations 


International competition 
See also Commercial treaties 


Competition policy and the international trade 
agenda : discussion paper. MICROLOG 
99-04765 (1 fiche) 

International trade in agricultural and food 
products : the role of state trading enterprises. 
MICROLOG 99-04443 (2 fiche) 


International competition (cont'd) 
Options for the internationalization of competition 
policy, defining Canadian interests. MICROLOG 
99-04764 (1 fiche) 


International conferences, congresses and 
conventions See Congresses and conventions 


International cooperation 
See also Congresses and conventions; 
Environmental protection -- International 
cooperation 


International economic relations 
See also Balance of payments; Economic 
assistance; Foreign exchange rates; International 
trade; Mexico -- Foreign economic relations 


1999-2000 estimates, part Ill, report on plans and 
priorities : NAFTA Secretariat, Canadian Section. 
MICROLOG 99-04742 (1 fiche) 

Competition policy and the international trade 
agenda : discussion paper. MICROLOG 
99-04765 (1 fiche) 

Options for the internationalization of competition 
policy, defining Canadian interests. MICROLOG 
99-04764 (1 fiche) 

Uncovering inflation expectations and risk 
premiums from internationally integrated 
financial markets. MICROLOG 99-04942 (1 fiche) 


International finance 
See also Balance of payments; Foreign exchange 
rates; Foreign investment in Canada 


International grants-in-aid See Economic 
assistance 


International law 
See also Commercial treaties; International 
obligations 


International marketing See Export marketing 


International migration See Emigration and 
immigration 


International obligations 
Voir aussi Obligations internationales 


Canada’s action plan for food security : a response 
to the World Food Summit. MICROLOG 
99-04410 (1 fiche) 


International payments, Balance of See 
Balance of payments 


International relations 
See also Commercial treaties; Congresses and 
conventions; Diplomacy; Environmental 
protection -- International cooperation; 
International competition; International economic 
relations; International obligations; Security, 
International 


1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian International Development 
Agency. MICROLOG 99-04622 (3 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Department of Foreign Affairs and 
International Trade. MICROLOG 99-04616 
(2 fiche) 

Canada and the early Cold War, 1943-57. 
MICROLOG 99-04886 (3 fiche) 

Documents on Canadian external relations, vol. 
21, 1955. MICROLOG 99-04869 (18 fiche) 


International security See Security, International 


International Standard Book Numbers 
Voir aussi Numéros normalisés internationaux du 
livre 


International trade 
Voir aussi Commerce international 


1999-2000 estimates, part III, report on plans and 
priorities : Department of Foreign Affairs and 
International Trade. MICROLOG 99-04616 
(2 fiche) 

Federal-Provincial-Territorial Symposium on 
International and Domestic Standards Issues 
Facing Canadian Governments. MICROLOG 
99-04796 (1 fiche) 

International trade in agricultural and food 
products : the role of state trading enterprises. 
MICROLOG 99-04443 (2 fiche) 

Opening doors to the world : Canada’s 
international market access priorities, 1999. 
MICROLOG 99-04405 (3 fiche) 
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Internet 
See also Internet (Computer network) 


Internet (Computer network) 
Media measurement report, AFIF information 
technology sector, awareness area. MICROLOG 
99-04885 (1 fiche) 


Interns (Education) 
See also Teachers -- Training of 


Interprovincial agreements See Interprovincial 
relations 


Interprovincial relations 
See also Federal government; Provincial 
government 


Council of Maritime Premiers (Canada) : Annual 
report 1997-98. MICROLOG 99-04990 (1 fiche) 


Intertidal zone See Coastal environment 


Interurban transportation 
Saskatchewan Transportation Company : Annual 
report 1998. MICROLOG 99-05004 (1 fiche) 


Inventaires écologiques 
See also Ecological surveys 


Inventions 
See also Technological innovations 


Invertebrate fisheries 
See also Lobster fisheries 


Invertebrates 
See also Clams; Insects; Lobsters; Mites 


Invertébrés aquatiques 
Voir aussi Crabes; Homards; Myes 


Investissement de fonds publics 
See a/so Investment of public funds 


Investissements 
Voir aussi Valeurs mobiliéres 


Investissements étrangers au Canada 
See a/so Foreign investment in Canada 


Investment of public funds 
Crown Investments Corporation of Saskatchewan : 
Annual report 1998. MICROLOG 99-04838 
(2 fiche) 
Investments 
See also Foreign investment in Canada; 
Investment of public funds; Securities; Venture 
capital 
Saskatchewan Development Fund Corporation 
and Saskatchewan Development Fund : Annual 
report 1998. MICROLOG 99-04816 (1 fiche) 


Investments, Foreign 
Canada 
See Foreign investment in Canada 
Irrigation 


Irrigation Crop Diversification Corporation : Annual 
report 1998. MICROLOG 99-04953 (1 fiche) 


Irrigation 
See also Irrigation 


ISBN Voir Numéros normalisés internationaux du 
livre 


Isotope geology 
Current research 1999-F : radiogenic age and 
isotopic studies : report, 12. MICROLOG 
99-04585 (1 fiche) 


lvresse Voir Alcoolisme 


Jardinage 
See also Gardening 


Jeunesse | 
Voir aussi Etudiants 
Protection, assistance, etc. 
See also Child welfare 


Jeunesse, Services a la 
See also Youth -- Services for 


Guide des programmes et services fédéraux pour 
les enfants et les jeunes - 2e éd. MICROLOG 
99-04763 (2 fiche) 


Jeux de hasard 
See also Gambling 


Job creation 
See also Vocational education 


Job creation programs See Employment 
programs 


Job securi 
Voir aussi Sécurité d'emploi 


Review of workforce adjustment, phase 2 : 
management of the program. MICROLOG 
99-04534 (1 fiche) 

Joints (Engineering) 
See also Welded joints 
Judges 
See also Justice, Administration of 


1999-2000 estimates, part III, report on plans and 
priorities : Office of the Commissioner for Federal 
Judicial Affairs. MICROLOG 99-04600 (1 fiche) 

Appointment, qualifications, tenure, etc. 

See Judges -- Selection and appointment 

Discipline 

Voir aussi Juges -- Discipline 

Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1998. 
MICROLOG 99-04582 (1 fiche) 

Salaries, pensions, etc. 

Report of the Tribunal on Salaries of Provincial 

Court Judges. MICROLOG 99-05017 (1 fiche) 
Selection and appointment 


Judicial Council of British Columbia : Annual 
report 1996-98. MICROLOG 99-04989 (1 fiche) 


Judicial power 
Judicial Council of British Columbia : Annual 
report 1996-98. MICROLOG 99-04989 (1 fiche) 


Judicial tenure See Judges -- Selection and 
appointment 


Judiciary See Courts; Judicial power 


Juges 

See also Judges 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau du 
Commissaire à la magistrature fédérale. 
MICROLOG 99-04600 (1 fiche) 

Discipline 

See also Judges -- Discipline 

Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1998. 
MICROLOG 99-04582 (1 fiche) 

Sélection et nomination 


See also Judges -- Selection and appointment 


Justice, Administration de la 
Voir aussi Services correctionnels; Tribunaux 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Cour 
suprême du Canada. MICROLOG 99-04724 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Ministère de 
la justice. MICROLOG 99-04601 (1 fiche) 

Répertoire du personnel affecté à l'information et à 
la statistique juridique. MICROLOG 99-04447 
(2 fiche) 

Colombie-Britannique 

See also Justice, Administration of -- British 

Columbia 
Manitoba 
See also Justice, Administration of -- Manitoba 


Juge en chef de la Cour provinciale du Manitoba, 
Commission d'enquête sur la magistrature du 
Manitoba, Conseil de la magistrature du 
Manitoba : Rapports annuels sur les plaintes au 
sujet de la conduite des juges, 1998. 
MICROLOG 99-04582 (1 fiche) 
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Justice, Administration de la (cont’d) 
Saskatchewan 


See also Justice, Administration of -- 
Saskatchewan 


Justice, Administration of 
See also Corrections; Dispute resolution (Law); 
Legal services; Ombudsman 


1999-2000 estimates, part III, report on plans and 
priorities : Department of Justice. MICROLOG 
99-04601 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Supreme Court of Canada. 
MICROLOG 99-04724 (1 fiche) 

Directory of justice information and statistics 
personnel. MICROLOG 99-04447 (2 fiche) 

British Columbia 

Judicial Council of British Columbia : Annual 

report 1996-98. MICROLOG 99-04989 (1 fiche) 
Manitoba 

Voir aussi Justice, Administration de la -- Manitoba 

Chief Judge of the Provincial Court of Manitoba, 
Judicial Inquiry Board of Manitoba, Manitoba 
Judicial Council : Annual reports concerning 
complaints about judicial conduct, 1998. 
MICROLOG 99-04582 (1 fiche) 

Release of high risk sexual offender information : 
protocol. MICROLOG 99-04777 (1 fiche) 

Saskatchewan 

Alternative measures policies. MICROLOG 

99-04917 (1 fiche) 


Juvenile delinquenc 
Youth crime statistics. MICROLOG 99-04674 
(1 fiche) 


K 
Keeley cure See Alcoholism -- Treatment 


L 


Laboratoires 
Voir aussi Médecine -- Laboratoires 


Laboratoires médicaux Voir Médecine -- 
Laboratoires 


Laboratories 
See also Medical laboratories 


Laboratories, Medical See Medica! laboratories 


Labour 
See also Employees; Industrial relations; Labour 
policy; Medicine, Industrial; Scientists; Women -- 
Employment; Work environment 
Labour agreements See Collective labour 
agreements 


Labour incentives See Incentives in industry 


Labour laws and legislation 
See also Industrial safety; Mining law; Workers’ 
compensation 


Saskatchewan 
A Code of practice for fire fighters, published 
pursuant to Section 45 of the Occupational 
Health and Safety Act, 1993. MICROLOG 
99-04914 (1 fiche) 

Saskatchewan. Saskatchewan Labour : Annual 
report 1997-98. MICROLOG 99-04824 (1 fiche) 
Smoking regulations guide. MICROLOG 99-04915 

(1 fiche) 


Labour market 
See also Labour supply and demand 


The Labour Force Survey : development of a new 
questionnaire for 1997. MICROLOG 99-05009 
(1 fiche) 


Labour negotiations See Collective bargaining 


Labour policy 
See also Employment programs 


Saskatchewan 


Saskatchewan. Saskatchewan Labour : Annual 
report 1997-98. MICROLOG 99-04824 (1 fiche) 


Labour productivity See Productivity 
Labour relations See Industrial relations 
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Labour supply and demand 
1999-2000 estimates, part Ill, report on plans and 
priorities : Human Resources Development 
Canada. MICROLOG 99-04741 (2 fiche) 


Lacs 
See also Lakes 


Manitoba 
See also Lakes -- Manitoba 
Lait 
Commerce 


See also Milk trade 


Lake sediments 
Atikokan area high density lake sediment and 
water geochemical survey, northwestern Ontario 
: new Au and PGE exploration targets. 
MICROLOG 99-04633 (1 fiche) 


Lakes 
See also Acid pollution of rivers, lakes, etc.; Lake 
sediments 
Manitoba 
A Preliminary vegetation survey of the Gull Lake 
wetland areas. MICROLOG 99-04609 (1 fiche) 
Lamb meat industry 
See also Sheep 
Land development See Real estate development 
Land drainage See Drainage 


Land tenure 
See also Farm management 


Land titles 
Registration and transfer 
Annual charge book : standard charge terms, 
1998. MICROLOG 99-04711 (7 fiche) 
Land transfer See Land titles -- Registration and 
transfer 
Land use 
See also Land use, Rural; Real estate development 
Agricultural uses 
See Land use, Rural 
Law and legislation 


See also Real estate development -- Law and 
legislation 


Ontario 
See also Land use, Rural -- Ontario 


Land use planning 
See also Environmental impact analysis 


Land use, Rural 
See also Soil conservation 


Ontario 
Management options for abandoned farm fields. 
MICROLOG 99-04689 (1 fiche) 
Land values See Real property 


Landforms 
See also Estuaries; Wetlands 


Landscaping industry 
See a/so Turf management 
Langage et langues 
Voir aussi Lecture; Politique linguistique 
Politique 
Voir Politique linguistique 
Language and languages 
See also Cryptography 
Language policy 
Voir aussi Politique linguistique 
1999-2000 estimates, part Ill, report on plans and 


priorities : Office of the Commissioner of Official 
Languages. MICROLOG 99-04722 (1 fiche) 


Language skills 
See also Writing skills 


Larch 
Tree growth for 15 years following stumping in 
interior British Columbia. MICROLOG 99-04438 
(1 fiche) 


Larvae 
Fish 
See Fish -- Larvae 


Latin America 
Mining and the environment, case studies from the 
Americas. MICROLOG 99-04421 (4 fiche) 
(Available on fiche only) 


Law 

See also Administrative agencies; Administrative 
courts; Commercial law; Commercial treaties; 
Constitutional law; Courts; Criminal law; 
Environmental law; Forestry law and legislation; 
Government aid to education; Independent 
regulatory commissions; International 
obligations; Justice, Administration of; Local 
government -- Law and legislation; Mining law 

Information distribution 

Voir aussi Droit -- Renseignements, Distribution 

des 


Directory of justice information and statistics 
personnel. MICROLOG 99-04447 (2 fiche) 
Queen's Printer Revolving Fund : Financial 
statements, 1997-98. MICROLOG 99-04950 
(1 fiche) 
Law, Commercial See Commercial law 
Law, Constitutional See Constitutional law 


Law enforcement 
See also Police; Royal Canadian Mounted Police 


Law, Forestry See Forestry law and legislation 


Law reform 
Voir aussi Droit -- Réforme 


1999-2000 estimates, part Ill, report on plans and 
priorities : Law Commission of Canada. 
MICROLOG 99-04702 (1 fiche) 


Lawyers 
See also Judges 
Layoffs See Job security 


Leadership 
Voir aussi Leadership 


1999-2000 estimates, part Ill, report on plans and 
priorities : the Leadership Network. MICROLOG 
99-04691 (1 fiche) 


Leadership 
See also Leadership 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : le Réseau 
du leadership. MICROLOG 99-04691 (1 fiche) 


Learned institutions and societies 
See also Research institutes 
Learning materials See Instructional materials 


Lecture 
Compréhension 
See also Reading comprehension 
Programme d'indicateurs du rendement scolaire, 
évaluation en lecture et écriture de 1998, élèves 


de 13 et de 16 ans : rapport pour l'Ontario. 
MICROLOG 99-04670 (1 fiche) 


Legal bibliography See Legal research 


Legal documents 
See also Debtor and creditor 


Legal research 
Voir aussi Droit -- Recherche 


1999-2000 estimates, part III, report on plans and 
priorities : Law Commission of Canada. 
MICROLOG 99-04702 (1 fiche) 


Legal services 
Manitoba. Civil Legal Services : Annual report 
1997-98. MICROLOG 99-04584 (1 fiche) 


Legislation 
See also Labour laws and legislation; Law 


Législation 
Voir aussi Droit 


Legislative bodies 
See also Elections 


Legume industry 
See also Beans 
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Legume inoculation 


Inoculation of pulse crops. MICROLOG 99-04660 
(1 fiche’, 


Legumes 


See a/so Beans; Lentils 


Crop planning guide, 1999 : alternative crops, 
pulses, oilseeds, spices & other crops -- Rev. 
MICROLOG 99-04712 (1 fiche) 


Légumes-racines 
See also Root-crops 


Légumineuses 
See also Legumes 


Lentils 
Indian head lentil for green manure, part 2 : final 
report. MICROLOG 99-04476 (1 fiche) 
Indian head lentils as a forage/grass : final report. 
MICROLOG 99-04453 (1 fiche) 
Lentil in Saskatchewan -- Rev. MICROLOG 
99-04654 (1 fiche) 


Lésions et blessures 
Voir aussi Chablis (Sylviculture) 


Leukemia 
See a/so Leukemia in children 


Leukemia in children 
Acute lymphoblastic leukemia and maternal x-ray 
exposure, phase IIB : final progress report. 
MICROLOG 99-04770 (1 fiche) 


Levés 
Voir aussi Education -- Enquétes; Santé publique -- 
Enquétes 
Méthodologie 
See also Survey methodology 
Levies, Municipal See Local taxation 


Liability (Law) 
See also Liability for environmental damages 


Liability for environmental damages 
Assessing creditworthiness : baseline survey of 
environmental information required by lending 
institutions in Atlantic Canada. MICROLOG 
99-04460 (1 fiche) 


Libération conditionnelle 
See also Parole 
Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : 
Commission nationale des libérations 
conditionnelles. MICROLOG 99-04736 (1 fiche) 


Liberté d’information | 
Voir aussi Information sur l'Etat 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
commissariats à l'information et à la protection 
de la vie privée. MICROLOG 99-04592 (1 fiche) 

Bureau du Conseil privé, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04542 
(1 fiche) 

Citoyenneté et immigration Canada, fiche de 
rendement : observation des délais prévus dans 
la Loi sur l'accès à l'information. MICROLOG 
99-04543 (2 fiche) 

Défense nationale, fiche de rendement : 
observation des délais prévus dans la Loi sur 
l'accès à l'information. MICROLOG 99-04540 
(1 fiche) 

Ministère des affaires étrangères & commerce 
international, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès à 
l'information. MICROLOG 99-04546 (2 fiche) 

Revenu Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès a 
l'information. MICROLOG 99-04544 (1 fiche) 

Santé Canada, fiche de rendement : observation 
des délais prévus dans la Loi sur l'accès a 
l'information. MICROLOG 99-04545 (2 fiche) 


Liberty of information See Freedom of 
information 


Libraries 
See also Museums and galleries 


1999-2000 estimates, part III, report on plans and 
priorities : National Library of Canada. 
MICROLOG 99-04729 (2 fiche) 
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Library materials 
See also Government publications 
Conservation and restoration 
See also Archives 
Reproduction 
See also Copyright 


Licences 
See also Automobile drivers’ licences 


Streamlining the authorization process for the 
amateur radio service : discussion paper. 
MICROLOG 99-05008 (1 fiche) 


Lieux historiques 
See also Historic sites 
Manitoba 
See also Historic sites -- Manitoba 
Québec (Province) 

See also Historic sites -- Quebec (Province) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission des champs de bataille nationaux. 
MICROLOG 99-04612 (1 fiche) 


Life insurance 
Public Employees Group Life Insurance Fund : 
Annual report 1998. MICROLOG 99-04836 
(1 fiche) 


Linseed See Flaxseed 


Liquor industry 
See also Alcoholism 
Saskatchewan Liquor & Gaming Authority : Annual 
report 1997-98. MICROLOG 99-04827 (1 fiche) 
Saskatchewan Liquor Board Superannuation 
Commission : Annual report 1998. MICROLOG 
99-04822 (1 fiche) 


Liquor problem See Alcoholism 
Liquor trade See Liquor industry 
Literary property See Copyright 


Littoral 
Voir aussi Estuaires 


Livestock 
See also Cattle; Poultry; Sheep; Swine 
Feeding and feeds 


See also Poultry -- Feeding and feeds; Swine -- 
Feeding and feeds 


Livestock industry 

See a/so Poultry industry 

Cost of production study of sheep enterprises. 
MICROLOG 99-04655 (1 fiche) 

Farm practices guidelines for hog producers in 
Manitoba -- Rev. MICROLOG 99-04603 (2 fiche) 

The Industrial reorganization of the beef 
production industry, Saskatchewan's niche : final 
report. MICROLOG 99-04946 (3 fiche) 

Information guidelines for the approval of intensive 
hog operations. MICROLOG 99-04855 (1 fiche) 

Investing in Canada’s hog and pork industry. 
MICROLOG 99-04866 (1 fiche) 


Livestock waste See Animal waste 


Livres 
Industrie et commerce 
Voir aussi Edition 
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antituberculeuse : comptes rendus et 
recommandations. MICROLOG 99-04488 
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(1 fiche) 

Lignes directrices et recommandations relatives a 
la prévention et à la lutte contre l'hépatite C. 
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(1 fiche) 
Maladies vénériennes Voir Maladies transmises 
sexuellement 


Mammal populations 
Report on 1997 bear population index network 
with a population estimate based on 1994-97 
results. MICROLOG 99-04576 (1 fiche) 


Mammals 
See a/so Bears; Bison; Cattle; Mammal 
populations 


Mammifères 
Populations 
See also Mammal populations 


Management 
See also Executives -- Training of; Farm 

management; Forest management; Grain — 
Quality control; Health services administration; 
Information resources management; Personnel 
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management; Resource management; Risk 
management; School management and 
organization; Shift systems; Social services -- 
Administration; Weeds -- Control 


1999-2000 estimates, part III, report on plans and 
priorities : Canadian Centre for Management 
Development. MICROLOG 99-04743 (1 fiche) 


Management personnel See Executives 
Management training See Executives -- Training 
of 


Management-employee relations in 
government See Employee-management 
relations in government 


Manitoba 
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trente-sixième législature. MICROLOG 99-04496 
(2 fiche) 

Budget des recettes du Manitoba de 1999 pour 
l'exercice se terminant le 31 mars 2000 déposé 
pour adoption lors de la cinquième session de la 
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99-04503 (1 fiche) 
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Vers des produits plus écologiques sur le marché, 
contribution à la consommation durable : 
document de travail préliminaire. MICROLOG 
99-04500 (1 fiche) 


Marriage 
See also Domestic relations; Family; Single parent 
family à 


Marshes, Tide 
See also Estuaries 


Mass communication See Telecommunication 
Mass media 


See also Broadcasting; Motion pictures; Publishers 
and publishing; Telecommunication 


Mass media ; 
Voir aussi Cinéma; Edition; Radio amateur; 
Radiodiffusion; Télécommunications 
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Matériel didactique 
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Matériel médical 
Voir aussi Médicaments 


Matériel militaire 
See also Military supplies 


Maternal health services 
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Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
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Medical care 
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21st century : report. MICROLOG 99-04578 
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Aspect de l’environnement 
See also Mercury -- Environmental aspects 


Mercury 
Environmental aspects 


Mercury concentrations in brook trout and white 
perch from Kejimkujik National Park, Nova 
Scotia. MICROLOG 99-04924 (1 fiche) (Available 
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priorities : Security Intelligence Review 
Committee. MICROLOG 99-04593 (1 fiche) 

Canada’s action plan for food security : a response 
to the World Food Summit. MICROLOG 
99-04410 (1 fiche) 


Nationalité 
See also Citizenship 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Citoyenneté 
et immigration Canada. MICROLOG 99-04717 
(2 fiche) 


Nationality (Citizenship) See Citizenship 


Native peoples 
See also Native students 


Education 


Saskatchewan Indian Institute of Technologies : 
Financial statement 1997-98. MICROLOG 
99-04973 (1 fiche) 


Government relations 
Voir aussi Autochtones -- Relations avec l'État 


1999-2000 estimates, part III, report on plans and 
priorities : Indian and Northern Affairs Canada 
and Canadian Polar Commission. MICROLOG 
99-04624 (2 fiche) 

British Columbia. Ministry of Aboriginal Affairs : 
Annual report 1997-98. MICROLOG 99-04994 
(1 fiche) 

Saskatchewan. Dept. of Intergovernmental & 
Aboriginal Affairs : Annual report 1997-98. 
MICROLOG 99-04916 (1 fiche) 
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Native peoples (cont'd) 
Medical care 
Health care in Saskatoon's inner city : a 
comparative study of Native and non-Native 
utilization patterns. MICROLOG 99-04604 
(1 fiche) 
British Columbia 
British Columbia. Ministry of Aboriginal Affairs : 
Annual report 1997-98. MICROLOG 99-04994 
(1 fiche) 
Native students 
Voir aussi Etudiants autochtones 
Directory of private sector funding for Aboriginal 
students, 1997. MICROLOG 99-04931 (2 fiche) 


Native studies 
Directory of private sector funding for Aboriginal 
students, 1997. MICROLOG 99-04931 (2 fiche) 


Natural areas 
Voir aussi Réserves naturelles 
Natural foods See Food, Natural 
Natural gas 
See also Gas companies 
Pipe lines 
See also Alaska Highway Gas Pipeline 


Saskatchewan 
SaskEnergy : Annual report 1998. MICROLOG 
99-04710 (1 fiche) 
Western Provinces 
See also Natural gas -- Saskatchewan 
Natural gas industry See Gas industry 


Natural history 
See also Geology; Lobsters -- Migration 


Natural resources 
See also Conservation of natural resources; 
Forests and forestry; Humus; Irrigation; Wetlands 


1999-2000 estimates, part Ill, report on plans and 
priorities : Natural Resources Canada. 
MICROLOG 99-04718 (2 fiche) 

Management 

See also Forest management; Grazing 

Saskatchewan. Saskatchewan Environment & 
Resource Management : Annual report 1997-98. 
MICROLOG 99-04841 (1 fiche) 

British Columbia 

See also Forests and forestry -- British Columbia 

British Columbia. Ministry of Environment, Lands 
& Parks : Annual report 1997-98. MICROLOG 
99-04988 (2 fiche) 

Saskatchewan 

Saskatchewan's state of the environment report, 
1999 : the Boreal Shield Ecozone, a land of lakes 
and forests. MICROLOG 99-05000 (2 fiche) 


Naval architecture 
See also Hulls (Naval architecture) 
Navigation 
See also Electronics in navigation; Ice breaking 
operations; Pilots and pilotage; Radar 


Navigation 
Voir aussi Pilotes et pilotage 


Navigation de plaisance 
See also Boats and boating 


Navigation, Electronics in See Electronics in 
navigation 


Négociations collectives 
See also Collective bargaining 


Neural networks (Computer science) 
Development and field testing of a neural network 
Ship Predictor System (SPS). MICROLOG 
99-04944 (1 fiche) 


Nicaragua 
Voir aussi Nicaragua 
Preventive diplomacy, the Support Group for 
Nicaragua : an assessment, a Canadian 
perspective. MICROLOG 99-04499 (1 fiche) 


Nicaragua 
See also Nicaragua 
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Nicaragua (cont'd) 
Diplomatie préventive, le Groupe d’appui au 
Nicargua : une évaluation, une perspective 
canadienne. MICROLOG 99-04499 (1 fiche) 


Nitrogen 
Fixation 


Inoculation of pulse crops. MICROLOG 99-04660 
(1 fiche) 


Nitrogen fertilizers 
Managing wheat for yield and protein premium -- 
Rev. MICROLOG 99-04661 (1 fiche) 


Nitrogen fixation See Nitrogen -- Fixation 


Non-custodial punishments See Alternatives to 
imprisonment 


Non-destructive testing 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : 2" and 3" NPT 
tanker truck PRV tests. MICROLOG 99-04422 
(2 fiche) 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : two-phase energy 
storage study, preliminary results. MICROLOG 
99-04423 (1 fiche) 


Nonferrous metals 
Voir aussi Métaux non ferreux 
Nonferrous metals outlook, 1998. MICROLOG 
99-04583 (1 fiche) 


Non-indigenous pests 
Exotic species invasions : zebra mussels and 
beyond -- Rev. MICROLOG 99-04673 (1 fiche) 
The Pine shoot beetle. MICROLOG 99-04430 
(1 fiche) 


Non-metallic minerals 
See also Aggregates (Building materials) 


Normalisation 
See also Standardization 


Symposium fédéral, provincial et territorial traitant 
des questions internationales et nationales 
reliées aux normes auxquelles les 
gouvernements doivent faire face au Canada. 
MICROLOG 99-04797 (1 fiche) 


Normes de travail 
Voir aussi Sécurité du travail 


Northern development 
See also Alaska Highway Gas Pipeline 


1999-2000 estimates, part III, report on plans and 
priorities : Indian and Northern Affairs Canada 
and Canadian Polar Commission. MICROLOG 
99-04624 (2 fiche) 


Northern regions 
See also Northern development; Yukon Territory 


Nouveaux-nés 
Voir aussi Soins prénatals 


Nouvelle-Ecosse 
See also Nova Scotia 
Antiquités 
See also Nova Scotia -- Antiquities 
Un Regard sur l’Acadie : trois discours illustrés. 
MICROLOG 99-05013 (1 fiche) 
Histoire 
See also Nova Scotia -- History 
Un Regard sur l'Acadie : trois discours illustrés. 
MICROLOG 99-05013 (1 fiche) 
Nova Scotia , 
Voir aussi Nouvelle-Ecosse 
Antiquities 
Voir aussi Nouvelle-Écosse -- Antiquités 


Looking into Acadie : three illustrated studies. 
MICROLOG 99-05012 (1 fiche) 


History 
Voir aussi Nouvelle-Ecosse -- Histoire 


Looking into Acadie : three illustrated studies. 
MICROLOG 99-05012 (1 fiche) 


industries 
See also Tourist trade -- Nova Scotia 
Nuclear energy 


See also Nuclear facilities; Nuclear industry; 
Nuclear power plants; Nuclear reactors; Uranium 


Nuclear energy (cont'd) 
1999-2000 estimates, part III, report on plans and 
priorities : Atomic Energy Control Board. 
MICROLOG 99-04725 (1 fiche) 


Nuclear engineering 
See also Nuclear facilities 


Nuclear facilities 

See also Nuclear energy; Nuclear power plants; 
Nuclear reactors 

Extent of agreement between the radiation doses 
recorded in four nuclear facilities and the 
National Dose Registry (NDR) files, part one. 
MICROLOG 99-04769 (2 fiche) 

Safety measures 


Regulatory research and support program for 
fiscal year 1995-96 : project descriptions. 
MICROLOG 99-04820 (3 fiche) 


Nuclear geology See Isotope geology 


Nuclear industry 
See also Nuclear industry -- Employees; Nuclear 
power plants; Uranium mines and mining 
Employees 
Voir aussi Industrie nucléaire -- Personnel 


Employment equity annual report, 1997-98. 
MICROLOG 99-04766 (1 fiche) 
Regulation 
Final report to the Atomic Energy Control Board on 
project management capabilities using NAOP as 
a case study. MICROLOG 99-04767 (1 fiche) 
Regulatory enhancements through application of 
probabilistic safety assessment technology and 
insights. MICROLOG 99-04798 (2 fiche) 
Regulatory research and support program for 
fiscal year 1995-96 : project descriptions. 
MICROLOG 99-04820 (3 fiche) 
Research 
Annual report on the AECB Research and Support 
Program, 1997-98. MICROLOG 99-04794 
(1 fiche) 


Nuclear installations See Nuclear facilities 


Nuclear medicine 
See also Radiation, Medical uses of 


Nuclear power plants 
See also Nuclear industry -- Employees 


Environmental aspects 

An Air pollution prediction system for nuclear 
power sites with complex terrain. MICROLOG 
99-04768 (1 fiche) 

Radioactive emission data from Canadian nuclear 
generating stations, 1988 to 1997. MICROLOG 
99-04805 (1 fiche) 

Inspection 

Voir aussi Centrales nucléaires -- Inspection 

AECB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04774 (1 fiche) 

AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04803 (1 fiche) 

AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04804 (1 fiche) 

AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 
1997. MICROLOG 99-04801 (1 fiche) 

AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1997. MICROLOG 99-04795 (1 fiche) 

Risk assessment 


Regulatory enhancements through application of 
probabilistic safety assessment technology and 
insights. MICROLOG 99-04798 (2 fiche) 

New Brunswick 


AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1997. MICROLOG 99-04795 (1 fiche) 

Ontario 


See also Pickering Nuclear Generating Station 
(Ont.) 

AECB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04774 (1 fiche) 
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Nuclear power plants (cont’d) 

AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04803 (1 fiche) 

AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1997. 
MICROLOG 99-04804 (1 fiche) 


Nuclear reactors 
Accidents 

Review of TUF validation matrix for LB-LOCA, 
phase Il, AECB project #2.340.2 : final report. 
MICROLOG 99-04799 (1 fiche) 

Computer programs 

Review of TUF validation matrix for LB-LOCA, 
phase Il, AECB project #2.340.2 : final report. 
MICROLOG 99-04799 (1 fiche) 


Numerical analysis 
See also Finite element method 


Numéros normalisés internationaux du livre 
Répertoire des numéros ISBN des éditeurs 
francophones canadiens -- 11e éd. MICROLOG 
99-04900 (7 fiche) 


Nurseries (Horticulture) 
See a/so Forest nurseries 


Nurseries, Forestry See Forest nurseries 


Nursing 
Good nursing, good health : an investment for the 
21st century : report. MICROLOG 99-04578 
(1 fiche) 


Nursing homes 
See a/so Terminal care 


Nutrition 
See also Crops -- Nutrition; Diet; Dietary 
supplements 


Nutrition for a healthy pregnancy, national 
guidelines for the childbearing years. 
MICROLOG 99-04518 (2 fiche) 

The Response of serum cholesterol to changes in 
dietary fats : a report. MICROLOG 99-04884 
(1 fiche) 

Nutrition 

Voir aussi Suppléments alimentaires 

Nutrition pour une grossesse en santé, lignes 
directrices nationales à l'intention des femmes 


en âge de procréer. MICROLOG 99-04519 
(2 fiche) 


O 


Oats 
Processing and utilization of oats and barley, a 
study intended to aid in the assessment of 
possibilities for increased utilization : final report. 
MICROLOG 99-04468 (1 fiche) 


Obligations (Valeurs) 
See also Bonds 


Obligations internationales 
See also International obligations 


Plan d'action du Canada pour la sécurité 
alimentaire : une réponse au Sommet mondial 
de l'alimentation. MICROLOG 99-04411 (1 fiche) 


Obstetrics 
See also Prenatal care 


Obstétrique 
Voir aussi Soins prénatals 


Occupational diseases 
Guidelines for monitoring silicosis. MICROLOG 
99-04864 (1 fiche) 


Occupational health and safety See Industrial 
safety 


Occupational hygiene See Industrial hygiene 
Occupational medicine See Medicine, Industrial 


Occupational rehabilitation See Vocational 
education 


Occupational retraining 
New Careers Corporation (Sask.) : Annual report 
1997-98. MICROLOG 99-04902 (1 fiche) 


Occupational safety See Industrial safety 


Occupational training 
See also Employees -- Training of; Occupational 
retraining; Teachers -- Training of 
British Columbia 


On track, private training outcomes survey : survey 
report, 1999. MICROLOG 99-04997 (3 fiche) 


Saskatchewan 
New Careers Corporation (Sask.) : Annual report 
1997-98. MICROLOG 99-04902 (1 fiche) 


Occupations 
See also Scientists; Vocational education 


Océanographie 
Voir aussi Biologie marine 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Pêches et 
océans. MICROLOG 99-04560 (2 fiche) 


Recherche 


Groupe interuniversitaire de recherches 
océanographiques du Québec : Rapport annuel 
1997-98. MICROLOG 99-04419 (1 fiche) 


Saint-Laurent, Golfe du 
See also Oceanography -- Gulf of St. Lawrence 


Oceanography 
See also Hydrology 


1999-2000 estimates, part Ill, report on plans and 
priorities : Fisheries and Oceans. MICROLOG 
99-04560 (2 fiche) 


Research 
Voir aussi Océanographie -- Recherche 


Gulf of St. Lawrence 


Airborne electromagnetic sea ice sounding 
measurements during 1998 Gulf of St. Lawrence 
field program. MICROLOG 99-04466 (2 fiche) 


OCR devices See Optical character recognition 
devices 


Odour control 
Straw covering methods for swine manure lagoons 
: final report. MICROLOG 99-04479 (1 fiche) 


Oeufs 
See a/so Eggs j 


Oeuvres de bienfaisance 
Voir aussi Aide alimentaire 


Offences against property 
See also Robbery 


Office buildings 
Energy conservation 


Green on the Grand : final monitoring report. 
MICROLOG 99-04429 (1 fiche) 
Environmental aspects 
Green on the Grand : final monitoring report. 
MICROLOG 99-04429 (1 fiche) 


Offices de commercialisation 
Voir aussi Agriculture -- Offices de 
commercialisation 
Oil See Petroleum 
Oil, Edible See Oils and fats 
Oils and fats 
See also Petroleum 


The Response of serum cholesterol to changes in 
dietary fats : a report. MICROLOG 99-04884 
(1 fiche) 


Oilseed See Oilseeds 


Oilseed plants 
See a/so Sunflowers 


Oilseeds 
See also Canola; Flaxseed; Soybeans; Sunflowers 
-- Seeds 


Oilseeds sector profile. MICROLOG 99-04761 
(1 fiche) 
Oiseaux 
Voir aussi Oiseaux des foréts 
Effets de la pollution sur 
See also Birds -- Effect of pollution on 


Oiseaux (cont’d) 
Effets de l’exploitation forestière sur 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. MICROLOG 99-04571 
(2 fiche) 

Habitat 

Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. MICROLOG 99-04574 
(1 fiche) 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. MICROLOG 99-04571 
(2 fiche) 

Les Oiseaux de la réserve écologique des 
Tourbières-de-Lanoraie. MICROLOG 99-04573 
(1 fiche) 

Québec (Province) 

Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. MICROLOG 99-04574 
(1 fiche) 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. MICROLOG 99-04571 
(2 fiche) 

Les Oiseaux de la réserve écologique des 
Tourbières-de-Lanoraie. MICROLOG 99-04573 
(1 fiche) 

Oiseaux des forêts 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. MICROLOG 99-04571 
(2 fiche) 

Oiseaux forestiers Voir Oiseaux des forêts 
Old age pensions See Pensions 


Ombudsman 
Alberta. Office of the Farmers’ Advocate : Annual 
report 1998. MICROLOG 99-04523 (1 fiche) 
Saskatchewan. Office of the Ombudsman : Annual 
report 1998. MICROLOG 99-04995 (1 fiche) 


Ombudsman 
See also Ombudsman 


Ontario 
Commerce 


Starting a small business in Ontario : a sound 
business approach to setting up your own 
company -- Rev. MICROLOG 99-04666 (2 fiche) 


Economic conditions 
See also Toronto (Ont.) -- Economic conditions 
Industries 
See also Agriculture -- Ontario 


Public finance 


1999 Ontario budget : budget papers, foundations 
for prosperity. MICROLOG 99-04775 (2 fiche) 

1999 Ontario budget : budget speech, foundations 
for prosperity. MICROLOG 99-04842 (1 fiche) 


Ontario 

See also Ontario 

Commerce 
See also Ontario -- Commerce 
Finances publiques 
See also Ontario -- Public finance 
Industrie 

Voir aussi Agriculture -- Ontario 
Opérations de recherches et de sauvetage 

See also Search and rescue operations 
Opinion publique 

Voir aussi Elections 


Optical character recognition devices 
Automated container ID recognition. MICROLOG 
99-04416 (2 fiche) 


Optical measurements 
Evaluation procedure for linear array 
photosensitive detectors, application to Thomson 
CSF TH7805. MICROLOG 99-04441 (1 fiche) 


Optical scanners 
See also Optical character recognition devices 
Or 
Mines et extraction 
See also Gold mines and mining 
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Ore deposits 
Special project : Timmins ore deposit descriptions. 
MICROLOG 99-04457 (3 fiche) 


Ore reserves See Ore deposits 


Ore-dressing 
See also Tailings (Metallurgy) 


Ores 
See also Mineralogy; Mines and mineral resources 
Organ transplants See Transplantation of 
organs, tissues, etc. 


Organic compounds 
See also Cholesterol; Natural gas; Organochlorine 
compounds; Proteins 
Environmental aspects 
See also Organochlorine compounds -- 
Environmental aspects 


Organic farming 
See also Food, Natural 


Viability of organic farm practices : third-year 
annual report and summary of the three years of 


the study, 1990, 1991, 1992 : executive summary. 


MICROLOG 99-04505 (1 fiche) 


Organic waste as feed See Waste products as 
feed 


Organic wastes 
See also Agricultural wastes 


Organically grown food See Food, Natural 


Organismes administratifs 
Voir aussi Commissions de réglementation 
autonomes 
Réorganisation 
See also Administrative agencies -- Reorganization 


L’Elimination des obstacles, transformons le 
gouvernement afin de mieux servir les 
Canadiens et les Canadiennes, l'innovation dans 
l'intérêt public : résumé. MICROLOG 99-04664 
(1 fiche) 

Examen de la réforme des Services intégrés. 
MICROLOG 99-04498 (1 fiche) 

Examen des organes de direction de la 
Commission canadienne des grains. 

MICROLOG 99-04789 (1 fiche) 


Organismes aquatiques 
Voir aussi Crabes; Faune marine; Homards; Myes; 
Poissons 
Organismes quasi judiciaires Voir 
Commissions de réglementation autonomes 
Organized crime 
See also Gambling 


Organochlorine compounds 
Environmental aspects 
Chemical residues in waterfowl and gamebirds 
harvested in Canada, 1987-95. MICROLOG 
99-04494 (5 fiche) 
Orge 
See also Barley 
Rapport du Comité sur la propreté de l'orge. 
MICROLOG 99-04788 (1 fiche) 


Orientation 
See also Electronics in navigation; Ice breaking 
operations 


Ottawa-Carleton (Ont.) 
Voir aussi Ottawa-Carleton (Ont.) 
Urban planning 
Voir aussi Ottawa-Carleton (Ont.) -- Planification 


Ottawa-Carleton (Ont.) 
Planification 

Plan directeur de la Municipalité régionale 
d’Ottawa-Carleton, vol. 1 : texte : codification 
administrative, 1994. MICROLOG 99-05021 
(3 fiche) 

Plan directeur, Municipalité régionale d’Ottawa- 
Carleton, tel qu'il a été adopté par le Conseil 
régional, 1997. MICROLOG 99-04971 (3 fiche) 


Ours 
See also Bears 


Outdoor recreation 
See also Boats and boating; Fishing 
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Oxides 
See also Sulphur dioxide 
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Pacific salmon 

1993 and 1994 coho spawning escapement and 
juvenile studies in Louis and Lemieux creeks, 
North Thompson River. MICROLOG 99-04746 
(1 fiche) 

Abundance, age, size, sex and coded-wire tag 
recoveries for chinook salmon escapements of 
Campbell and Quinsam Rivers, 1997. 
MICROLOG 99-04745 (1 fiche) 

Paiments de transfert 

See also Transfer payments 
Paix 

Voir aussi Sécurité internationale 
Palliative care See Palliative treatment 


Palliative treatment 
Symptom control for patients in the terminal phase 
of an illness. MICROLOG 99-04524 (1 fiche) 


Panneaux gaufrés Voir Produits forestiers 


Papillons nocturnes 
See also Moths 


Parasites 
Monitoring 


Biological control of a canola pest, the bertha 
armyworm (Mamestra configurata), with the 
parasite Microplitis mediator : final report. 
MICROLOG 99-04485 (1 fiche) 


Parasites 
See also Parasites 


Parcs 
See also Parks 


Parcs provinciaux 
See also Provincial parks 
Ontario 
See also Provincial parks -- Ontario 


Parent and child 
See also Single parent family 


Parks 
See also Provincial parks 


British Columbia 
British Columbia. Ministry of Environment, Lands 
& Parks : Annual report 1997-98. MICROLOG 
99-04988 (2 fiche) 


Ontario 
See also Provincial parks -- Ontario 
Parlements 
Voir aussi Elections 
Parole 


Voir aussi Libération conditionnelle 


1999-2000 estimates, part Ill, report on plans and 
priorities : National Parole Board. MICROLOG 
99-04736 (1 fiche) 


Partenariat 

See also Partnership 

La Création de partenariats dans le domaine de la 
santé : constats, "La Nutrition pour un virage 
santé : voies d'action". MICROLOG 99-04759 
(1 fiche) 

Relations entre vendeurs de systèmes et groupes 
pluricellulaires, une nouvelle perspective 
stratégique. MICROLOG 99-04506 (1 fiche) 


Partnership 
Voir aussi Partenariat 
Building partnerships for health : lessons learned, 
“Nutrition for health : an agenda for action". 
MICROLOG 99-04759 (1 fiche) 
Financial systems vendor-cluster relationships, a 
strategic view. MICROLOG 99-04506 (1 fiche) 


Passage au travail 
See also School to work transition 


Passive smoking 
See also Smoking in the workplace 


Pastures 
Rotational grazing study : final report. MICROLOG 
99-04487 (1 fiche) 
Patent medicines 
Voir aussi Spécialités pharmaceutiques 


1999-2000 estimates, part III, report on plans and 
priorities : Patented Medicine Prices Review 
Board. MICROLOG 99-04695 (1 fiche) 


Patents 
See a/so Copyright 


Recent jumps in patenting activities : comparative 
innovative performance of major industrial 
countries, patterns and explanations. 
MICROLOG 99-04821 (2 fiche) 


Patient trials of new treatments See Clinical 
trials 


Pattern perception 
See also Optical character recognition devices 


Pattern recognition systems 
See also Optical character recognition devices 


Paturages 
See also Pastures 
Exploitation 
See also Grazing 


Pauvreté 
See also Poverty 


Qu’est-ce qui explique les mouvements des 
enfants vers la situation de faible revenu et hors 
de celle-ci, les changements de situation sur le 
marché du travail ou le mariage et le divorce? 
MICROLOG 99-04645 (1 fiche) 


Pay See Wages 
Pays en voie de développement 
Voir aussi Aide économique 
Industrie 
See also Developing countries -- Industries 


Peace 
See also Security, International 


Peace officers 
See also Police 


Peatlands 

Voir aussi Tourbières 
Pêche au chalut Voir Chaluts et chalutage 
Pêche commerciale Voir Pêches 
Pêche sportive 

See also Fishing 

Enquêtes 
See also Fishing surveys 


Pêches 
Voir aussi Chaluts et chalutage 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Pêches et 
océans. MICROLOG 99-04560 (2 fiche) 


Appareils et matériel 
See also Fisheries -- Equipment and supplies 


Expériences du flétan (turbot) du Groenland. 
MICROLOG 99-04533 (1 fiche) 


Aspect de l’environnement 
See also Fisheries -- Environmental aspects 


Enquêtes 
See also Fishery surveys 
Gestion 
See also Fishery management 
Industrie 
Voir Pêches 
Recherche 


Voir aussi Poissons -- Marquage 

Expériences du flétan (turbot) du Groenland. 
MICROLOG 99-04533 (1 fiche) 

Technologie 
Voir aussi Pêches -- Appareils et matériel 
Île-du-Prince-Édouard 
See also Fisheries -- Prince Edward Island 
Pedology (Child study) See Children 
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Pelouses 
Entretien 
See also Turf management 


Maladies et insectes ravageurs des gazons en 
Ontario, manuel à l'usage des spécialistes de 
l'entretien des gazons. MICROLOG 99-04409 
(1 fiche) 


Penology See Corrections 


Pension trusts 
Saskatchewan Power Corporation Superannuation 
Plan : Financial statements 1998. MICROLOG 
99-04976 (1 fiche) 


Pensions 
See also Civil service -- Pensions; Disability 
pensions; Local officials and employees -- 
Salaries, pensions, etc.; Teachers -- Pensions 


British Columbia 

College Pension Plan : Annual report 1996-97. 

MICROLOG 99-05019 (1 fiche) 
Saskatchewan 

Capital Pension Plan : combined financial 
statements, 1998. MICROLOG 99-04975 (1 fiche) 

Saskatchewan Government Insurance 
Superannuation Plan : Annual report 1998. 
MICROLOG 99-04809 (1 fiche) 

Saskatchewan Liquor Board Superannuation 
Commission : Annual report 1998. MICROLOG 
99-04822 (1 fiche) 

Saskatchewan Pension Plan : Annual report 1998. 
MICROLOG 99-04814 (1 fiche) 

Saskatchewan Power Corporation Superannuation 
Plan : Financial statements 1998. MICROLOG 
99-04976 (1 fiche) 

Saskatchewan. Teachers’ Superannuation 
Commission : Annual report 1997-98. 
MICROLOG 99-04987 (1 fiche) 

Saskatchewan Telecommunications 
Superannuation Fund : Financial statements, 
1998. MICROLOG 99-04951 (1 fiche) 


Pensions 
Voir aussi Fonction publique -- Pensions 
Fonction publique 
Voir Fonction publique -- Pensions 
Pensions, Civil See Civil service -- Pensions 


Pépiniéres forestiéres 
See a/so Forest nurseries 


Perch 

Cruise details and biological information from the 
Pacific Ocean perch larval survey, R/V W.E. 
RICKER, July 14-18, 1996. MICROLOG 99-04748 
(1 fiche) 

Mercury concentrations in brook trout and white 
perch from Kejimkujik National Park, Nova 
Scotia. MICROLOG 99-04924 (1 fiche) (Available 
on fiche only) 


Perfectionnement professionnel 
See also Professional development 


Une Profession en plein essor : un aperçu des 
possibilités de perfectionnement offertes aux 
practiciens de l'éducation en milieu de travail. 
MICROLOG 99-04948 (3 fiche) 


Performing arts 
See also Motion pictures 


Périnatalité 
Voir aussi Soins prénatals 


Permis de conduire 
See also Automobile drivers’ licences 


Permis, licences, etc. 
See also Licences 


Rationalisation du processus d’autorisation pour le 
service de radioamateur : document de 
discussion. MICROLOG 99-05008 (1 fiche) 


Permits See Licences 
Personnel 


Voir aussi Enseignants; Industrie nucléaire -- 
Personnel 


Direction 

Voir Gestion du personnel 
Formation 

Voir aussi Enseignants -- Formation 


Personnel (cont’d) 
Des gens qui avancent, un cadre d’apprentissage 
pour la Stratégie d'information financière. 
MICROLOG 99-04510 (1 fiche) 


Personnel data protection See Data protection 


Personnel management 

See also Affirmative action programs; Civil service 
-- Personnel management; Employee- 
management relations in government; 
Employees - Training of; Incentives in industry; 
Job security 

Managing shift work. MICROLOG 99-04863 
(1 fiche) 

Computer programs 

Voir aussi Gestion du personnel -- Logiciels 

Interim report #2, PeopleSoft System 
Implementation Project. MICROLOG 99-04437 
(1 fiche) 

Interim report on the PeopleSoft System 
Implementation Project. MICROLOG 99-04436 
(1 fiche) 

Personnel management in the civil 
service See Civil service -- Personnel 
management 

Personnel professionnel Voir Scientifiques 

Personnel scientifique Voir Scientifiques 


Personnel scolaire 
Voir aussi Enseignants 


Personnel service in education 
See also Student aid 


Personnes agées 
Voir aussi Alzheimer, Maladie d’ 


Revenu 
Voir Salaires -- Personnes âgées 
Travail 
Voir aussi Salaires -- Personnes âgées 
Manitoba 


See also Aged -- Manitoba 


Personnes âgées, Services aux 
See also Aged -- Services for 


Pesticides 
See also Herbicides 
- Guide to crop protection, 1999. MICROLOG 
99-04825 (4 fiche) 
Environmental aspects 

Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 

Research 

Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 

Recommended and extended Apistan [trademark] 
treatments in overwintered honey bee (Apis 
mellifera L.) colonies : do they cause non-lethal 
effects? MICROLOG 99-04882 (1 fiche) 

Pesticides 
See also Pesticides 
Aspect de l’environnement 
See also Pesticides -- Environmental aspects 
Recherche 
See also Pesticides -- Research 
Pests and pest control 
See also Agricultural pests -- Control; Forest 


insects -- Control; Non-indigenous pests; 
Parasites; Pesticides; Plant diseases 


Petites et moyennes entreprises 

See also Small business 

Finances 

See also Small business -- Finance 
Pétrole 

See also Petroleum 

Industrie et commerce 
See also Petroleum industry and trade 
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Pétrole (cont’d) 

Petro-Canada : Rapport annuel 1998. MICROLOG 

99-04413 (1 fiche) 
Offre et demande 

See also Petroleum -- Supply and demand 
Petroleum 

See also Petroleum products 

Refining 
See also Petroleum products 


Supply and demand 
Electricity. MICROLOG 99-04925 (1 fiche) 


Petroleum chemicals industry 
See also Petroleum products 


Petroleum industry and trade 
See also Petroleum products 


Petro-Canada : Annual report 1998. MICROLOG 
99-04412 (1 fiche) 


Petroleum products 
Electricity. MICROLOG 99-04925 (1 fiche) 


Petrology 
See also Mineralogy 

Pharmaceutical chemistry See Chemistry, 
Pharmaceutical 


Pharmaceuticals See Drugs 
Pharmacodépendance Voir Toxicomanie 
Phaseolus See Beans 


Philosophie 
Voir aussi Aptitude à la rédaction; Discrimination; 
Ethique médicale; Juges -- Discipline; 
Leadership 
Philosophy 
See also Discrimination; Judges -- Discipline; 
Juvenile delinquency; Medical ethics; Student 
attitudes 


Photogrammetry 
See also Aerial photography 


Photographie 
Voir aussi Cinéma 


Photographie aérienne 
See also Aerial photography 


Photography 
See also Aerial photography; Motion pictures 


Photography, Aerial See Aerial photography 


Physical geography 
See also Lakes; Oceanography 


Physically handicapped 
Transportation 


Engineering analysis of six-way transfer seat 
bases. MICROLOG 99-04941 (2 fiche) 


Physicians 
Ethics 

See Medical ethics 
Physics 

See also Acoustics; Fluid dynamics; Heat; 

Radiation 

Physiologie 

Voir aussi Femmes -- Santé et hygiène; Grossesse; 


Hygiène industrielle; Nutrition; Reproduction 
humaine; Santé publique 


Physiology 
See also Diet; Environmental health; Heat -- 
Physiological effect; Juvenile delinquency; 
Nutrition; Pregnancy; Public health; Women -- 
Health and hygiene 


Pickering Nuclear Generating Station (Ont.) 
AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 

1997. MICROLOG 99-04801 (1 fiche) 


Pigs See Swine 
Pilotes et pilotage 
See also Pilots and pilotage 


Administration de pilotage de l'Atlantique (Canada) 
: Rapport annuel 1998. MICROLOG 99-04993 
(1 fiche) 
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Pilots and pilotage 
Voir aussi Pilotes et pilotage 
Atlantic Pilotage Authority (Canada) : Annual 
report 1998. MICROLOG 99-04993 (1 fiche) 
Pin 
See also Pine 
Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. MICROLOG 99-04574 
(1 fiche) 
Le Grand hylésine des pins. MICROLOG 99-04430 
(1 fiche) 
Pinales Voir Conifères 


Pine 
Voir aussi Pin 
The Pine shoot beetle. MICROLOG 99-04430 
(1 fiche) 
Tree growth for 15 years following stumping in 
interior British Columbia. MICROLOG 99-04438 
(1 fiche) 


Pipe lines 
See also Alaska Highway Gas Pipeline 


Pipelines 
Voir aussi Gazoduc de la route de l'Alaska 


Place of work See Work environment 


Plaintes contre la police Voir Police, Plaintes 
contre la 


Planification 
Voir aussi Aménagement du territoire; Politique 
économique; Santé publique -- Planification; 
Technologie éducative 


Planification successorale 
Voir aussi Impôt 
Planning 
See also Economic policy; Educational 
technology; Health planning; School 
management and organization; Transportation -- 
Planning 


Plant breeding 
See also Forest genetics; Plant propagation 


Processing and utilization of oats and barley, a 
study intended to aid in the assessment of 
possibilities for increased utilization : final report. 
MICROLOG 99-04468 (1 fiche) 


Plant diseases 
See also Conifers -- Diseases and pests; Forest 
insects 


Diseases and nutrient deficiencies in alfalfa for 
forage. MICROLOG 99-04686 (1 fiche) 


Plant engineering 
See a/so Containerization; Manure handling; 
Railroads -- Freight; Trucking 


Plant genetics 
See also Forest genetics 


Plant products industry 
See also Forest products industry; Seed industry 
and trade 
Plant propagation 
See also Sowing 
Greenhouse production of green tropical plants : 
final report. MICROLOG 99-04504 (1 fiche) 
Plantes 
Voir aussi Arbres; Graminées; Semences 
Amélioration 
Voir aussi Génétique forestiére 
Culture 
Voir Agriculture 
Maladies et fléaux 
Voir aussi Coniféres -- Maladies et fléaux; Insectes 
forestiers 


Maladies et insectes ravageurs des gazons en 
Ontario, manuel à l'usage des spécialistes de 
l'entretien des gazons. MICROLOG 99-04409 
(1 fiche) 

Multiplication 
See also Plant propagation 
Protection 
Voir aussi Ennemis des cultures, Lutte contre les 
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Plantes de serre 
See also Greenhouse plants 


Plantes exotiques 
See also Exotic plants 


Plantes fourragéres 
See also Forage plants 


Plants 
See also Exotic plants; Flowers; Forage plants; 
Gardening; Grasses; Greenhouse plants; 
Herbicides; Herbs; Legumes; Medicinal plants; 
Seeds; Sowing; Sunflowers; Trees; Weeds 


Diseases 
See Plant diseases 


Manitoba 


A Preliminary vegetation survey of the Gull Lake 
wetland areas. MICROLOG 99-04609 (1 fiche) 


Nova Scotia 


The Distribution and potential for invasiveness of 
some non-native vascular plants in northern 
Cape Breton : with an appendix, notes on the 
distribution of other non-native plants in northern 
Cape Breton. MICROLOG 99-04921 (1 fiche) 
(Available on fiche only) 


Prairie Provinces 
See also Plants -- Manitoba 


Plants 
Voir aussi Arbres 


Plants, Protection of 
See also Agricultural pests -- Control 
Guide to crop protection, 1999. MICROLOG 
99-04825 (4 fiche) 


Playgrounds 
See also Parks 


Pluies acides 
See also Acid rain 
Aspect de l’environnement 
See also Acid rain -- Environmental aspects 
Poisonous wastes See Hazardous wastes 


Poisons 
See also Arsenic; Pesticides 


Poisson (Aliment) 

See also Fish as food 

Contamination 

See also Fish as food -- Contamination 
Poissons 

See also Fish 

Effets de la pollution des eaux 
Voir Poissons, Effets de la pollution des eaux sur 


Habitat 
See also Fish -- Habitat 
Larves 
See also Fish -- Larvae 
Marquage 


See also Fish tagging 


Déplacement du homard (Homarus americanus) 
dans le sud du golfe du Saint-Laurent : feuilles 
sommaires des projets de marquage effectués 
entre 1980 et 1997. MICROLOG 99-04752 
(2 fiche) 

Migration 

Voir aussi Poissons -- Marquage 

Populations 


See also Fish populations 


Reproduction 
La Passe de l'Île aux Lièvres : importance 
stratégique pour la faune marine de l'estuaire. 
MICROLOG 99-04572 (2 fiche) 


Poissons, Effets de la pollution des eaux 

sur 

See also Fish -- Effect of water pollution on 

Concentrations d'hydrocarbures aromatiques 
polycycliques chez quatre espèces de poissons 
de fond et deux espèces de crustacés de 
l'estuaire et du golfe du Saint-Laurent et du fjord 
du Saguenay. MICROLOG 99-05006 (1 fiche) 


Poissons plats 
Voir aussi Flétans 
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Police 
See also Royal Canadian Mounted Police 


1999-2000 estimates, part III, report on plans and 
priorities : Solicitor General Canada. MICROLOG 
99-04740 (1 fiche) 

Complaints against 

Voir aussi Police, Plaintes contre la 


1999-2000 estimates, part III, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 99-04693 (1 fiche) 


Police 
Voir aussi Gendarmerie royale du Canada 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Solliciteur 
général Canada. MICROLOG 99-04740 (1 fiche) 


Police, Plaintes contre la 
See also Police -- Complaints against 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission des plaintes du public contre la 
GRC. MICROLOG 99-04693 (1 fiche) 


Policiers 
See also Police 


Political science 
See also Citizenship; Constitutional law; Federal 
government; Human rights; Local government; 
Public administration; Taxation 


Politics and government 
See also Budget; Debts, Public; Elections; Federal 
government; Federal-provincial relations; 
Government information; Provincial government 


Canada and the early Cold War, 1943-57. 
MICROLOG 99-04886 (3 fiche) 


Politique agricole 
See also Agriculture and state 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agriculture 
et agroalimentaire Canada. MICROLOG 
99-04621 (2 fiche) . 


Politique budgétaire Voir Finances publiques 


Politique commerciale 
Voir aussi Aliments -- Falsification et inspection; 
Commerce extérieur -- Promotion 


Options en vue de l’internationalisation de la 
politique de la concurrence, définir les intéréts 
du Canada. MICROLOG 99-04764 (1 fiche) 

Politique de la concurrence et objectifs en matiére 
de commerce international : document de 
réflexion. MICROLOG 99-04765 (1 fiche) 


Politique culturelle 
Voir aussi Aide de l'Etat aux arts; Arts; 
Conservation de l'héritage; Politique linguistique 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Patrimoine 
canadien. MICROLOG 99-04614 (2 fiche) 


Politique de l’environnement Voir 
Environnement, Politique de I’ 


Politique économique 

Voir aussi Agriculture urbaine; Aide économique; 
Bourses de recherche; Développement 
communautaire; Développement économique; 
Finances publiques, Industrie et Etat, Politique 
commerciale; Relations économiques 
internationales 

Ontario 


See also Economic policy -- Ontario 


Carte routiére de la prospérité, un plan 
économique pour l'emploi au XXIe siècle. 
MICROLOG 99-04715 (2 fiche) 

Québec (Province) 


Voir aussi Développement économique -- Québec 
(Province); Industrie et Etat -- Québec (Province) 


Politique énergétique 
See also Energy policy 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Office 
national de l'énergie. MICROLOG 99-04726 
(2 fiche) 
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Politique et gouvernement : 

Voir aussi Budget; Dettes publiques; Elections; 
Gouvernement fédéral; Gouvernement 
provincial; Information sur l'Etat; Relations 
fédérales-provinciales 


Le Canada au début de la guerre froide, 1943-57. 
MICROLOG 99-04886 (3 fiche) 


Politique étrangère Voir Relations internationales 


Politique familiale 
Voir aussi Enfants -- Protection, assistance, etc. 


Politique forestière 
Voir aussi Forêts privées 


Politique industrielle Voir Industrie et État 


Politique linguistique 
See also Language policy 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commissariat aux langues officielles. 
MICROLOG 99-04722 (1 fiche) 


Politique monétaire 
See also Monetary policy 


Politique sanitaire 
Voir aussi Santé publique -- Planification 


Politique scientifique et technique 
See also Science and state 


Consolider nos acquis : rapport sur les activités 
fédérales en sciences et en technologie, 1998. 
MICROLOG 99-04845 (3 fiche) 

Dépenses et personnel de l'administration fédérale 
au titre des activités en sciences naturelles et 
sociales, 1989-90 à 1998-99 [est.]. MICROLOG 
99-04513 (1 fiche) 

Données en sciences et technologie, 1998. 
MICROLOG 99-04651 (1 fiche) 


Politique sociale 
Voir aussi Agriculture urbaine; Enfants -- 
Protection, assistance, etc.; Politique culturelle; 
Services sociaux 


Politique urbaine 
Voir aussi Agriculture urbaine 


Polls See Elections 


Pollution 
See also Air pollution; Environmental impact 
analysis; Hazardous substances; Pesticides -- 
Environmental aspects; Radioactive pollution; 
Water pollution 
Control 


See Pollution abatement 


Pollution 
Voir aussi Air, Pollution de |’; Poissons, Effets de la 
pollution des eaux sur; Substances dangereuses 


Pollution abatement 

Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev. MICROLOG 99-04772 
(1 fiche) 

Mersey River Pollution Prevention and Waste 
Minimization Project : a follow-up report on 
participating businesses. MICROLOG 99-04553 
(1 fiche) 

Pollution aérienne Voir Air, Pollution de |’ 
Pollution de l’air Voir Air, Pollution de |’ 


Pollution, Lutte contre la 
See also Pollution abatement 
Pollution, Radioactive See Radioactive pollution 


Pollution radioactive 
See also Radioactive pollution 


Polycyclic aromatic hydrocarbons 
Voir aussi Hydrocarbures aromatiques 
polycycliques 
Environmental aspects 
Voir aussi Hydrocarbures aromatiques 
polycycliques -- Aspect de l’environnement 
Polyphages Voir Coléoptéres 


Pomme de terre de semence 
See also Seed potatoes 


Pompiers 
See also Fire fighters 


Population 
See also Emigration and immigration 


Population 

Voir aussi Emigration et immigration 
Population geography 

See also Emigration and immigration 
Population migration 

See also Emigration and immigration 
Populations, Fish See Fish populations 


Porc (Viande) 
Industrie et commerce 
See also Pork industry and trade 


Porcs 
See also Swine 


Pork industry and trade 
investing in Canada’s hog and pork industry. 
MICROLOG 99-04866 (1 fiche) 
Postsecondary education See Higher 
education 
Potable water See Drinking water 
Potash 
Potassium and chloride fertilization in crop 


production -- Rev. MICROLOG 99-04935 
(1 fiche) 


Potasse 
See a/so Potash 


Potatoes 
See also Seed potatoes 
Potatoes, Seed See Seed potatoes 


Poultry 
Feeding and feeds 
Egg size and shell quality in Saskatchewan 
leghorn flocks : final report. MICROLOG 
99-04482 (1 fiche) 


Poultry industry 
Watson Meat Processors Ltd., business plan for : 
establishing a poultry processing facility in 
Watson, Saskatchewan. MICROLOG 99-04469 
(2 fiche) 


Poumons 
See also Lungs 
Maladies 
Voir aussi Asthme; Tuberculose 
Pouvoir judiciaire 
See also Judicial power 


Poverty 
Voir aussi Pauvreté 


Why do children move into and out of low income : 


changing labour market conditions or marriage 
and divorce? MICROLOG 99-04645 (1 fiche) 


Prairie Provinces 
See also Alberta; Manitoba; Saskatchewan 
History 
See also Historic sites -- Manitoba 


Precipitation (Meteorology) 
See also Acid rain, Snow 


Pregnancy 
See also Prenatal care 


Acute lymphoblastic leukemia and maternal x-ray 
exposure, phase IIB : final progress report. 
MICROLOG 99-04770 (1 fiche) 

Nutrition for a healthy pregnancy, national 
guidelines for the childbearing years. 
MICROLOG 99-04518 (2 fiche) 

A Report on demographic and childbirth 
characteristics and smoking during pregnancy 
within regional health authorities in Manitoba. 
MICROLOG 99-04779 (1 fiche) 


Premiums in industry See Incentives in industry 


Prenatal care 
See also Pregnancy 
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Prenatal care (cont'a) 

Nutrition for a healthy pregnancy, national 
guidelines for the childbearing years. 
MICROLOG 99-04518 (2 fiche) 

A Report on demographic and childbirth 
characteristics and smoking during pregnancy 
within regional health authorities in Manitoba. 
MICROLOG 99-04779 (1 fiche) 


Préparation à une carrière 
Voir aussi Perfectionnement professionnel 


Presenile dementia 
See also Alzheimers disease 


Preservation of historical records See 
Archives 


Pressure vessels 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : 2" and 3" NPT 
tanker truck PRV tests. MICROLOG 99-04422 
(2 fiche) 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : two-phase energy 
storage study, preliminary results. MICROLOG 
99-04423 (1 fiche) 


Prét aux étudiants 
See also Student loans 


Prevention of accidents See Accidents -- 
Prevention 


Prévision économique 
Voir aussi Indicateurs économiques 


Prévision technologique 
Voir aussi Transfert de technologie 


Primary education 
See also Elementary education 


Prince Edward Island 
Industries 


See also Fisheries -- Prince Edward Island; Tourist 
trade -- Prince Edward Island 


Politics and government 
See also Elections -- Prince Edward Island 


Printing 
See also Publishers and publishing 
Prison alternatives See Alternatives to 
imprisonment 


Privacy, Right of 
Voir aussi Droit a la vie privée 


1999-2000 estimates, part III, report on plans and 
priorities : offices of the Information and Privacy 
commissioners. MICROLOG 99-04592 (1 fiche) 

Saskatchewan Information & Privacy 
Commissioner : Annual report 1997-98. 
MICROLOG 99-04823 (1 fiche) 


Private schools 
Training Completions Fund : Financial statement, 
1997-98. MICROLOG 99-04979 (1 fiche) 


Problème de l’arrivée de l’an 2000 
Informatique) 
ee also Year 2000 date conversion (Computer 
systems) 


Cap sur le prochain millénaire au gouvernement, 
guide pour la continuité des opérations en 
regard du problème de l’an 2000 : version finale 
2.2. MICROLOG 99-04910 (2 fiche) 


Procédure administrative 
Voir aussi Permis, licences, etc. 


Nouvelles règles régissant les adjudications de 
titres du gouvernement canadien et la 
surveillance de celles-ci par la Banque du 
Canada : rapport final. MICROLOG 99-04490 
(1 fiche) 

Projet de modification des règles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par la 
Banque du Canada : premier document de 
travail. MICROLOG 99-04491 (1 fiche) 


Produce trade 
See also Agricultural marketing boards; Farm 
produce -- Marketing; Grain trade 


Production 
Voir aussi Productivité 
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Production economics, Agricultural See 
Agriculture -- Economic aspects 


Productivité 
See also Productivity 


Programmes d'incitation à la sécurité et à la 
productivité dans le secteur du camionnage, 
point de vue canadien. MICROLOG 99-04415 
(2 fiche) 

Productivi 

See also Inflation (Finance); Technological 

innovations 


Incentive programs for enhancing truck safety and 
productivity, a Canadian perspective. 
MICROLOG 99-04414 (1 fiche) 


Produits agricoles 
Voir aussi Agriculture -- Offices de 
commercialisation; Céréales; Cultures 


Commerce 


Voir aussi Agriculture -- Offices de 
commercialisation; Céréales -- Commerce; 
Commercialisation des produits agricoles 


Transport 
Voir aussi Céréales -- Transport 
Produits alimentaires Voir Aliments 


Produits chimiques 
Voir aussi Médicaments 


Produits de beauté 
Voir aussi Spécialités pharmaceutiques 
Produits de la péche 
Industrie 
Voir Pêches 
Produits forestiers 
See also Forest products 
Industrie 
See also Forest products industry 
L'industrie du bois dans le Canada Atlantique : 


pleins feux sur la Valeur ajoutée. MICROLOG 
99-04755 (2 fiche) 


Produits manufacturés 
Voir aussi Biens de consommation; Commerce 


Statistiques 
Statistiques sur les produits utilisés par les 
manufacturiers québécois, 1996. MICROLOG 
99-04462 (2 fiche) 


Produits pétroliers 
See also Petroleum products 


Produits végétaux 
Voir aussi Cultures 
Industrie 
Voir aussi Produits forestiers -- Industrie; 
Semences -- Industrie et commerce 


Professional associations See Trade and 
professional associations 


Professional development 
Voir aussi Perfectionnement professionnel 


The Maturing of a profession : an overview of 
workplace education practitioner development 
opportunities. MICROLOG 99-04948 (3 fiche) 


Professional education 
See also Professional development 


Professional ethics 
See also Medical ethics 


Professions 
See also Scientists; Teachers 


Professions 
Voir aussi Agriculture; Camionnage; Céréales -- 
Qualité; Gazoduc de la route de l'Alaska; 
Scientifiques; Travaux publics 


Professions libérales 
Voir aussi Enseignants; Scientifiques 


Profit 
Money in the bank : comparing bank profits in 
Canada and abroad. MICROLOG 99-04570 
(1 fiche) 
Profit 
See also Profit 


Program administration 

Voir aussi Administration des programmes 

Business Transformation Project review. 
MICROLOG 99-04458 (2 fiche) 

Interim report #2, PeopleSoft System 
Implementation Project. MICROLOG 99-04437 
(1 fiche) 

Interim report on the PeopleSoft System 
Implementation Project. MICROLOG 99-04436 
(1 fiche) 

Review of workforce adjustment, phase 2 : 
management of the program. MICROLOG 
99-04534 (1 fiche) 

Program evaluation in education See 

Educational evaluation 


Programmes d’action positive 
See also Affirmative action programs 
L’Equité en emploi dans la fonction publique 
fédérale : rapport annuel au Parlement, 1996-97. 
MICROLOG 99-04530 (3 fiche) 
Rapport annuel de l'équité en matière d'emploi, 
1997-98. MICROLOG 99-04766 (1 fiche) 
Programmes d’aide alimentaire Voir Aide 
alimentaire 


Programmes de formation de l’emploi 
See also Employment programs 


Programmes d'ordinateur Voir Logiciels 
Programmes gouvernementaux 
See also Government programs 
Guide des programmes et services fédéraux pour 
les enfants et les jeunes -- 2e éd. MICROLOG 
99-04763 (2 fiche) 
Programming 
See also Year 2000 date conversion (Computer 
systems) 


Programs, Computer See Computer programs 


Project management 
Final report to the Atomic Energy Control Board on 
project management capabilities using NAOP as 
a case study. MICROLOG 99-04767 (1 fiche) 


Projectiles 
Application of Euler and Navier-Stokes codes to 
missile type bodies with high L/D ratios. 
MICROLOG 99-04636 (1 fiche) 


Promotion immobiliére 

See also Real estate development 

Droit 
See also Real estate development -- Law and 
legislation 

Propagation of radio waves See Radio wave 

propagation 
Property 

See also Copyright 
Property, Literary See Copyright 
Property tax 

See also Real property tax 

Assessment 
See Tax assessment 


Propriété foncière 
Voir aussi Agriculture -- Coût 


Propriété immobilière 
Voir aussi Agriculture -- Coût 
Impôts 
See also Real property tax 


Propriété intellectuelle 
Voir aussi Droit d'auteur 


Prospecting 
See also Geochemical prospecting 


Ontario 
See also Geochemical prospecting — Ontario 


Report of activities : Resident Geologist Program, 
Kirkland Lake Regional Resident Geologist 
report, Kirkland Lake and Sudbury districts, 
1998. MICROLOG 99-04667 (1 fiche) 

Report of activities : Resident Geologist Program, 
Red Lake Regional Resident Geologist report, 
Red Lake and Kenora districts, 1998. 
MICROLOG 99-04525 (2 fiche) 


Prospecting (cont’d) 

Report of activities : Resident Geologist Program, 
Thunder Bay North Regional Resident Geologist 
report, Thunder Bay North and Sioux Lookout 
districts, 1998. MICROLOG 99-04681 (1 fiche) 

Report of activities : Resident Geologist Program, 
Thunder Bay South Regional Resident Geologist 
report, Thunder Bay South District, 1998. 
MICROLOG 99-04680 (1 fiche) 

Report of activities : Resident Geologist Program, 
Timmins Regional Resident Geologist report, 
Timmins and Sault Ste. Marie districts, 1998. 
MICROLOG 99-04665 (2 fiche) 


Prospection 
See also Prospecting 
Ontario 
See also Prospecting -- Ontario 


Prospection géochimique 
See also Geochemical prospecting 


Protection de l’environnement Voir 
Environnement, Protection de |’ 


Protection de l’information (Informatique) 
See also Data protection 


Protection des dépôts bancaires Voir 
Assurance-dépôts 


Protection of children See Child welfare 


Protection of environment See Environmental 
protection 


Protective clothing 
Guidelines for latex glove users. MICROLOG 
99-04912 (1 fiche) 


Proteins 
Managing wheat for yield and protein premium -- 
Rev. MICROLOG 99-04661 (1 fiche) 


Provinces de l’Atlantique 
Voir aussi Nouvelle-Ecosse 
Histoire 
Voir aussi Nouvelle-Ecosse -- Histoire 
Industrie 
See also Atlantic Provinces -- Industries 


L'industrie du bois dans le Canada Atlantique : 
pleins feux sur la valeur ajoutée. MICROLOG 
99-04755 (2 fiche) 


Provinces des Prairies 
Voir aussi Manitoba 


Provincial aid to research See Research -- 
Government aid 


Provincial government 
See also Federal-provincial relations 


Finance 
Voir aussi Gouvernement provincial -- Finances 


The 1999 Manitoba budget address. MICROLOG 
99-04627 (3 fiche) 

1999 Manitoba estimates of expenditure for the 
fiscal year ending March 31, 2000 as presented 
to the fifth session, thirty-sixth legislature. 
MICROLOG 99-04495 (2 fiche) 

1999 Manitoba estimates of revenue for the fiscal 
year ending March 31, 2000 as presented to the 
fifth session, thirty-sixth legislature. MICROLOG 
99-04586 (1 fiche) 

1999 Ontario budget : budget papers, foundations 
for prosperity. MICROLOG 99-04775 (2 fiche) 

1999 Ontario budget : budget speech, foundations 
for prosperity. MICROLOG 99-04842 (1 fiche) 

Audit of the Public accounts, 1997-98. MICROLOG 
99-04432 (1 fiche) 

Queen’s Printer Revolving Fund : Financial 
statements, 1997-98. MICROLOG 99-04950 
(1 fiche) 

Saskatchewan. Fish & Wildlife Development Fund : 
Financial statements 1997-98. MICROLOG 
99-04952 (1 fiche) 


Provincial parks 
Ontario 


Presqu’ile Provincial Park, preliminary 
management plan. MICROLOG 99-04683 
(1 fiche) 


Pruning 
See also Trees -- Wounds and injuries 
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Psychologie 
Voir aussi Aptitude à la rédaction, Discrimination; 
Leadership 


Psychologie sociale 
Voir aussi Discrimination 


Psychology 
See also Discrimination; Juvenile delinquency; 
Student attitudes 


Public administration 
See also Civil service; Crown corporations; 

Expenditures, Public; Freedom of information; 
Government programs; Government 
publications; Government purchasing; 
Independent regulatory commissions; 
Intelligence service; Local government; 
Ombudsman 


1999-2000 estimates, part Ill, report on plans and 
priorities : Privy Council Office. MICROLOG 
99-04598 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : the Leadership Network. MICROLOG 
99-04691 (1 fiche) 

Breaking Barriers, changing government to serve 
Canadians better, innovation in the public 
interest : summary. MICROLOG 99-04664 
(1 fiche) 

Financial Information Strategy : study of the 
implementation of full accrual accounting in 
government organizations, lessons learned. 
MICROLOG 99-04508 (1 fiche) 

Steering government into the next millennium, a 
guide to effective business continuity in support 
of the Year 2000 challenge : version 2.2 final. 
MICROLOG 99-04909 (2 fiche) 


Computer applications 


Discussion paper on ways to contain the costs of 
implementing SAP. MICROLOG 99-04507 
(1 fiche) 

Financial systems vendor-cluster relationships, a 
strategic view. MICROLOG 99-04506 (1 fiche) 

Government information and technology standards 
in times of restraint, an assessment of the current 
government information and technology 
standards program and options for the future. 
MICROLOG 99-04512 (1 fiche) 

Publicly available specifications and the public 
sector : a discussion paper prepared for the 
International Public Sector IT group (IPSIT). 
MICROLOG 99-04509 (1 fiche) 

Steering government into the next millennium, a 
guide to effective business continuity in support 
of the Year 2000 challenge : version 2.2 final. 
MICROLOG 99-04909 (2 fiche) 


Environmental aspects 


Environmental Commissioner of Ontario : Annual 
report 1998. MICROLOG 99-04529 (4 fiche) 


Ontario 
Business Transformation Project review. 
MICROLOG 99-04458 (2 fiche) 
Saskatchewan 
See also Civil service -- Saskatchewan 


Public buildings 
Saskatchewan 
Saskatchewan Property Management Corporation 


: Annual report 1997-98. MICROLOG 99-04830 
(1 fiche) 


Public contracts 
See also Government purchasing 


Public debt See Debts, Public 
Public employees See Civil service 
Public expenditures See Expenditures, Public 


Public finance 
See also Budget; Debts, Public; Expenditures, 
Public; Investment of public funds; Manitoba -- 
Public finance; Municipal finance; Ontario -- 
Public finance; Provincial government -- Finance; 
Saskatchewan -- Public finance; Taxation; User 
charges 


1999-2000 estimates, part III, report on plans and 
priorities : Department of Finance Canada. 
MICROLOG 99-04561 (2 fiche) 


Public finance (cont’d) 


1999-2000 estimates, part Ill, report on plans and 
priorities : Treasury Board of Canada Secretariat. 
MICROLOG 99-04595 (2 fiche) 

Supplementary estimates (C) for the fiscal year 
ending March 31, 1998-99. MICROLOG 
99-04434 (3 fiche) 


Auditing 
See Government auditing 
Public funds, Investment of See Investment of 
public funds 


Public health 
See also Environmental health; Epidemiology; 
Food adulteration and inspection; Health 
planning; Health risk assessment; Prenatal care 


1999-2000 estimates, part Ill, report on plans and 
priorities : Health Canada. MICROLOG 99-04602 
(3 fiche) 

Information storage and retrieval systems 


See Information storage and retrieval systems -- 
Public health 


Law and legislation 
See also Smoking -- Law and legislation 
Surveys 
See Health surveys 
Ontario 
Voir aussi Santé publique -- Ontario 
Setting the course, a framework for integrating 


addiction treatment services in Ontario. 
MICROLOG 99-04688 (1 fiche) 


Quebec (Province) 
Voir aussi Santé publique -- Québec (Province) 


Saskatchewan 


Saskatchewan. Saskatchewan Health : Annual 
report 1997-98. MICROLOG 99-04833 (1 fiche) 


Public health planning See Health planning 
Public health services See Public health 
Public health surveys See Health surveys 
Public housing 


Saskatchewan Housing Corporation : Annual 
report 1998. MICROLOG 99-04832 (1 fiche) ‘ 


Public officers 

See also Local officials and employees 
Public opinion 

See also Consumer surveys; Elections 
Public purchasing See Government purchasing 
Public records 

See also Freedom of information 

Preservation 
See Archives 


Public relations 
Police 
See also Police -- Complaints against 


Public schools 
Finance 
See Education -- Finance 
Public utilities 


See also Electric utilities; Gas companies; Refuse 
and refuse disposal 


Newfoundland 
See also Electric utilities -- Newfoundland 
Saskatchewan 
See also Electric utilities -- Saskatchewan 
Public welfare 


See also Aged -- Services for; Child welfare; Food 
relief; Public housing 


British Columbia 
See also Child welfare -- British Columbia 
Saskatchewan 
See also Child welfare -- Saskatchewan 
Public works 
See also Government business enterprises; 


Hospitals; Medical laboratories; Parks; Public 
buildings 


Public works (cont'd) 

1999-2000 estimates, part III, report on plans and 
priorities. : Public Works and Government 
Services Canada. MICROLOG 99-04559 (2 fiche) 

Saskatchewan 


See also Public buildings -- Saskatchewan 


Publications gouvernementales 
See also Government publications 


Publicité 
Voir aussi Commercialisation des produits 
agricoles; Marchés d’exportation; Marketing vert 


Publishers and publishing 
See also Government publications 


Saskatchewan Learning Resources Distribution 
Centre : Financial statement 1997-98. 
MICROLOG 99-04977 (1 fiche) 


Puériculture 
See also Children -- Health and hygiene 


L’Asthme infantile dans les secteurs desservis par 
les unités de santé sentinelles : résultats de 
l'Enquête sur la santé pulmonaire des jeunes, 
1995-96. MICROLOG 99-04514 (1 fiche) 


Pulses See Legumes 
Pupils See Students 


Purchasing 
See also Government purchasing 
Q 
Qualité 


Voir aussi Céréales -- Qualité 
Qualité de la vie 

Voir aussi Indicateurs sociaux 
Qualité de l’air Voir Air, Qualité de I’ 


Quality control 
See also Grain -- Quality control 


Quality of life 
See also Social indicators 


Quebec (Province) 
Voir aussi Québec (Province) 
History 
See also Historic sites -- Quebec (Province) 
Industries 
Voir aussi Québec (Province) -- Industrie 


Québec (Province) 
Histoire 
Voir aussi Lieux historiques -- Québec (Province) 


Industrie 


Statistiques sur les produits utilisés par les 
manufacturiers québécois, 1996. MICROLOG 
99-04462 (2 fiche) 


Questionnaires 
The Labour Force Survey : development of a new 
questionnaire for 1997. MICROLOG 99-05009 
(1 fiche) 


Questionnaires 
See also Questionnaires 


R 


Radar 
See also Tracking radar 


Automatic detection 
Al radar tracker upgrades for SAR target detection. 
MICROLOG 99-04943 (2 fiche) 
Al tracker for SAR radar detection field trial. 
MICROLOG 99-04940 (2 fiche) 
Radar 
See also Radar 


Radiation 
Radioactive emission data from Canadian nuclear 
generating stations, 1988 to 1997. MICROLOG 
99-04805 (1 fiche) 
Measurement 
See Radiation dosimetry 
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Radiation (cont’d) 
Physiological effect 
Acute lymphoblastic leukemia and maternal x-ray 


exposure, phase IIB : final progress report. 
MICROLOG 99-04770 (1 fiche) 


Radiation dosimetry 

Extent of agreement between the radiation doses 
recorded in four nuclear facilities and the 
National Dose Registry (NDR) files, part one. 
MICROLOG 99-04769 (2 fiche) 

Validity of the Kusnetz method for measuring 
radon progeny concentration. MICROLOG 
99-04800 (1 fiche) 


Radiation, Medical uses of 
Acute lymphoblastic leukemia and maternal x-ray 
exposure, phase IIB : final progress report. 
MICROLOG 99-04770 (1 fiche) 


Radio 
See a/so Amateur radio 


Radio 
Voir aussi Radio amateur 


Radio amateur 
Rationalisation du processus d’autorisation pour le 
service de radioamateur : document de 
discussion. MICROLOG 99-05008 (1 fiche) 


Radio direction finders 
Multipath resolution using a rotatable dual- 
polarization antenna for direction finding : final 
report. MICROLOG 99-04442 (2 fiche) 


Radio wave propagation 
Multipath resolution using a rotatable dual- 
polarization antenna for direction finding : final 
report. MICROLOG 99-04442 (2 fiche) 


Radioactive pollution 

See a/so Nuclear power plants -- Environmental 
aspects; Uranium mines and mining -- 
Environmental aspects 

An Air pollution prediction system for nuclear 
power sites with complex terrain. MICROLOG 
99-04768 (1 fiche) 

Calyx [trademark] EA implementation at AECB. 
MICROLOG 99-04771 (3 fiche) 

Radioactive emission data from Canadian nuclear 
generating stations, 1988 to 1997. MICROLOG 
99-04805 (1 fiche) 

Validity of the Kusnetz method for measuring 
radon progeny concentration. MICROLOG 
99-04800 (1 fiche) 


Radioactive substances 
See also Radioactive pollution; Radon 
Radioactivity See Radiation 


Radiocommunications mobiles 
Voir aussi Téléphone cellulaire 


Radiodiffusion 
Voir aussi Radio amateur 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
la radiodiffusion et des télécommunications 
canadiennes. MICROLOG 99-04731 (1 fiche) 
Radioisotopes in geology See Isotope geology 


Radiopharmaceuticals See Radiation, Medical 
uses of 


Radiotélédiffusion Voir Radiodiffusion 
Radiotélévision Voir Radiodiffusion 
Radon 

Validity of the Kusnetz method for measuring 


radon progeny concentration. MICROLOG 
99-04800 (1 fiche) 


Radon 
See also Radon 


Railroads 
Business plan, 1999. MICROLOG 99-04418 
(1 fiche) 
Freight 
Automated container ID recognition. MICROLOG 
99-04416 (2 fiche) 


Rain and rainfall 
See also Acid rain 


MICROLOG 


Random number generators 
A FORTRAN coding of the spectral test for 
assessing the randomness and the merit of linear 
congruential generators. MICROLOG 99-04648 
(1 fiche) 
Range management 
See also Grazing 


Rangelands 
See also Cattle 


Rapeseed 
See also Canola 


Rapports 
Voir aussi Recherche 


Rayonnement 
See also Radiation 
Dosimétrie 
See also Radiation dosimetry 
Effets physiologiques 
See also Radiation -- Physiological effect 
Réacteurs nucléaires 
See also Nuclear reactors 
Accidents 
See also Nuclear reactors -- Accidents 
Réadaptation 


Voir aussi Alcoolisme; Alcoolisme -- Traitement; 
Toxicomanie; Toxicomanie -- Traitement 


Reading 
Voir aussi Lecture 


Reading comprehension 
Voir aussi Lecture -- Compréhension 


School Achievement Indicators Program, 1998 
reading and writing assessment, 13- and 16-year- 
old students : Ontario report. MICROLOG 
99-04670 (1 fiche) 

Real estate See Real property 


Real estate business 
See also Real estate development 


Real estate development 
Law and legislation 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 
Real property 
See also Farm management 


Properties for option in Nova Scotia, 1999. 
MICROLOG 99-04961 (1 fiche) 


Real property tax 
School Division Tax Loss Compensation Fund : 
Financial statement, 1997-98. MICROLOG 
99-04978 (1 fiche) 


Recettes fiscales 
Voir aussi Permis, licences, etc. 


Recherche 
Voir aussi Bourses de recherche; Droit -- 
Recherche; Médecine -- Recherche; 
Océanographie -- Recherche; Péches -- 
Recherche; Régions arctiques -- Recherche; 
Santé publique -- Recherche; Transfert de 
technologie; Transport -- Recherche; Universités 
-- Etudes des 2e et 3e cycles 
Aide de l'Etat 
Voir Aide de l'État à la recherche 
Pays en voie de développement 
See also Research -- Developing countries 
Subventions 
Voir Aide de l'Etat à la recherche; Bourses de 
recherche 


Québec (Province) 
Groupe interuniversitaire de recherches 
océanographiques du Québec : Rapport annuel 
1997-98. MICROLOG 99-04419 (1 fiche) 


Recherche, Centres de 
See also Research institutes 
Recherche en milieu universitaire Voir 
Universités -- Etudes des 2e et 3e cycles 
Recherche industrielle 


Voir aussi Pêches -- Recherche; Transfert de 
technologie 


Recherche scientifique Voir Recherche 
Récoltes Voir Cultures 


Reconversion professionnelle 
See also Occupational retraining 


Recording and registration 
See also Land titles -- Registration and transfer 


Records 
See also Archives 


Recreation 
See also Horse-racing 


Yukon Territory 
Highlights from the 1997 Yukon River survey. 
MICROLOG 99-04551 (1 fiche) 
Recreation areas 
See also Parks 
British Columbia 
See also Parks -- British Columbia 
Recreational boating See Boats and boating 
Recreational fishing See Fishing 


Redevances d’usage 
See also User charges 


Réforme constitutionnelle 
Voir aussi Gouvernement fédéral 


Réforme du droit Voir Droit -- Réforme 


Refugees 
Voir aussi Réfugiés 
1999-2000 estimates, part III, report on plans and 
priorities : Immigration and Refugee Board. 
MICROLOG 99-04727 (1 fiche) 
Réfugiés 
See also Refugees 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Commission de l'immigration et du statut de 
réfugié. MICROLOG 99-04727 (1 fiche) 


Refuse and refuse disposal 
See also Agricultural wastes; Hazardous wastes; 
Tailings (Metallurgy) -- Waste disposal; Waste 
minimization 
Saskatchewan 
Information guidelines for the approval of intensive 
hog operations. MICROLOG 99-04855 (1 fiche) 
Regenerative agriculture See Organic farming 


Régimes d’épargne-retraite 
Voir aussi Salaires -- Personnes agées 
Regional government 
See also Municipal finance 
Regional planning 
Voir aussi Aménagement du territoire 
Ontario 
Voir aussi Aménagement du territoire -- Ontario 
Régions arctiques 
See also Arctic regions 
Recherche 
See also Arctic regions -- Research 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Affaires 
indiennes et du Nord Canada et Commission 


canadienne des affaires polaires. MICROLOG 
99-04624 (2 fiche) 


Régions forestières Voir Forêts et sylviculture 


Registration of title See Land titles -- 
Registration and transfer 


Règlement de conflits 
Voir aussi Tribunaux 


Réglementation commerciale Voir Commerce 
— Réglementation 


Regression analysis 
The Response of serum cholesterol to changes in 
dietary fats : a report. MICROLOG 99-04884 
(1 fiche) 
Regulatory agencies See Independent 
regulatory commissions 
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Rehabilitation medicine 
See also Alcoholism; Alcoholism -- Treatment; 
Drug abuse; Drug abuse -- Treatment 


Relations de travail Voir Relations industrielles 


Relations économiques internationales 
Voir aussi Aide économique; Commerce 
international 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Secrétariat 
de l'ALENA, Section canadienne. MICROLOG 
99-04742 (1 fiche) 

Options en vue de l'internationalisation de la 
politique de la concurrence, définir les intéréts 
du Canada. MICROLOG 99-04764 (1 fiche) 

Politique de la concurrence et objectifs en matiére 
de commerce international : document de 
réflexion. MICROLOG 99-04765 (1 fiche) 


Relations entre autochtones et 
allochtones Voir Autochtones -- Relations avec 
l'Etat 


Relations extérieures Voir Relations 
internationales 


Relations familiales Voir Famille 


Relations fédérales-provinciales 
Voir aussi Droit constitutionnel 


Budget des dépenses, 1999-2000. partie III, 
rapport sur les plans et les priorités : Secrétariat 
des conférences intergouvernementales 
canadiennes. MICROLOG 99-04597 (1 fiche) 


Saskatchewan 


See also Federal-provincial relations -- 
Saskatchewan 


Relations fiscales intergouvernementales 
Voir aussi Relations fédérales-provinciales 


Relations industrielles 
Voir aussi Fonction publique -- Relations de travail; 
Gestion; Gestion du personnel; Industries 
culturelles -- Relations industrielles 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Conseil 
canadien des relations industrielles. MICROLOG 
99-04690 (1 fiche) 


Relations intergouvernementales 
Voir aussi Relations fédérales-provinciales; 
Relations internationales; Relations 
interprovinciales (Canada) 


Relations internationales 
Voir aussi Accords commerciaux; Concurrence 
internationale; Congrès et conférences; 
Diplomatie; Environnement, Protection de |’ -- 
Coopération internationale; Obligations 
internationales; Relations économiques 
internationales; Sécurité internationale 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Agence 
canadienne de développement international. 
MICROLOG 99-04622 (3 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Ministère 
des affaires étrangères et du commerce 
international. MICROLOG 99-04616 (2 fiche) 

Le Canada au début de la guerre froide, 1943-57. 
MICROLOG 99-04886 (3 fiche) 

Documents relatifs aux relations extérieures du 
Canada, vol. 21, 1955. MICROLOG 99-04869 
(18 fiche) 


Relations interprovinciales (Canada) 
Voir aussi Gouvernement fédéral; Gouvernement 
provincial 
Conseil des premiers ministres des Maritimes 
(Canada) : Rapport annuel 1997-98. MICROLOG 
99-04990 (1 fiche) 
Relations publiques 
Police 
Voir aussi Police, Plaintes contre la 
Relief (Géographie) 
Voir aussi Estuaires; Tourbiéres 
Remote sensing 


See also Aerial photography; Ice on rivers, lakes, 
etc. -- Remote sensing; Radar 


Rémunération Voir Salaires 


Rendement scolaire 
See also Academic achievement 


Programme d'indicateurs du rendement scolaire, 
évaluation en lecture et écriture de 1998, éléves 
de 13 et de 16 ans : rapport pour l'Ontario. 
MICROLOG 99-04670 (1 fiche) 


Renewable resources See Natural resources 


Renseignements, Distribution des 
Voir aussi Droit -- Renseignements, Distribution 
des; Droit d’auteur; Edition; Liberté d'information 


Rent 
See also Agriculture -- Economic aspects 


Rentes de retraite 
Voir aussi Fonction publique -- Pensions 


Representative government and 


representation 
See a/so Federal government 


Reproduction 
See also Pregnancy 


Reproduction humaine 
Innovations 


La Procréation médicalement assistée : une 
pratique a encadrer. MICROLOG 99-04607 
(2 fiche) 


Rescue operations See Search and rescue 
operations 


Research 
See also Agriculture -- Research; Animal 

experimentation; Aquatic biology -- Research; 
Arctic regions -- Research; Environmental 
protection -- Research; Fisheries -- Research; 
Geology -- Research; Legal research; Market 
surveys; Medicine -- Research; Pesticides -- 
Research; Research grants; Technology transfer; 
Transportation -- Research; Wildlife research 


Employees 
See Scientists 
Government aid 
Voir aussi Aide de l'État à la recherche , 


1999-2000 estimates, part Ill, report on plans and 
priorities : Medical Research Council of Canada. 
MICROLOG 99-04599 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 99-04719 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Natural Sciences and Engineering 
Research Council of Canada. MICROLOG 
99-04738 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. MICROLOG 
99-04728 (1 fiche) 

Building momentum : a report on federal science 
and technology, 1998. MICROLOG 99-04845 
(3 fiche) 

Federal government expenditures and personnel 
on activities in the natural and social sciences, 
1989-90 to 1998-99 [est.]. MICROLOG 99-04513 
(1 fiche) 

Science and technology data, 1998. MICROLOG 
99-04651 (1 fiche) 


Developing countries 


For Earth’s sake : a report. MICROLOG 99-04431 
(2 fiche) (Available on fiche only) 


Research grants 
Voir aussi Bourses de recherche 


1999-2000 estimates, part Ill, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 99-04719 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Natural Sciences and Engineering 
Research Council of Canada. MICROLOG 
99-04738 (1 fiche) 


Research institutes 
Feed Resource Centre : development plan. 
MICROLOG 99-04475 (1 fiche) 
Lethbridge Research Centre strategic plan, 1999 to 
2002. MICROLOG 99-04554 (1 fiche) 


Research, Legal See Legal research 


Réseaux neuronaux (Informatique) 
See also Neural networks (Computer science) 


Réserves naturelles 
Québec (Province) 
Les Oiseaux de la réserve écologique des 
Tourbiéres-de-Lanoraie. MICROLOG 99-04573 
(1 fiche) 
Reservoirs 
See also Irrigation 


Résidus (Métallurgie) 
See also Tailings (Metallurgy) 


Resource management 
See also Natural resources -- Management 


Ontario 

Management options for abandoned farm fields. 
MICROLOG 99-04689 (1 fiche) 

Presqu'ile Provincial Park, preliminary 
management plan. MICROLOG 99-04683 
(1 fiche) 

Saskatchewan 

Saskatchewan. Saskatchewan Environment & 
Resource Management : Annual report 1997-98. 
MICROLOG 99-04841 (1 fiche) 


Responsabilité pour dommages a 


l’environnement 
See also Liability for environmental damages 


Ressources énergétiques 
Voir aussi Energie éolienne; Energie nucléaire; 
Pétrole; Politique énergétique 


Québec (Province) 


Le Développement de l'énergie éolienne au 
Québec. MICROLOG 99-04758 (1 fiche) 


Ressources humaines 
See also Human resources 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Développement des ressources humaines 
Canada. MICROLOG 99-04741 (2 fiche) 


Ressources naturelles 

Voir aussi Forêts et sylviculture; Ressources 
énergétiques 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Ressources 
naturelles Canada. MICROLOG 99-04718 
(2 fiche) 

Gestion 
Voir aussi Forêts privées 


Restaurants 
See also Restaurants, lunch rooms, etc. 


Restaurants, lunch rooms, etc. 
Saskatchewan hotel, restaurant, wholesalers, 
processors and growers directory, 1993. 
MICROLOG 99-04471 (1 fiche) 
Restaurants, lunchrooms, etc. See 
Restaurants, lunch rooms, etc. 


Restraint of trade 
See also Competition 


Retail trade 
See also Small business 


Retirement 
See also Disability pensions; Pensions 


Retirement income 
See also Pensions 
Retirement savings See Pensions 
Retraining, Occupational See Occupational 
retraining 


Revenu 
Voir aussi Fonction publique -- Pensions; Pauvreté; 
Revenus agricoles; Salaires 
Répartition 


See also Income distribution 
Distribution, inégalité et concentration des revenus 


chex les immigrants âgés au Canada, 1990. 
MICROLOG 99-04644 (1 fiche) 


Revenus agricoles 
See also Farm income 
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Revenus agricoles (cont'd) 
Vue d'ensemble des revenus agricoles, 1996 : 
ensemble des fermes. MICROLOG 99-05018 
(1 fiche) 


Revenus des particuliers Voir Revenu 
Right to know See Freedom of information 
Rights, Human See Human rights 


Risk assessment 
See also Health risk assessment; Nuclear power 
plants - Risk assessment 


Assessing creditworthiness : baseline survey of 
environmental information required by lending 
institutions in Atlantic Canada. MICROLOG 
99-04460 (1 fiche) 

Steering government into the next millennium, a 
guide to effective business continuity in support 
of the Year 2000 challenge : version 2.2 final. 
MICROLOG 99-04909 (2 fiche) 


Risk capital See Venture capital 
Risk evaluation See Risk assessment 


Risk management 
Voir aussi Gestion du risque 
Steering government into the next millennium, a 
guide to effective business continuity in support 
of the Year 2000 challenge : version 2.2 final. 
MICROLOG 99-04909 (2 fiche) 


Risques pour la santé 
Évaluation 
See also Health risk assessment 
Les Tours d'émetteurs cellulaires et les téléphones 


à main sont-ils dangereux? MICROLOG 
99-04642 (1 fiche) 


Rivers 
See also Acid pollution of rivers, lakes, etc.; 
Estuaries; Ice on rivers, lakes, etc.; Water 
pollution 


Roads and highways 
See also Interurban transportation; Traffic 
accidents 


Robbery 
A Sample policy on workplace violence -- Rev. 
MICROLOG 99-04860 (1 fiche) 


Robinetterie (Appareils) 
See also Valves 


Rockfish 
An Acoustic biomass survey of the Triangle Island 
widow rockfish (Sebastes entomelas) 
aggregation by Fisheries and Oceans, Canada 
and the Canadian Groundfish Research and 
Conservation Society, January 16 - February 7, 
1998. MICROLOG 99-04747 (1 fiche) 


Rocks 
See also Mineralogy; Potash 
Age 
See Geological time 


Rocks, Sedimentary 
See also Potash 


Rôle selon le sexe 
Voir aussi Femmes 


Root-crops 
See also Seed potatoes 
The Effect of production practices on the quality of 
ginseng roots. MICROLOG 99-04668 (1 fiche) 


Routes 
Voir aussi Accidents de la route 
Accidents 
Voir Accidents de la route 


Royal Canadian Mounted Police 
Voir aussi Gendarmerie royale du Canada 


1999-2000 estimates, part Ill, report on plans and 
priorities : RCMP External Review Committee. 
MICROLOG 99-04706 (1 fiche) 

1999-2000 estimates, part III, report on plans and 
priorities : RCMP Public Complaints 
Commission. MICROLOG 99-04693 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Royal Canadian Mounted Police. 
MICROLOG 99-04623 (2 fiche) 
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Ruminants 
See also Bison; Cattle 


Rupture, Mécanique de la 
See also Fracture mechanics 


Rural education 
The Rural Family : Developing Skills for Change : 
final project report. MICROLOG 99-04456 
(1 fiche) 
Rural families 
The Rural Family : Developing Skills for Change : 


final project report. MICROLOG 99-04456 
(1 fiche) 


Rural land use See Land use, Rural 
Rural transit 


Saskatchewan Transportation Company : Annual 
report 1998. MICROLOG 99-05004 (1 fiche) 


S 


Safety, Public 
See also Accidents; Automobiles -- Safety 
measures; Work environment 


Saint Lawrence River 
Voir aussi Saint-Laurent (Fleuve) 


Saint-Laurent (Fleuve) 
La Passe de l'Ile aux Liévres : importance 
stratégique pour la faune marine de l'estuaire. 
MICROLOG 99-04572 (2 fiche) 


Salaires 
Voir aussi Fonction publique -- Pensions; Fonction 
publique -- Traitements, indemnités, etc. 
Fonction publique 


Voir Fonction publique -- Traitements, indemnités, 
etc. 


Juges 
See also Judges -- Salaries, pensions, etc. 
Personnes âgées 
See also Wages -- Aged 
Distribution, inégalité et concentration des revenus 


chex les immigrants âgés au Canada, 1990. 
MICROLOG 99-04644 (1 fiche) 


Professeurs (Enseignement supérieur) 
See also College teachers -- Salaries, etc. 
Ontario 
See also Wages -- Ontario 


Divulgation pour 1998 en vertu de la Loi de 1996 
sur la divulgation des traitements dans le secteur 
public. MICROLOG 99-04911 (4 fiche) 


Salaries See Wages 


Salmon 
See also Pacific salmon 


Salmonidae 
See also Pacific salmon; Trout 


Santé 
Voir aussi Alcoolisme; Femmes -- Santé et 
hygiéne; Hygiéne industrielle; Nutrition; Santé 
publique; Soins prénatals; Toxicomanie 
Evaluation du risque 
Voir Risques pour la santé -- Evaluation 


Santé et sécurité du travail Voir Hygiéne 
industrielle 


Santé féminine Voir Femmes -- Santé et hygiéne 


Santé mentale, Services de 
See also Mental health services 


Ontario 
See also Mental health services -- Ontario 


Stratégie ontarienne visant la maladie d'Alzheimer 
et les démences connexes : plan d’action, 
document de travail. MICROLOG 99-04970 
(1 fiche) 


Santé publique 
Voir aussi Aliments -- Falsification et inspection; 
Epidémiologie; Risques pour la santé -- 
Evaluation; Santé, Services communautaires de; 
Soins prénatals 
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Santé publique (cont'd) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Santé 
Canada. MICROLOG 99-04602 (3 fiche) 

Enquétes 

See also Health surveys 

L’Asthme infantile dans les secteurs desservis par 
les unités de santé sentinelles : résultats de 
l'Enquête sur la santé pulmonaire des jeunes, 
1995-96. MICROLOG 99-04514 (1 fiche) 

Planification 

See also Health planning 

La Création de partenariats dans le domaine de la 
santé : constats, "La Nutrition pour un virage 
santé : voies d'action". MICROLOG 99-04759 
(1 fiche) 

Stratégie ontarienne visant la maladie d'Alzheimer 
et les démences connexes : plan d'action, 
document de travail. MICROLOG 99-04970 
(1 fiche) 

Recherche 

Répertoire des projets subventionnés en santé 
publique, 1995-98. MICROLOG 99-04901 
(7 fiche) 

Systèmes d’information 
Voir Systèmes d’information -- Santé publique 
Ontario 

See also Public health -- Ontario 

Vers de nouvelles orientations, cadre de mise en 
oeuvre des services de traitement de la 
toxicomanie en Ontario. MICROLOG 99-04688 
(1 fiche) 

Québec (Province) 

Répertoire des projets subventionnés en santé 
publique, 1995-98. MICROLOG 99-04901 
(7 fiche) 

Santé, Services communautaires de 

Voir aussi Soins à domicile 


Québec (Province) 

Répertoire des projets subventionnés en santé 
publique, 1995-98. MICROLOG 99-04901 
(7 fiche) 

Santé, Services de Voir Santé publique 
Administration 

See also Health services administration 

Vers de nouvelles orientations, cadre de mise en 
oeuvre des services de traitement de la 
toxicomanie en Ontario. MICROLOG 99-04688 
(1 fiche) 

Systèmes d’information 
Voir Systèmes d'information -- Santé publique 
Ontario 
Voir Santé publique -- Ontario 
Québec (Province) 
Voir Santé publique -- Québec (Province) 
Sapin 

See also Fir 

Observations sur le chablis et la carie dans une 
sapiniére de seconde venue dans la Forét 


modèle du Bas-Saint-Laurent. MICROLOG 
99-04555 (1 fiche) 


Saskatchewan 
Commerce 


Saskatchewan Government Growth Fund II Ltd. : 
Annual report 1998. MICROLOG 99-04905 
(1 fiche) 

Saskatchewan Government Growth Fund III Ltd. : 
Annual report 1998. MICROLOG 99-04906 
(1 fiche) 

Saskatchewan Government Growth Fund IV Ltd. : 
Annual report 1998. MICROLOG 99-04907 
(1 fiche) 

Saskatchewan Government Growth Fund Ltd. : 
Annual report 1998. MICROLOG 99-04904 
(1 fiche) 

Saskatchewan Government Growth Fund 
Management Corporation : Annual report 1998. 
MICROLOG 99-04903 (1 fiche) 

Industries 


See also Agriculture -- Saskatchewan; Gas industry 
-- Saskatchewan 
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Saskatchewan (cont’d) 

The Saskatchewan food processing industry, an 
analysis of opportunities and challenges at the 
dawn of the 21st century. MICROLOG 99-04463 
(1 fiche) 

Public finance 

See also Saskatoon (Sask.) -- Public finance 

Queen's Printer Revolving Fund : Financial 
statements, 1997-98. MICROLOG 99-04950 
(1 fiche) 

Saskatchewan. Fish & Wildlife Development Fund : 
Financial statements 1997-98. MICROLOG 
99-04952 (1 fiche) 


Saskatchewan 
See also Saskatchewan 


Saskatoon (Sask.) 
Public finance 


Saskatoon (Sask.) : Financial report 1998. 
MICROLOG 99-04773 (1 fiche) 


Saumon du Pacifique 
See also Pacific salmon 


Saving and investment 
See also Investments 


Savoir-faire industriel Voir Brevets d'invention 


Scales (Weighing instruments) 
District 20 economic yield analysis : final report. 
MICROLOG 99-04477 (1 fiche) 


Scanning systems 
See also Optical character recognition devices 
School administration See School management 
and organization 


School choice 
Voir aussi Ecoles -- Choix 


Motivations for school choices by eligible parents 
outside Quebec. MICROLOG 99-04552 (2 fiche) 
(Available on fiche only) 


School employees 
See also Teachers 


School life See Students 


School management and organization 
Charter schools -- Updated. MICROLOG 99-04843 
(1 fiche) 
School of graduate studies See Universities 
and colleges 


School operation policies See School 
management and organization 


School organization See School management 
and organization 


School surveys See Educational surveys 
School taxes See Education -- Finance 


School to work transition 
1997 BC student outcomes : summary of survey 
results by program area. MICROLOG 99-04846 
(2 fiche) 
On track, private training outcomes survey : survey 
report, 1999. MICROLOG 99-04997 (3 fiche) 


Schools 
See also Alternative schools; Correspondence 
schools and courses; Forestry schools and 
education; Private schools; Universities and 
colleges 


Ontario 


Capital funding of Ontario schools. MICROLOG 
99-04671 (1 fiche) 
Charter schools -- Updated. MICROLOG 99-04843 
(1 fiche) 
Saskatchewan 
See also Universities and colleges -- 
Saskatchewan 


Schools, Alternative See Alternative schools 


Science 

See also Acid rain; Acoustics; Air pollution -- 
Meteorological aspects; Algorithms; Aquatic 
biology; Bacteriology; Biodegradation; Biological 
diversity; Chemistry, Pharmaceutical; Criminal 
statistics; Diet; Ecology; Emigration and 
immigration; Environmental chemistry; 
Environmental health; Fluid dynamics; Forest 
genetics; Geology; Geomatics; Heat; Heat -- 
Physiological effect; Hydrology; Information 
services; Information storage and retrieval 
systems; Juvenile delinquency; Lobsters -- 
Migration; Medicine; Nutrition; Oceanography; 
Pregnancy; Public health; Radiation; Regression 
analysis; Research; Snow; Storms; 
Technological innovations; Women -- Health and 
hygiene 


1999-2000 estimates, part III, report on plans and 
priorities : Natural Sciences and Engineering 
Research Council of Canada. MICROLOG 
99-04738 (1 fiche) 


Science and state 

Voir aussi Politique scientifique et technique 

Building momentum : a report on federal science 
and technology, 1998. MICROLOG 99-04845 
(3 fiche) 

Federal government expenditures and personnel 
on activities in the natural and social sciences, 
1989-90 to 1998-99 [est.]. MICROLOG 99-04513 
(1 fiche) 

Science and technology data, 1998. MICROLOG 
99-04651 (1 fiche) 


Science comptable Voir Comptabilité 
Science policy See Science and state 


Science politique 
Voir aussi Administration publique; Droit 
constitutionnel; Droits de l'homme; 
Gouvernement fédéral; Impôt; Nationalité 


Sciences 

Voir aussi Bactériologie; Biodégradation; Biologie 
marine; Crabes; Documentation, Services de; 
Ecologie agricole; Emigration et immigration; 
Faune marine; Femmes -- Santé et hygiéne; 
Génétique forestière; Géologie; Grossesse; 
Habitat (Ecologie), Homards; Homards -- 
Migration; Hygiéne industrielle; Indicateurs 
sociaux; Médecine; Myes; Nutrition; 
Océanographie; Poissons; Poissons -- 
Marquage; Problème de l’arrivée de l’an 2000 
(Informatique); Recherche; Reproduction 
humaine; Santé publique; Systèmes 
d'information 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
recherches en sciences naturelles et en génie du 
Canada. MICROLOG 99-04738 (1 fiche) 


Sciences de la santé 
Voir aussi Epidémiologie 


Sciences de la terre 
Voir aussi Emigration et immigration; Géologie; 
Océanographie 


Sciences de l’éducation 
Voir aussi Technologie éducative 


Sciences de l’information 
Voir aussi Documentation, Services de; Problème 
de l'arrivée de l'an 2000 (Informatique); 
Systèmes d'information 


Sciences et État Voir Politique scientifique et 
technique 


Sciences humaines 
Voir aussi Aptitude à la rédaction; Arts; 
Discrimination; Ethique médicale; Juges -- 
Discipline; Leadership; Lieux historiques; Lieux 
historiques -- Québec (Province); Nouvelle- 
Ecosse -- Histoire; Sciences sociales 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
recherches en sciences humaines du Canada. 
MICROLOG 99-04728 (1 fiche) 


Sciences naturelles 
Voir aussi Biologie marine; Géologie; Homards -- 
Migration; Poissons -- Marquage 


Sciences sociales 

Voir aussi Administration publique; Assurance- 
automobiles; Assurance-dépôts; Banques et 
opérations bancaires centrales, Commerce; 
Dettes publiques; Discrimination, Education; 
Emigration et immigration; Gestion du risque; 
Lieux historiques; Lieux historiques -- Québec 
(Province); Nouvelle-Ecosse -- Histoire; Pauvreté; 
Productivité; Programmes d'action positive; 
Revenu; Valeurs mobiliéres 

Recherche 


Voir aussi Education -- Enquétes 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
recherches en sciences humaines du Canada. 
MICROLOG 99-04728 (1 fiche) 

Dépenses et personnel de l'administration fédérale 
au titre des activités en sciences naturelles et 
sociales, 1989-90 à 1998-99 [est.]. MICROLOG 
99-04513 (1 fiche) 


Scientifiques 
See also Scientists 
Dépenses et personnel de l'administration fédérale 
au titre des activités en sciences naturelles et 
sociales, 1989-90 à 1998-99 [est.]. MICROLOG 
99-04513 (1 fiche) 


Scientists 
Voir aussi Scientifiques 
Federal government expenditures and personnel 
on activities in the natural and social sciences, 
1989-90 to 1998-99 [est.]. MICROLOG 99-04513 
(1 fiche) 


Sea ice 
See also Ice breaking operations 
Airborne electromagnetic sea ice sounding 
measurements during 1998 Gulf of St. Lawrence 
field program. MICROLOG 99-04466 (2 fiche) 


Seafood 
See also Fish as food 


Sealing (Technology) 
See also Steel -- Welding 


Search and rescue operations 
Al radar tracker upgrades for SAR target detection. 
MICROLOG 99-04943 (2 fiche) 
Al tracker for SAR radar detection field trial. 
MICROLOG 99-04940 (2 fiche) 
Target detection experiment, phase III : data 
analysis. MICROLOG 99-04938 (2 fiche) 


Secondary education 
Saskatchewan 
Saskatchewan Correspondence School : Financial 
statement 1997-98. MICROLOG 99-04983 
(1 fiche) 


Sécurité d’emploi 
See also Job security 
Examen du réaménagement des effectifs, phase 2 
: gestion du programme. MICROLOG 99-04534 
(1 fiche) 


Sécurité du revenu 
See also Income maintenance programs 


Sécurité du travail 
Voir aussi Véhicules -- Mesures de sécurité 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Centre 
canadien d'hygiène et de sécurité au travail. 
MICROLOG 99-04700 (1 fiche) 


Sécurité internationale 
See also Security, International 
Plan d'action du Canada pour la sécurité 
alimentaire : une réponse au Sommet mondial 
de l'alimentation. MICROLOG 99-04411 (1 fiche) 


Sécurité nationale 

See also National security 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Comité de 
surveillance des activités de renseignement de 
sécurité. MICROLOG 99-04593 (1 fiche) 

Plan d'action du Canada pour la sécurité 
alimentaire : une réponse au Sommet mondial 
de l'alimentation. MICROLOG 99-04411 (1 fiche) 
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Securities 
See also Bonds 


Proposed revisions to the rules pertaining to 
auctions of Government of Canada securities 
and the Bank of Canada's surveillance of the 
auction process : discussion paper 1. 
MICROLOG 99-04491 (1 fiche) 

Revised rules pertaining to auctions of 
Government of Canada securities and the Bank 
of Canada's surveillance of the auction process : 
final report. MICROLOG 99-04490 (1 fiche) 


Securities industry 
Voir aussi Valeurs mobilières, Industrie des 
Laws and regulation 

Voir aussi Valeurs mobilières, Industrie des -- Droit 

Proposed revisions to the rules pertaining to 
auctions of Government of Canada securities 
and the Bank of Canada's surveillance of the 
auction process : discussion paper 1. 
MICROLOG 99-04491 (1 fiche) 

Revised rules pertaining to auctions of 
Government of Canada securities and the Bank 
of Canada's surveillance of the auction process : 
final report. MICROLOG 99-04490 (1 fiche) 


Securities regulation See Securities industry -- 
Laws and regulation 


Security (Law) 
See also Debtor and creditor 


Security, International 
Voir aussi Sécurité internationale 


Canada's action plan for food security : a response 
to the World Food Summit. MICROLOG 
99-04410 (1 fiche) 


Security, National See National security 


Sediments (Geology) 
See also Drift; Lake sediments 


Sediments lacustres 
See a/so Lake sediments 


Seed industry and trade 
See a/so Grass seed; Mustard seed; Plant 
breeding; Sunflowers -- Seeds 


A Marketing study, feasibility of packaging organic 
sprouting seeds : final report. MICROLOG 
99-04503 (1 fiche) 

Oilseeds sector profile. MICROLOG 99-04761 
(1 fiche) 

To develop a spiced flavored sunflower seed 
product for the confection market : final report. 
MICROLOG 99-04449 (1 fiche) 


Seed orchards 
See also Forest nurseries 


Seed potatoes 
Saskatchewan irrigated seed potato cost of 
production. MICROLOG 99-04844 (1 fiche) 


Seeding See Sowing 


Seedlings 
See also Trees 


Seeds 
See also Grass seed; Mustard seed 


Testing 

Quality of 1996 Ontario canola : final report. 
MICROLOG 99-04851 (1 fiche) 

Quality of 1996 western Canadian solin, low 
linoleic flaxseed. MICROLOG 99-04868 (1 fiche) 

Quality of 1997 Ontario canola : final report. 
MICROLOG 99-04850 (1 fiche) 

Quality of 1998 western Canadian mustard. 
MICROLOG 99-04847 (1 fiche) 

Quality of Canadian soybean, 1997. MICROLOG 
99-04872 (1 fiche) 

Quality of Canadian soybean, 1998. MICROLOG 
99-04871 (1 fiche) 

Quality of western Canadian canola, 1997. 
MICROLOG 99-04895 (1 fiche) 

Quality of western Canadian canola, 1998. 
MICROLOG 99-04894 (1 fiche) 

Quality of western Canadian feed barley and 
hulless barley, 1997. MICROLOG 99-04896 
(1 fiche) 

Quality of western Canadian flaxseed, 1997. 
MICROLOG 99-04888 (1 fiche) 
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Seeds (cont'a) 

Quality of western Canadian flaxseed, 1998. 
MICROLOG 99-04887 (1 fiche) 

Quality of western Canadian malting barley, 1997. 
MICROLOG 99-04897 (1 fiche) 

Quality of western Canadian mustard, 1996. 
MICROLOG 99-04849 (1 fiche) 

Quality of western Canadian mustard, 1997. 
MICROLOG 99-04848 (1 fiche) 

Report on the quality of 1997 western Canadian 
solin, low linoleic flaxseed. MICROLOG 
99-04867 (1 fiche) 


Seismic surveys 
Lithoprobe, southern Vancouver Island, British 
Columbia : geology. MICROLOG 99-04467 
(2 fiche) 


Self-employed 
See a/so Small business 


Semences 
See also Seeds 
Industrie et commerce 
See also Seed industry and trade 


Profil du secteur des oléagineux. MICROLOG 
99-04761 (1 fiche) 


Semis 
See also Sowing 


Senior citizens See Aged 


Sensory evaluation 
See also Food -- Sensory evaluation 


Serres 
See also Greenhouses 


Service des renseignements 
See also Intelligence service 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Comité de 
surveillance des activités de renseignement de 
sécurité. MICROLOG 99-04593 (1 fiche) 


Service industries 
See also Restaurants, lunch rooms, etc.; Securities 
industry; Turf management 


Service social 
Voir aussi Aide alimentaire; Enfants -- Protection, 
assistance, etc. 


Services (Industrie) 
Voir aussi Pelouses -- Entretien; Valeurs 
mobiliéres, Industrie des 


Services à domicile Voir Soins à domicile 


Services communautaires 
Voir aussi Santé, Services communautaires de 


Services correctionnels 
Voir aussi Libération conditionnelle 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Bureau de 
l'Enquêteur correctionnel. MICROLOG 99-04696 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Service 
correctionnel du Canada. MICROLOG 99-04737 
(2 fiche) 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Solliciteur 
général Canada. MICROLOG 99-04740 (1 fiche) 


Services d’urgence 
Voir aussi Urgences médicales, Services des 


Services familiaux 
See also Family services 


Services financiers 
Voir aussi Valeurs mobiliéres, Industrie des 


Services juridiques 
See also Legal services 
Services sociaux 
Voir aussi Aide alimentaire; Enfants -- Protection, 
assistance, etc.; Soins à domicile; Soins 
prénatals 


Guide des programmes et services fédéraux pour 
les enfants et les jeunes -- 2e éd. MICROLOG 
99-04763 (2 fiche) 


Administration 
See also Social services -- Administration 


Services sociaux (cont'd) 
Manitoba 
See also Social services -- Manitoba 


Québec (Province) 
Répertoire des projets subventionnés en santé 


publique, 1995-98. MICROLOG 99-04901 
(7 fiche) 


Services statistiques 

See also Statistical services 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Statistique 
Canada. MICROLOG 99-04596 (1 fiche) 

Répertoire du personnel affecté à l'information et à 
la statistique juridique. MICROLOG 99-04447 
(2 fiche) 


Sewage 
Environmental aspects 
Babineau Fisheries Ltd., water sampling program, 


project no. 80307. MICROLOG 99-04640 
(1 fiche) 


Sewage disposal 
Environmental aspects 
See Sewage -- Environmental aspects 


Sex offenders 
Release of high risk sexual offender information : 
protocol. MICROLOG 99-04777 (1 fiche) 


Sex role 
See also Women 


Sexually transmitted diseases 
Voir aussi Maladies transmises sexuellement 


Highlights, 1998 edition of the Canadian STD 
guidelines. MICROLOG 99-04532 (1 fiche) 


Sheep 
Cost of production study of sheep enterprises. 
MICROLOG 99-04655 (1 fiche) 


Shellfish 
See also Clams; Lobsters 


Shellfish fisheries 
See also Lobster fisheries 


Shift systems 
Managing shift work. MICROLOG 99-04863 
(1 fiche) 


Shift work See Shift systems 
Shipbuilding industry 
See also Hulls (Naval architecture) 
Shipping 
See also Containerization; Ice breaking operations 
Ships 


See also ice-breaking vessels 


Signal processing 
Intensity measurements and optimum 
beamforming using a crossed dipoles array. 
MICROLOG 99-04791 (1 fiche) 
Digital techniques 


Al radar tracker upgrades for SAR target detection. 
MICROLOG 99-04943 (2 fiche) 


Signs and symptoms See Symptomatology 


Silos à grains 
See also Grain elevators 


Silviculture See Forests and forestry 


Single parent family 
Mediating factors in child development outcomes : 
children in lone-parent families. MICROLOG 
99-04956 (1 fiche) 
Variations in child development outcomes among 
children living in lone-parent families. 
MICROLOG 99-04955 (1 fiche) 


Slaughtering and slaughter houses 
Watson Meat Processors Ltd., business plan for 
establishing a poultry processing facility in 
Watson, Saskatchewan. MICROLOG 99-04469 
(2 fiche) 


Small business 
Starting a small business in Ontario : a sound 
business approach to setting up your own 
company -- Rev. MICROLOG 99-04666 (2 fiche) 
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Small business (cont’d) 

Woodiot management homestudy course, module 
10 : managing woodlot finances, A) planning and 
investment guide. MICROLOG 99-04963 
(1 fiche) 

Finance 

Saskatchewan Opportunities Corporation : Annual 

report 1998. MICROLOG 99-04806 (1 fiche) 


Smoking 
A Report on demographic and childbirth 
characteristics and smoking during pregnancy 
within regional health authorities in Manitoba. 
MICROLOG 99-04779 (1 fiche) 
Law and legislation 


Smoking regulations guide. MICROLOG 99-04915 
(1 fiche) 


Smoking in the workplace 
Smoking regulations guide. MICROLOG 99-04915 
(1 fiche) 


Snack foods 
To develop a spiced flavored sunflower seed 
product for the confection market : final report. 
MICROLOG 99-04449 (1 fiche) 


Snow 
Measurement 
Airborne electromagnetic sea ice sounding 
measurements during 1998 Gulf of St. Lawrence 
field program. MICROLOG 99-04466 (2 fiche) 


Social conditions 
See also Social indicators; Vancouver (B.C.) -- 
Social conditions 


Social indicators 
Voir aussi Indicateurs sociaux 


Social indicators, City of Vancouver, 1996 Census. 
MICROLOG 99-04879 (1 fiche) 


Statistics 
See Social indicators 


Social insurance See Income maintenance 
programs 


Social legislation 
See also Labour laws and legislation 


Social policy 
See also Child welfare; Cultural policy; Social 
services 


Social psychology 
See also Discrimination 


Social sciences 
See also Discrimination; Economics; Education; 
Emigration and immigration; Historic sites; 
Historic sites -- Manitoba; Historic sites -- Quebec 
(Province); Local government; Nova Scotia -- 
History; Public administration 


Research 
See also Social surveys; Survey methodology 


1999-2000 estimates, part Ill, report on plans and 
priorities : Social Sciences and Humanities 
Research Council of Canada. MICROLOG 
99-04728 (1 fiche) 

Federal government expenditures and personnel 
on activities in the natural and social sciences, 
1989-90 to 1998-99 [est.]. MICROLOG 99-04513 
(1 fiche) 

For Earth’s sake : a report. MICROLOG 99-04431 
(2 fiche) (Available on fiche only) 


Social Security 
See also Health insurance 


Social services 
See also Child welfare; Family services; Food 
relief; Legal services; Prenatal care 


Guide to federal programs and services for 
children and youth -- 2d ed. MICROLOG 
99-04762 (2 fiche) 


Administration 


Business Transformation Project review. 
MICROLOG 99-04458 (2 fiche) 


British Columbia 
See also Family services -- British Columbia 


Social services (cont’d) 
Manitoba 
Directory of services, 1999. MICROLOG 99-04613 
(1 fiche) 
Quebec (Province) 
Voir aussi Services sociaux -- Québec (Province) 


Saskatchewan 

Social Services Central Trust Account : Financial 
statements 1997-98. MICROLOG 99-04937 
(1 fiche) 

Social surveys 

See a/so Educational surveys 

Highlights from the 1997 Yukon River survey. 
MICROLOG 99-04551 (1 fiche) 


Socialization 
See also Discrimination 


Sociétés 
Voir aussi Coopératives; Sociétés de la Couronne 
Sociétés coopératives Voir Coopératives 


Sociétés de la Couronne 
See also Crown corporations 


Monnaie royale canadienne : Rapport annuel 
1998. MICROLOG 99-04558 (1 fiche) 
Societies, Cooperative See Cooperative 
societies 
Sociologie 
Voir aussi Discrimination 


Sociology 
See also Discrimination 


Soil amendments 
See also Fertilizers 


Soil conservation 
District #21 soil conservation program : final 
report. MICROLOG 99-04473 (1 fiche) 


Soil cultivation See Tillage 


Soil degradation 
See also Crop rotation 


Soil erosion 
See also Soil conservation 


Soil management 
See also Cropping systems; Soil conservation; 
Tillage 
Viability of organic farm practices : third-year 
annual report and summary of the three years of 


the study, 1990, 1991, 1992 : executive summary. 


MICROLOG 99-04505 (1 fiche) 


Soil moisture 
See also Drainage 


Soils 
See also Humus; Nitrogen -- Fixation 
Management 
See Soil management 


Soins à domicile 
Atelier de consultation sur les télésoins à domicile 
: suivi des recommandations. MICROLOG 
99-04515 (1 fiche) 
Les Télésoins à domicile : aperçu, document de 
discussion. MICROLOG 99-04538 (1 fiche) 


Soins en phase terminale 
See also Terminal care 


Soins infirmiers 
See also Nursing 


Soins médicaux 
Voir aussi Santé mentale, Services de; Santé, 
Services communautaires de; Soins à domicile; 
Soins prénatals; Urgences médicales, Services 
des 
Ontario 


Voir aussi Santé mentale, Services de -- Ontario 


Soins palliatifs 
See also Palliative treatment 


Soins prénatals 
Voir aussi Grossesse 


Soins prénatals (cont’d) 


Nutrition pour une grossesse en santé, lignes 
directrices nationales à l'intention des femmes 
en âge de procréer. MICROLOG 99-04519 
(2 fiche) 


Sol, Utilisation agricole du 


See also Land use, Rural 
Ontario 
See also Land use, Rural -- Ontario 


Sol, Utilisation du 


Voir aussi Aménagement du territoire 


Ontario 


Plan directeur de la Municipalité régionale 
d’Ottawa-Carleton, vol. 1 : texte : codification 
administrative, 1994. MICROLOG 99-05021 
(3 fiche) 

Plan directeur, Municipalité régionale d'Ottawa- 
Carleton, tel qu'il a été adopté par le Conseil 
régional, 1997. MICROLOG 99-04971 (3 fiche) 


Sol, Utilisation urbaine du 


Voir aussi Agriculture urbaine 


Solid waste management See Refuse and 


refuse disposal 


Sols 


Aménagement 
See also Soil management 
Conservation 
See also Soil conservation 
Fertilisation 
Voir Engrais et amendements 
Préparation 
See also Tillage 


Sonar 


Superdirective receiving arrays for underwater 
acoustic application. MICROLOG 99-04790 
(1 fiche) 


Sorting procedures See Classification 
Soufre 


See also Sulphur 


Sour gas See Natural gas 
Sowing 


Guidelines for safe rates of fertilizer applied with 
the seed. MICROLOG 99-04658 (1 fiche) 


Soybeans 


Quality of Canadian soybean, 1997. MICROLOG 
99-04872 (1 fiche) 

Quality of Canadian soybean, 1998. MICROLOG 
99-04871 (1 fiche) 


Space industries See Aerospace industries 
Space technology 


See also Aerospace industries 


Spécialités pharmaceutiques 


See also Patent medicines 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil 
d’examen du prix des médicaments brevetés. 
MICROLOG 99-04695 (1 fiche) 


Speech processing systems 


See a/so Cellular radiophones 


Sport fishery research See Fisheries -- 


Research 


Sport fishing See Fishing 
Sports 


See also Fishing; Horse-racing 


Spruce 


Voir aussi Epinette 


Economic impact of genetic improvement of 
Norway spruce. MICROLOG 99-05003 (1 fiche) 


Standardization 


Voir aussi Normalisation 

Federal-Provincial-Territorial Symposium on 
International and Domestic Standards Issues 
Facing Canadian Governments. MICROLOG 
99-04796 (1 fiche) 
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Standardization (cont'd) 

Government information and technology standards 
in times of restraint, an assessment of the current 
government information and technology 
standards program and options for the future. 
MICROLOG 99-04512 (1 fiche) 


Standards 
See also Drinking water -- Standards; Industrial 
hygiene -- Standards; Information technology -- 
Standards 


State and agriculture See Agriculture and state 
State and science See Science and state 
State and technology See Technology and state 


State and transportation See Transportation 
and state 


State encouragement of science, literature 
and art See Cultural policy 


Statistical services 
Voir aussi Services statistiques 


1999-2000 estimates, part Ill, report on plans and 
priorities : Statistics Canada. MICROLOG 
99-04596 (1 fiche) 

Directory of justice information and statistics 
personnel. MICROLOG 99-04447 (2 fiche) 


Statistics 
See also Criminal statistics; Regression analysis 


Steamboats, Ice-breaking See Ice-breaking 
vessels 


Steel 
Testing 
Fracture resistance of Canadian patrol frigate hull 
steels. MICROLOG 99-04853 (1 fiche) 
Welding 
Fracture resistance of Canadian patrol frigate hull 
steels. MICROLOG 99-04853 (1 fiche) 


Stimulants dans l’industrie 
Voir aussi Salaires 


Programmes d'incitation à la sécurité et à la 
productivité dans le secteur du camionnage, 
point de vue canadien. MICROLOG 99-04415 
(2 fiche) 


Stocks 
See also Bonds 


Storms 
A Literature review of ice storm impacts on forests 
in eastern North America. MICROLOG 99-04778 
(1 fiche) 


Stormwater management 
See also Drainage 


Strikes and lockouts 
See also Collective labour agreements 


Structural dynamics 
Computer programs 

Application of structural eigenvalue modification 
methods to linear buckling problems and 
substructured models. MICROLOG 99-04440 
(1 fiche) 

Building finite element models with Mathematica. 
MICROLOG 99-04852 (1 fiche) 

Implementation of an elastic-plastic analysis 
capability for VAST finite element computer 
program. MICROLOG 99-04675 (3 fiche) 


Structural engineering 
See also Alaska Highway Gas Pipeline; Building; 
Structural dynamics 


Student achievement See Academic 
achievement 


Student aid 
Voir aussi Etudiants -- Aide financière 


Directory of private sector funding for Aboriginal 
students, 1997. MICROLOG 99-04931 (2 fiche) 

Saskatchewan Student Aid Fund : Annual report 
1997-98. MICROLOG 99-04829 (1 fiche) 

Training Completions Fund : Financial statement, 
1997-98. MICROLOG 99-04979 (1 fiche) 


Student attitudes 
On track, private training outcomes survey : survey 
report, 1999. MICROLOG 99-04997 (3 fiche) 


Subject Index 


Student financial aid See Student aid 
Student loans 
University level 
Student assistance in the new millennium : a 
discussion paper. MICROLOG 99-04962 (1 fiche) 
Student writing skills See Writing skills 
Students 
See also Native students 
Achievement 
See Academic achievement 
Attitudes 
See Student attitudes 
Health and hygiene 
Voir aussi Etudiants -- Santé et hygiéne 
Childhood asthma in sentinel health units : 
findings of the Student Lung Health Survey, 
1995-96. MICROLOG 99-04514 (1 fiche) 
Ontario 
Voir aussi Etudiants -- Ontario 
School Achievement Indicators Program, 1998 
reading and writing assessment, 13- and 16-year- 
old students : Ontario report. MICROLOG 
99-04670 (1 fiche) 
Subsidies 
See also Government aid to education; 
Government aid to the arts; Research grants 
Subsidized housing See Public housing 


Substances dangereuses 
See also Hazardous substances 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
contrôle des renseignements relatifs aux 
matiéres dangereuses. MICROLOG 99-04619 
(1 fiche) 


Subventions ‘ 
Voir aussi Aide de |’Etat aux arts; Bourses de 
recherche 


Subventions a la recherche Voir Bourses de 
recherche 


Subventions de l’État aux collectivités 


locales 
Voir aussi Bourses de recherche 


Succès scolaire Voir Rendement scolaire 


Succession écologique 
See also Ecological succession 


Sulphur 
Feasibility of elemental sulphur fertilizers on 
canola. MICROLOG 99-04653 (1 fiche) 
Sulphur fertilization evaluation : final report. 
MICROLOG 99-04474 (1 fiche) 


Sulphur compounds 
See also Sulphur dioxide 


Sulphur dioxide 
See also Acid rain 


Environmental aspects 
1997 Canadian acid rain assessment, vol. 3 : 
aquatic effects. MICROLOG 99-04424 (3 fiche) 
1997 Canadian acid rain assessment, vol. 5 : the 
effects on human health. MICROLOG 99-04426 
(2 fiche) 


Sunflower seed See Sunflowers -- Seeds 


Sunflowers 
Seeds 
To develop a spiced flavored sunflower seed 
product for the confection market : final report. 
MICROLOG 99-04449 (1 fiche) 


Suppléments alimentaires 

See also Dietary supplements 

Examen des politiques de Santé Canada relatives 
à l’adjonction de vitamines et de minéraux aux 
aliments : Atelier de consultation des 
intervenants, évaluation des démarches pour 
l'enrichissement des produits alimentaires : 
sommaire des séances plénières. MICROLOG 
99-04516 (1 fiche) 


Supply and demand 
See also Electric power -- Supply and demand 


MICROLOG 
Surgery 
See also Transplantation of organs, tissues, etc. 
Survey methodology 


Application, design and implementation of angler 
diary programs in Ontario. MICROLOG 99-04776 
(1 fiche) 

Comparison of income estimates from the Survey 
of Consumer Finances and the Survey of Labour 
and Income Dynamics. MICROLOG 99-04497 
(1 fiche) 

The Labour Force Survey : development of a new 
questionnaire for 1997. MICROLOG 99-05009 
(1 fiche) 

A Manual for intertidal clam surveys. MICROLOG 
99-04749 (2 fiche) 


Surveying 
See also Aerial photography 


Surveys 
See also Agricultural surveys; Consumer surveys; 
Ecological surveys; Economic surveys; Fishery 
surveys; Fishing surveys; Health surveys; 
Household surveys; Seismic surveys; Social 
surveys 


Surveys, Ecological See Ecological surveys 
Surveys, Social See Social surveys 


Sustainable development 
Voir aussi Développement durable 


For Earth's sake : a report. MICROLOG 99-04431 
(2 fiche) (Available on fiche only) 

Sustainable production and consumption position 
paper outline. MICROLOG 99-04501 (1 fiche) 

Towards a sustainable future : focusing discussion 
on sustainable production. MICROLOG 
99-04502 (1 fiche) 


Swine 
See also Wild boar 
Farm practices guidelines for hog producers in 
Manitoba -- Rev. MICROLOG 99-04603 (2 fiche) 


Feeding and feeds 
Potential of by-product feeds to reduce feed costs 
in hog production. MICROLOG 99-04549 
(1 fiche) 
Sylviculture Voir Forêts et sylviculture 
Symposia See Congresses and conventions 
Symposiums Voir Congrès et conférences 


Symptomatologie 
See also Symptomatology 


Symptomatology 
Symptom control for patients in the terminal phase 
of an illness. MICROLOG 99-04524 (1 fiche) 


Systémes d’information 
See also Information storage and retrieval systems 
Géographie 
See also Information storage and retrieval systems 
-- Geography 
Santé publique 
See also Information storage and retrieval systems 
-- Public health 
Atelier sur l'engagement et l’accessibilité des 
citoyens par rapport a une infostructure 
nationale de la santé : compte rendu des 
délibérations. MICROLOG 99-04489 (1 fiche) 
Santé, Services de 
Voir Systèmes d'information -- Santé publique 
Soins médicaux 


See also Information storage and retrieval systems 
-- Medical care 


Atelier de consultation sur les télésoins a domicile 
: Suivi des recommandations. MICROLOG 
99-04515 (1 fiche) 

Atelier sur l'engagement et l'accessibilité des 
citoyens par rapport à une infostructure 
nationale de la santé : compte rendu des 
délibérations. MICROLOG 99-04489 (1 fiche) 

Les Technologies de l'information au service de la 
santé : atelier de consultation du personnel de 
salles d'urgences dans la région de Québec. 
MICROLOG 99-04760 (1 fiche) 

Les Télésoins à domicile : aperçu, document de 
discussion. MICROLOG 99-04538 (1 fiche) 
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Systèmes d’information (cont'd) 
Travail 
See also Information storage and retrieval systems 
-- Labour 
Rapport provisoire no 2 sur le Projet d'implantation 
du système PeopleSoft. MICROLOG 99-04437 
(1 fiche) 
Rapport provisoire sur le Projet d'implantation du 
système PeopleSoft. MICROLOG 99-04436 
(1 fiche) 
Systémes d’ordinateur 
Voir aussi Systèmes d'information 


T 


Tabagisme 
See also Smoking 


Droit 
See also Smoking -- Law and legislation 
Tabagisme sur les lieux de travail 
See also Smoking in the workplace 
Tagging of fish See Fish tagging 


Taigas 
Saskatchewan's state of the environment report, 
1999 : the Boreal Shield Ecozone, a land of lakes 
and forests. MICROLOG 99-05000 (2 fiche) 
Tailings (Metallurgy) 
Waste disposal 
Rock Drain Research Program : final report. 
MICROLOG 99-04939 (6 fiche) 


Tannage 
See also Tanning 


Tanning 
Phase || product development project, to develop 
the technologies to tan hair-on hides at a 
commercial level : final report. MICROLOG 
99-04883 (1 fiche) 
Target acquisition 
Target detection experiment, phase Ill : data 
analysis. MICROLOG 99-04938 (2 fiche) 
Tariff 
See also Agriculture -- Custom rates 
Taste testing of food See Food -- Sensory 
evaluation 


Taux de change 
See also Foreign exchange rates 


Taux d'intérêt 
See also Interest rates 


Tax assessment 
Ontario 


Impact of taxes on new construction in Toronto, 
capped properties : commercial, industrial and 
multi-residential. MICROLOG 99-04659 (1 fiche) 


Taxation 
See also Local taxation; Real property tax; Tax 
assessment 


1999-2000 estimates, part III, report on plans and 
priorities : Revenue Canada. MICROLOG 
99-04733 (2 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Tax Court of Canada. MICROLOG 
99-04699 (1 fiche) 

Taxation Voir Impôt 
Taxation, Municipal See Local taxation 
Teacher education See Teachers -- Training of 
Teachers 
See also College teachers; Education 
Pensions 
See also College teachers -- Pensions 
Saskatchewan. Teachers’ Superannuation 


Commission : Annual report 1997-98. 
MICROLOG 99-04987 (1 fiche) 


Salaries, etc. 
See also College teachers -- Salaries, etc. 
Training of 
Voir aussi Enseignants -- Formation 


Teachers (cont'd) 
The Maturing of a profession : an overview of 
workplace education practitioner development 
opportunities. MICROLOG 99-04948 (3 fiche) 


Teachers, Training of See Teachers -- Training of 
Teaching materials See Instructional materials 


Technical education 

See also Employees -- Training of; Forestry 
schools and education; Occupational training 

Community computer literacy. MICROLOG 
99-05016 (1 fiche) 

British Columbia 
See also Occupational training -- British Columbia 
Saskatchewan 

See also Occupational training -- Saskatchewan 

Saskatchewan Indian Institute of Technologies : 
Financial statement 1997-98. MICROLOG 
99-04973 (1 fiche) 


Technique comptable Voir Comptabilité 


Technological change in agriculture See 
Agricultural innovations 


Technological forecasting 
See also Technology transfer 


Technological innovations 
See also Agricultural innovations; Building -- 
Technological innovations; Transportation -- 
Technological innovations 
Geomatics technology roadmap : special report. 
MICROLOG 99-04606 (1 fiche) 


Technologie 
Voir aussi Péches -- Appareils et matériel; 
Reproduction humaine -- Innovations; 
Technologie éducative 


Technologie de la reproduction Voir 
Reproduction humaine -- Innovations 


Technologie de l’information 
Voir aussi Logiciels 


Normes 
See also Information technology -- Standards 


Technologie éducative 
See also Educational technology 


Partenariats pour les technologies d’apprentissage 
: facteurs critiques de succès dans l'utilisation 
des technologies d’apprentissage par les 
conseils sectoriels des ressources humaines et 
les associations industrielles au Canada. 
MICROLOG 99-05014 (1 fiche) 


Technologie et Etat 
Voir aussi Aide de l'Etat à la recherche; Industrie et 
Etat 


Consolider nos acquis : rapport sur les activités 
fédérales en sciences et en technologie, 1998. 
MICROLOG 99-04845 (3 fiche) 

Données en sciences et technologie, 1998. 
MICROLOG 99-04651 (1 fiche) 


Technologie médicale 
Voir aussi Reproduction humaine -- Innovations 


Technologie spatiale 
Voir aussi Industries aérospatiales 


Technologie, Transfert de la Voir Transfert de 
technologie 


Technology 
See also Agricultural machinery; Educational 
technology; Fisheries -- Equipment and supplies; 
Forest machinery; Information technology; 
Transportation -- Technological innovations 


Technology and state 
See also Industry and state; Research -- 
Government aid 


Building momentum : a report on federal science 
and technology, 1998. MICROLOG 99-04845 
(3 fiche) 

Science and technology data, 1998. MICROLOG 
99-04651 (1 fiche) 


Technology, Educational See Educational 
technology 


Technology in education See Educational 
technology 


, 


Technology, Information See Information 
technology 


Technology transfer 
See also Technological innovations; 
Telecommunication 


1999-2000 estimates, part III, report on plans and 
priorities : National Research Council Canada. 
MICROLOG 99-04719 (2 fiche) 


Telecommunication 
See also Amateur radio; Broadcasting; Cellular 
radiophones; Electronic mail; Medical telematics; 
Radar 


1999-2000 estimates, part III, report on plans and 
priorities : Canadian Radio-Television and 
Telecommunications Commission. MICROLOG 
99-04731 (1 fiche) 

Prairie Provinces 


See also Telecommunication -- Saskatchewan 


Saskatchewan 

Sask Tel : Annual report 1998. MICROLOG 
99-04926 (1 fiche) 

Sask Tel : Financial statements, 1998. MICROLOG 
99-04890 (1 fiche) 

Saskatchewan Telecommunications International 
Inc. : Consolidated financial statements 1998. 
MICROLOG 99-04891 (1 fiche) 


Telecommunication industry See 
Telecommunication 


Telecommunication systems 
See also Cellular radiophones; Electronic mail 


Télécommunications 
Voir aussi Radio amateur; Radiodiffusion; 
Télématique médicale; Téléphone cellulaire 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil de 
la radiodiffusion et des télécommunications 
canadiennes. MICROLOG 99-04731 (1 fiche) | 


Télécommunications, Systèmes de 
Voir aussi Téléphone cellulaire 


Telecommuting 
See also Telecommunication 


Télématique médicale 
See also Medical telematics 


Atelier de consultation sur les télésoins à domicile 
: Suivi des recommandations. MICROLOG 
99-04515 (1 fiche) 

Les Technologies de l'information au service de la 
santé : atelier de consultation du personnel de 
salles d’urgences dans la région de Québec. 
MICROLOG 99-04760 (1 fiche) 

Les Télésoins a domicile : aperçu, document de 
discussion. MICROLOG 99-04538 (1 fiche) 


Telephone 
See also Cellular radiophones 


Téléphone 
Voir aussi Téléphone cellulaire 


Téléphone cellulaire 
See also Cellular radiophones 


Les Tours d’émetteurs cellulaires et les téléphones 
à main sont-ils dangereux? MICROLOG 
99-04642 (1 fiche) 


Telephones, Cellular See Cellular radiophones 
Télétravail 
Voir aussi Télécommunications 


Tempétes 
See also Storms 


Terminal care 
Symptom control for patients in the terminal phase 
of an illness. MICROLOG 99-04524 (1 fiche) 


Testing, Non-destructive See Non-destructive 
testing 


Tests and measurements in education See 
Educational tests and measurements 


Tests et mesures en éducation 
See also Educational tests and measurements 
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Tests et mesures en éducation (cont'd) 


Programme d'indicateurs du rendement scolaire, 
évaluation en lecture et écriture de 1998, élèves 
de 13 et de 16 ans : rapport pour l'Ontario. 
MICROLOG 99-04670 (1 fiche) 


Thailand 
Voir aussi Thailande 
Agri-food country profile, Thailand. MICROLOG 
99-04781 (1 fiche) 
Thailande 
See also Thailand 
Thailande, profil du secteur agroalimentaire. 
MICROLOG 99-04781 (1 fiche) 
Thermal energy See Heat 
Third world See Developing countries 
Tides 
See also Coastal environment 
Till (Geology) See Drift 
Tillage 
Field monitoring and economic assessment of 
deep plowing and of deep ripping in 
Saskatchewan : final report. MICROLOG 
99-04483 (1 fiche) 
Impact of aeration on irrigated alfalfa yield : final 
report. MICROLOG 99-04450 (1 fiche) 
Time 
See also Geological time 
Time, Geological See Geological time 
Titres de propriété 
See also Land titles 
Immatriculation et transfert 
See also Land titles -- Registration and transfer 
Tobacco habit See Smoking 


Toilet preparations 
See also Patent medicines 


Toronto (Ont.) 
Economic conditions 


Impact of taxes on new construction in Toronto, 
capped properties : commercial, industrial and 
multi-residential. MICROLOG 99-04659 (1 fiche) 


Public finance 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 

Toronto (Ont.) 

See also Toronto (Ont.) 

Conditions économiques 

See also Toronto (Ont.) -- Economic conditions 
Toronto Metropolitan Area (Ont.) 

See also Toronto (Ont.) 

Economic conditions 
See also Toronto (Ont.) -- Economic conditions 


Torts 
See also Liability for environmental damages 


Tourbières 
Les Oiseaux de la réserve écologique des 
Tourbières-de-Lanoraie. MICROLOG 99-04573 
(1 fiche) 
Tourism See Tourist trade 
Nova Scotia 
See Tourist trade -- Nova Scotia 
Prince Edward Island 
See Tourist trade -- Prince Edward Island 
Tourisme 
See also Tourist trade 
Statistiques 
See also Tourist trade -- Statistics 
États-Unis 
See also Tourist trade -- United States 


Tourist trade 
Statistics 
1996 Nova Scotia Visitor Exit Survey. MICROLOG 
99-04878 (3 fiche) 
The Evolution of Canada's travel account, 
1980-97. MICROLOG 99-04676 (1 fiche) 
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Tourist trade (cont'd) 
Atlantic Provinces 
See also Tourist trade -- Nova Scotia; Tourist trade 
-- Prince Edward Island 
Nova Scotia 
1996 Nova Scotia Visitor Exit Survey. MICROLOG 
99-04878 (3 fiche) 
Prince Edward Island 
Prince Edward Island. Dept. of Economic 
Development & Tourism : Annual report 1996-97. 
MICROLOG 99-04404 (1 fiche) 
United States 
The Evolution of Canada's travel account, 
1980-97. MICROLOG 99-04676 (1 fiche) 
Toxic dumps See Hazardous waste sites 
Toxic wastes See Hazardous wastes 


Toxicology 
See also Water pollution -- Toxicology 


Toxicomanie 
See also Drug abuse 
Traitement 
See also Drug abuse -- Treatment 


Vers de nouvelles orientations, cadre de mise en 
oeuvre des services de traitement de la 
toxicomanie en Ontario. MICROLOG 99-04688 
(1 fiche) 


Tracking radar 
Al radar tracker upgrades for SAR target detection. 
MICROLOG 99-04943 (2 fiche) 
Al tracker for SAR radar detection field trial. 
MICROLOG 99-04940 (2 fiche) 


Trade agreements (Commerce) See 
Commercial treaties 


Trade and professional associations 
The Determination of canola grower opinion on a 
Canola Development Board : final report. 
MICROLOG 99-04486 (1 fiche) 
Establishment of a national wild boar association : 
final report. MICROLOG 99-04481 (1 fiche) 


Trade, International See International trade 
Trade regulation 


See also Commercial treaties; Independent 
regulatory commissions 


1999-2000 estimates, part Ill, report on plans and 
priorities : Competition Tribunal. MICROLOG 
99-04720 (1 fiche) 


Trade secrets 
See also Copyright; Patents 


Traffic accidents 
Voir aussi Accidents de la route 


British Columbia 


Traffic collision statistics : police-attended injury 
and fatal collisions, British Columbia, 1995-97. 
MICROLOG 99-04959 (3 fiche) 


Traffic violations 
See also Traffic accidents 
Training of employees See Employees -- 
Training of 
Traitement ambulatoire 
Voir aussi Soins a domicile 
Traitement des produits de la péche 
industrie 
See also Fishery processing industries 


Traités 
Voir aussi Accords commerciaux 


Transducers 
Building finite element models with Mathematica. 
MICROLOG 99-04852 (1 fiche) 
Calibration 
SeaCal v 2.0 : user's manual. MICROLOG 
99-04854 (1 fiche) 
Transfer payments 
See also Income maintenance programs 
Improving the National Child Benefit : matching 
deeds with intentions. MICROLOG 99-04967 
(1 fiche) 


Transfert de technologie 

Voir aussi Télécommunications 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Conseil 
national de recherches Canada. MICROLOG 
99-04719 (2 fiche) 

Transplantation (Chirurgie) Voir Greffe 

(Chirurgie) 

Transplantation of organs, tissues, etc. 

Voir aussi Greffe (Chirurgie) 

Report of the National Forum on 
Xenotransplantation : clinical, ethical and 
regulatory issues. MICROLOG 99-04535 (2 fiche) 

Transport 

Voir aussi Aéronautique commerciale; 

Camionnage; Véhicules 
Innovations technologiques 

See also Transportation -- Technological 

innovations 
Mesures de sécurité 

See also Transportation -- Safety measures 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Bureau de 
la sécurité des transports du Canada. 
MICROLOG 99-04709 (1 fiche) 

Planification 
See also Transportation -- Planning 
Politique gouvernementale 

See also Transportation and state 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Office des 
transports du Canada. MICROLOG 99-04605 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Transports 
Canada. MICROLOG 99-04647 (2 fiche) 

Recherche 

See also Transportation -- Research 

Centre de développement des transports (Canada) 
: Revue annuelle 1997-98. MICROLOG 99-04406 
(1 fiche) 

Statistiques 

See also Transportation -- Statistics 

Statistiques sur les collisions de la route au 
Canada, 1994. MICROLOG 99-04517 (1 fiche) 

Statistiques sur les collisions de la route au 
Canada, 1995. MICROLOG 99-04526 (1 fiche) 


Transport de marchandises 
Voir aussi Camionnage; Céréales -- Transport; 
Véhicules 


Transport de marchandises par 
camions Voir Camionnage 


Transportation 
See also Aeronautics, Commercial; Automobiles, 
Containerization; Interurban transportation, 
Railroads -- Freight; Rural transit; Trucking; 
Vehicles 


Government policy 
See Transportation and state 


Planning 
Business plan, 1999. MICROLOG 99-04418 
(1 fiche) 
Research 
Voir aussi Transport -- Recherche 
Transportation Development Centre (Canada) : 
Annual review 1997-98. MICROLOG 99-04406 
(1 fiche) 
Safety measures 
Voir aussi Transport -- Mesures de sécurité 


1999-2000 estimates, part III, report on plans and 
priorities : Transportation Safety Board of 
Canada. MICROLOG 99-04709 (1 fiche) 


Security measures 
Voir aussi Transport -- Mesures de sécurité 
Statistics 
Voir aussi Transport -- Statistiques 


Traffic collision statistics : police-attended injury 
and fatal collisions, British Columbia, 1995-97. 
MICROLOG 99-04959 (3 fiche) 


a ——_—_—_—_—_—…—…—…—…"—"…"—"—"—…"—"…"…"…"—"…"…"…"…"—"—"…"…"—"—"—"——————"—"—"…"—"—"—"—"—"—"—"—"—"—"—"—"—…—"—"—"—"—"—"…"—"—"—"—"—"—"—"—"—"—"—"—"—"——— 


A bibliographic citation of each title 
can be found in the Title Index section 


123 


MICROLOG 


Index des matières 


août 1999 


Transportation (cont’d) 
Technological innovations 


A Design guideline and evaluation framework to 
determine the relative safety of in-vehicle 
intelligent transportation systems for older 
drivers. MICROLOG 99-04945 (3 fiche) 


Saskatchewan 


Saskatchewan Transportation Company : Annual 
report 1998. MICROLOG 99-05004 (1 fiche) 


Western Provinces 
See also Transportation -- Saskatchewan 


Transportation and state 
Voir aussi Transport -- Politique gouvernementale 


1999-2000 estimates, part Ill, report on plans and 
priorities : Canadian Transportation Agency. 
MICROLOG 99-04605 (1 fiche) 

1999-2000 estimates, part Ill, report on plans and 
priorities : Transport Canada. MICROLOG 
99-04647 (2 fiche) 


Transportation, Automotive 

See also Automobiles; Trucking 

Freight 

See Trucking 
Transportation planning See Transportation -- 

Planning 
Transportation, Rural See Rural transit 
Transportation vehicles See Vehicles 
Transports aériens 

Voir aussi Aéronautique commerciale 
Transports ferroviaires 

Marchandises 

See also Railroads -- Freight 
Transports routiers 

Voir aussi Camionnage 

Marchandises 

Voir Camionnage 
Trapping 

See also Fishing; Fur trade 
Travail 


Voir aussi Agriculture; Camionnage; Céréales -- 
Qualité; Gazoduc de la route de l'Alaska; 


Personnel; Relations industrielles; Scientifiques; 


Travaux publics 
Accidents 
See also Industrial accidents 
Droit 
See a/so Labour laws and legislation 
Indemnisation en cas d’accidents 
See also Workers’ compensation 
Productivité 
Voir Productivité 


Travail et famille 
See also Work and family 


Qu'est-ce qui explique les mouvements des 
enfants vers la situation de faible revenu et hors 
de celle-ci, les changements de situation sur le 
marché du travail ou le mariage et le divorce? 
MICROLOG 99-04645 (1 fiche) 


Travail, Marché du 
See also Labour market 
Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Développement des ressources humaines 
Canada. MICROLOG 99-04741 (2 fiche) 


Travail posté 
See also Shift systems 


Travailleurs 
Santé et hygiéne 
Voir Hygiéne industrielle 
Travailleurs du nucléaire Voir industrie 
nucléaire -- Personnel 


Travaux publics 
Voir aussi Médecine -- Laboratoires 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Travaux 
publics et services gouvernementaux Canada. 
MICROLOG 99-04559 (2 fiche) 


Trawling See Trawis and trawling 


Trawls and trawling 
Voir aussi Chaluts et chalutage 
Greenland halibut (turbot) experiments. 
MICROLOG 99-04533 (1 fiche) 


Treaties 
See also Commercial treaties 


Tree farms 
See also Forest nurseries; Woodlots 


Tree harvesting See Logging 


Tree planting 
Site preparation 
Tree growth for 15 years following stumping in 
interior British Columbia. MICROLOG 99-04438 
(1 fiche) 


Trees 
See also Conifers; Logging 
Diseases and pests 
See also Conifers -- Diseases and pests; Forest 
insects 


Effect of acid rain on 
1997 Canadian acid rain assessment, vol. 4 : the 
effects on Canada’s forests. MICROLOG 
99-04425 (1 fiche) 
Growth 
Tree growth for 15 years following stumping in 
interior British Columbia. MICROLOG 99-04438 
(1 fiche) 
Planting 
See Tree planting 
Protection 
Voir aussi Arbres -- Protection 
Wounds and injuries 
See also Windfall (Forestry) 


A Literature review of ice storm impacts on forests 
in eastern North America. MICROLOG 99-04778 
(1 fiche) 


Tribunaux 
Voir aussi Juges; Tribunaux administratifs 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Cour 
supréme du Canada. MICROLOG 99-04724 
(1 fiche) 


Tribunaux administratifs 

See also Administrative courts 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Cour 
canadienne de l'impôt. MICROLOG 99-04699 
(1 fiche) 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Tribunal de 
la concurrence. MICROLOG 99-04720 (1 fiche) 


Trout 
Mercury concentrations in brook trout and white 
perch from Kejimkujik National Park, Nova 
Scotia. MICROLOG 99-04924 (1 fiche) (Available 
on fiche only) 


Trucking 
Voir aussi Camionnage 
Incentive programs for enhancing truck safety and 
productivity, a Canadian perspective. 
MICROLOG 99-04414 (1 fiche) 


Truite 
See also Trout 


Trust companies 
See also Pension trusts 


Trust funds See Trusts and trustees 


Trusts and trustees 
See also Pension trusts 


Saskatchewan Development Fund Corporation 
and Saskatchewan Development Fund : Annual 
report 1998. MICROLOG 99-04816 (1 fiche) 

Social Services Central Trust Account : Financial 
statements 1997-98. MICROLOG 99-04937 
(1 fiche) 


Tuberculose 
See also Tuberculosis 


Tuberculose (cont'd) 

Consultation nationale sur le rôle du Laboratoire 
de lutte contre la maladie et de la lutte 
antituberculeuse : comptes rendus et 
recommandations. MICROLOG 99-04488 
(1 fiche) 

Tuberculosis 

Voir aussi Tuberculose 

National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention and Control : 
proceedings and recommendations. MICROLOG 
99-04488 (1 fiche) 

Tuition See Education -- Finance 


Tuition, University See Universities and colleges 
-- Finance 

Turf management 
Voir aussi Pelouses -- Entretien 


Selection, field testing and management of 
minimum care turfgrasses in Saskatchewan : 
final report. MICROLOG 99-04448 (1 fiche) 


Turfgrass management See Turf management 
Typology See Classification 


U 


Ukraine 
Voir aussi Ukraine 
Agri-food country profile, Ukraine. MICROLOG 
99-04782 (1 fiche) 


Ukraine 
See a/so Ukraine 
Ukraine, profil du secteur agroalimentaire. 
MICROLOG 99-04782 (1 fiche) 


Underdeveloped countries See Developing 
countries 


Underwater acoustics 
See also Sonar 
An Acoustic biomass survey of the Triangle Island 
widow rockfish (Sebastes entomelas) 
aggregation by Fisheries and Oceans, Canada 
and the Canadian Groundfish Research and 
Conservation Society, January 16 - February 7, 
1998. MICROLOG 99-04747 (1 fiche) 
Superdirective receiving arrays for underwater 
acoustic application. MICROLOG 99-04790 
(1 fiche) 
Unemployment 
See also Employment programs; Labour supply 
and demand 
Union agreements See Collective labour 
agreements 


Universités 
Voir aussi Etudiants 


Études des 2e et 3e cycles 


Groupe interuniversitaire de recherches 
océanographiques du Québec : Rapport annuel 
1997-98. MICROLOG 99-04419 (1 fiche) 


Finances 
See also Universities and colleges -- Finance 


Rapport financier annuel des collèges publics 
1994-95. MICROLOG 99-05023 (4 fiche) 

Rapport financier annuel des collèges publics 
1995-96. MICROLOG 99-05022 (4 fiche) 


Québec (Province) 


Voir aussi Collèges d'enseignement général et 
professionnel 


Rapport financier annuel des colléges publics 
1994-95. MICROLOG 99-05023 (4 fiche) 
Rapport financier annuel des colléges publics 
1995-96. MICROLOG 99-05022 (4 fiche) 
Universités et colléges Voir Universités 
Diplômés 
Voir Diplômés d'université 
Québec (Province) 
Voir Universités -- Québec (Province) 
Universities and colleges 
See also College graduates -- Employment 
Finance 
Voir aussi Universités -- Finances 
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Universities and colleges (cont'd) 

Cypress Hills Regional College : Financial 
statement 1997-98. MICROLOG 99-04966 
(1 fiche) 

North West Regional College (Sask.) : Financial 
statement 1997-98. MICROLOG 99-04982 
(1 fiche) 

Parkland Regional College : Financial statement 
1997-98. MICROLOG 99-04965 (1 fiche) 

Saskatchewan Indian Institute of Technologies : 
Financial statement 1997-98. MICROLOG 
99-04973 (1 fiche) 

SIAST services/supplier payments/disbursements 
report, fiscal year 1998, starting at $20,000.00 : 
SIAST employees/board payments report, fiscal 
year 1998, starting at $2,500.00. MICROLOG 
99-04807 (1 fiche) 

Southeast Regional College (Sask.) : Financial 
statement 1997-98. MICROLOG 99-04964 
(1 fiche) 

University of Regina Crown Foundation : Annual 
report 1997-98. MICROLOG 99-04899 (1 fiche) 

University of Saskatchewan Crown Foundation : 
Financial statement 1997-98. MICROLOG 
99-04980 (1 fiche) 


Graduate work 
Voir aussi Universités -- Etudes des 2e et 3e cycles 
Teachers 
See College teachers 
Quebec (Province) 
Voir aussi Universités -- Québec (Province) 


Saskatchewan 

Cypress Hills Regional College : Financial 
statement 1997-98. MICROLOG 99-04966 
(1 fiche) 

North West Regional College (Sask.) : Financial 
statement 1997-98. MICROLOG 99-04982 
(1 fiche) 

Parkland Regional College : Financial statement 
1997-98. MICROLOG 99-04965 (1 fiche) 

Saskatchewan Indian Institute of Technologies : 
Financial statement 1997-98. MICROLOG 
99-04973 (1 fiche) 

SIAST services/supplier payments/disbursements 
report, fiscal year 1998, starting at $20,000.00 : 
SIAST employees/board payments report, fiscal 
year 1998, starting at $2,500.00. MICROLOG 
99-04807 (1 fiche) 

Southeast Regional College (Sask.) : Financial 
statement 1997-98. MICROLOG 99-04964 
(1 fiche) 

University of Saskatchewan Crown Foundation : 
Financial statement 1997-98. MICROLOG 
99-04980 (1 fiche) 


University and colleges See Universities and 
colleges 
University education See Higher education 
University fees See Universities and colleges -- 
Finance 
University graduates 
Voir aussi Diplômés d'université 
Science and technology data, 1998. MICROLOG 
99-04651 (1 fiche) 


Unmarried mothers 
See also Single parent family 


Uranium 
Environmental aspects 
Uranium in drinking water : document for public 
comment. MICROLOG 99-04652 (1 fiche) 
Uranium 
Mines et extraction 
See also Uranium mines and mining 


Uranium industry 
See also Uranium mines and mining 


Uranium mines and mining 
Environmental aspects 


Validity of the Kusnetz method for measuring 
radon progeny concentration. MICROLOG 
99-04800 (1 fiche) 


Uranium mining See Uranium mines and mining 


Urban agriculture 
Voir aussi Agriculture urbaine 


Urban housing See Housing 


Urban planning 
See also Real estate development 


Urbanisme 
Voir aussi Développement communautaire 


Ontario 
Voir aussi Ottawa-Carleton (Ont.) -- Planification 


Urgences médicales, Services des 
See also Emergency medical services 


Les Technologies de l'information au service de la 
santé : atelier de consultation du personnel de 
Salles d'urgences dans la région de Québec. 
MICROLOG 99-04760 (1 fiche) 


Ursidae See Bears 


User charges 
City of Toronto development charge background 
study. MICROLOG 99-04459 (4 fiche) 


Utilisation du sol Voir Sol, Utilisation du 


Vv 


Valeurs mobiliéres 
See also Securities 


Nouvelles règles régissant les adjudications de 
titres du gouvernement canadien et la 
surveillance de celles-ci par la Banque du 
Canada : rapport final. MICROLOG 99-04490 
(1 fiche) 

Projet de modification des règles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par la 
Banque du Canada : premier document de 
travail. MICROLOG 99-04491 (1 fiche) 


Valeurs mobilières, Industrie des 

See also Securities industry 

Droit 

See also Securities industry -- Laws and regulation 

Nouvelles règles régissant les adjudications de 
titres du gouvernement canadien et la 
surveillance de celles-ci par la Banque du 
Canada : rapport final. MICROLOG 99-04490 
(1 fiche) 

Projet de modification des règles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par la 
Banque du Canada : premier document de 
travail. MICROLOG 99-04491 (1 fiche) 


Valves 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : 2" and 3" NPT 
tanker truck PRV tests. MICROLOG 99-04422 
(2 fiche) 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : two-phase energy 
storage study, preliminary results. MICROLOG 
99-04423 (1 fiche) 


Vancouver (B.C.) 

"A to Z", answers to some of the most frequently 
asked questions about our city -- Rev. 
MICROLOG 99-04889 (1 fiche) 

Social conditions 

Social indicators, City of Vancouver, 1996 Census. 

MICROLOG 99-04879 (1 fiche) 


Vancouver (C.-B.) 
See also Vancouver (B.C.) 


Vancouver Island 
Lithoprobe, southern Vancouver Island, British 
Columbia : geology. MICROLOG 99-04467 
(2 fiche) 
Vancouver, Région de (C.-B.) 
See also Vancouver (B.C. 
Vectors of disease See Animals as carriers of 
disease 


Vegetables 
See also Beans; Seed potatoes 
Végétation 
Gestion 
Voir aussi Foréts privées 
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Vegetation management 
See also Forest management; Weeds -- Control 


Vegetation surveys 
See also Forest mapping 


A Preliminary vegetation survey of the Gull Lake 
wetland areas. MICROLOG 99-04609 (1 fiche) 


Vehicles 
See also Automobiles; Railroads 
Safety measures 
See also Automobiles -- Safety measures 


Incentive programs for enhancing truck safety and 
productivity, a Canadian perspective. 
MICROLOG 99-04414 (1 fiche) 


Véhicules 
See also Vehicles 
Mesures de sécurité 

See also Vehicles -- Safety measures 

Programmes d'incitation à la sécurité et à la 
productivité dans le secteur du camionnage, 
point de vue canadien. MICROLOG 99-04415 
(2 fiche) 


Véhicules automobiles 
Voir aussi Accidents de la route 
Accidents 
Voir Accidents de la route 


Venereal diseases See Sexually transmitted 
diseases 


Venture capital 

Saskatchewan Government Growth Fund Il Ltd. : 
Annual report 1998. MICROLOG 99-04905 
(1 fiche) 

Saskatchewan Government Growth Fund III Ltd. : 
Annual report 1998. MICROLOG 99-04906 
(1 fiche) 

Saskatchewan Government Growth Fund IV Ltd. : 
Annual report 1998. MICROLOG 99-04907 
(1 fiche) 

Saskatchewan Government Growth Fund Ltd. : 
Annual report 1998. MICROLOG 99-04904 
(1 fiche) 

Saskatchewan Government Growth Fund 
Management Corporation : Annual report 1998. 
MICROLOG 99-04903 (1 fiche) 


Vérification (Gestion de l’environnement) 
Voir aussi Environnement, Politique de |’ 


Vertebrates 
See also Bears; Birds; Bison; Cattle; Fish; Mammal 
populations 


Vertébrés 
Voir aussi Oiseaux; Poissons 


Vétements de protection 
See also Protective clothing 


Veterans 
Voir aussi Anciens combattants 


1999-2000 estimates, part III, report on plans and 
priorities : Veterans Affairs Canada. MICROLOG 
99-04591 (2 fiche) 


Vétérans Voir Anciens combattants 


Viande 
Industrie et commerce 
See also Meat industry and trade 
Vie privée, Droit à la Voir Droit à la vie privée 
Vie scolaire Voir Étudiants 
Vietnam 
Voir aussi Viétnam 
Agri-food country profile, Vietnam. MICROLOG 
99-04785 (1 fiche) 
Viétnam 
See also Vietnam 
Profil du secteur agroalimentaire, Vietnam. 
MICROLOG 99-04785 (1 fiche) 


Villes 
Comment préserver la santé des arbres urbains. 
MICROLOG 99-04669 (1 fiche) 


Ontario 
Voir aussi Ottawa-Carleton (Ont.) 
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Villes (cont’d) 
Québec (Province) 


Voir aussi Communauté urbaine de Montréal 
(Québec) 


Virus 
See also Viruses 


Viruses 
Hantavirus disease, guidelines for protecting 
workers and the public -- Updated. MICROLOG 
99-04857 (1 fiche) 


Vocational education 
See also Employees -- Training of; Forestry 
schools and education; Occupational retraining 


Saskatchewan 
New Careers Corporation (Sask.) : Annual report 
1997-98. MICROLOG 99-04902 (1 fiche) 
Training Completions Fund : Financial statement, 
1997-98. MICROLOG 99-04979 (1 fiche) 


Vocational guidance 
See also Occupational training; Vocational 
education 


Volailles 
See also Poultry 
Aliments pour animaux 
See also Poultry -- Feeding and feeds 
industrie 
See also Poultry industry 


W 


Wages 

See also Civil service -- Pensions; Civil service -- 
Salaries; Collective labour agreements; 
Employee fringe benefits; Family allowances; 
Judges -- Salaries, pensions, etc.; Local officials 
and employees -- Salaries, pensions, etc. 

Aged 
Voir aussi Salaires -- Personnes agées 


Distribution, inequality and concentration of 
income among older immigrants in Canada, 
1990 -- Rev. MICROLOG 99-04644 (1 fiche) 

Ontario 

Voir aussi Salaires -- Ontario 

Disclosure for 1998 under the Public Sector Salary 
Disclosure Act, 1996. MICROLOG 99-04911 
(4 fiche) 


Warehouses 
See also Grain elevators 


Wasps 
Biological control of a canola pest, the bertha 
armyworm (Mamestra configurata), with the 
parasite Microplitis mediator : final report. 
MICROLOG 99-04485 (1 fiche) 


Waste disposal See Refuse and refuse disposal 
Waste disposal sites 
See also Hazardous waste sites 
Waste management See Refuse and refuse 
disposal 


Waste minimization 
Mersey River Pollution Prevention and Waste 
Minimization Project : a follow-up report on 
participating businesses. MICROLOG 99-04553 
(1 fiche) 
Waste products 
See also Agricultural wastes; Hazardous wastes 


Waste products as feed 
Potential of by-product feeds to reduce feed costs 
in hog production. MICROLOG 99-04549 
(1 fiche) 


Waste reduction See Waste minimization 
Waste water See Sewage 

Wastes, Agricultural See Agricultural wastes 
Wastes, Hazardous See Hazardous wastes 


Water 
See also Acid rain; Drinking water; Ice on rivers, 
lakes, etc.; Lakes; Sea ice; Snow 


Water birds 
See also Waterfowl 


Index des matiéres 


Water chemistry 
Atikokan area high density lake sediment and 
water geochemical survey, northwestern Ontario 
: new Au and PGE exploration targets. 
MICROLOG 99-04633 (1 fiche) 


Water, Drinking See Drinking water 


Water in agriculture 
See also Irrigation 


Water pollution 
See also Acid pollution of rivers, lakes, etc.; Fish -- 
Effect of water pollution on 
Toxicity 
See Water pollution -- Toxicology 


Toxicology 

Babineau Fisheries Ltd., water sampling program, 
project no. 80307. MICROLOG 99-04640 
(1 fiche) 

Report of the Workshop on the Feasibility of a 
Chronic Neurotoxicity Study of Aluminum 
Administered in the Drinking Water of Animals. 
MICROLOG 99-04445 (1 fiche) 

Uranium in drinking water : document for public 
comment. MICROLOG 99-04652 (1 fiche) 

Atlantic Provinces 

See also Water pollution -- Nova Scotia; Water 

pollution -- Prince Edward Island 


Nova Scotia 


Mersey River Pollution Prevention and Waste 
Minimization Project : a follow-up report on 
participating businesses. MICROLOG 99-04553 
(1 fiche) 

Prince Edward Island 

Babineau Fisheries Ltd., water sampling program, 
project no. 80307. MICROLOG 99-04640 
(1 fiche) 

Summary of investigations into lobster health and 
abundance in Colville Bay, PEI. MICROLOG 
99-04639 (1 fiche) 


Water quality 
See also Acid pollution of rivers, lakes, etc. 
Atlantic Provinces 
See also Water quality -- Prince Edward Island 


Prince Edward Island 


Colville Bay lobster health study, a randomized 
and blinded clinical field trial to examine the 
effect of a selected environment on the health 
and survival of lobsters. MICROLOG 99-04641 
(1 fiche) 

Water resources 
See also Irrigation; Lakes; Water quality 


Water supply 
See also Irrigation 


Waterfowl 
Chemical residues in waterfowl and gamebirds 
harvested in Canada, 1987-95. MICROLOG 
99-04494 (5 fiche) 


Watersheds 
See also Drainage 


Waterways 

See also Lakes 
Wave propagation 

See also Radio wave propagation 
Wealth 


See also Farm income; Income maintenance 
programs; Pensions; Poverty; Wages 

Weapons systems 

See also Target acquisition 
Weather 

See also Acid rain; Snow; Storms 
Weed control See Weeds -- Control 
Weeds 

See also Herbicides 

Control 
See also Pesticides 


District #21 soil conservation program : final 
report. MICROLOG 99-04473 (1 fiche) 
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Weeds (cont’d) 

Viability of organic farm practices : third-year 
annual report and summary of the three years of 
the study, 1990, 1991, 1992 : executive summary. 
MICROLOG 99-04505 (1 fiche) 

Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
MICROLOG 99-04470 (1 fiche) 


Weevils See Beetles 


Weighing scales See Scales (Weighing 
instruments) 


Welded joints 
Testing 


Fracture resistance of Canadian patrol frigate hull 
steels. MICROLOG 99-04853 (1 fiche) 


Welding 
See also Steel -- Welding 


Western Provinces 
See also Alberta; British Columbia; Manitoba; 
Saskatchewan 
History 
See also Historic sites -- Manitoba 


Wetlands 
See also Coastal environment 


Manitoba 


A Preliminary vegetation survey of the Gull Lake 
wetland areas. MICROLOG 99-04609 (1 fiche) 


Prairie Provinces 
See also Wetlands -- Manitoba 


Wheat 

Canadian Wheat Board : Annual report 1997-98. 
MICROLOG 99-04625 (1 fiche) 

Managing wheat for yield and protein premium — 
Rev. MICROLOG 99-04661 (1 fiche) 

Rotational grazing project : final report. 
MICROLOG 99-04452 (1 fiche) 

Testing 

Quality of 1997 Ontario wheat : a report. 
MICROLOG 99-04874 (1 fiche) 

Quality of 1998 Ontario wheat : a report. 
MICROLOG 99-04873 (1 fiche) 

Quality of 1998 Quebec, Canada, eastern red 
wheat. MICROLOG 99-04876 (1 fiche) 

Quality of Quebec wheat, no. 1 and no. 2 Canada 
eastern red wheat, 1997 and 1996 composite 
samples : a report. MICROLOG 99-04877 
(1 fiche) 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1997. 
MICROLOG 99-04793 (1 fiche) 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1998. 
MICROLOG 99-04792 (1 fiche) 


Wide area networks (Computer network) 
See also Internet (Computer network) 


Wild boar 
Establishment of a national wild boar association : 
final report. MICROLOG 99-04481 (1 fiche) 


Wildlife 
See also Bears; Birds; Bison; Forest insects; 
Habitat (Ecology) 
Atlantic Provinces 
See also Wildlife -- New Brunswick 


New Brunswick 


Biodiversity survey of moths of Fundy National 
Park, | : a checklist of the macromoths of Fundy 
National Park and its greater ecosystem. 
MICROLOG 99-04923 (1 fiche) (Available on 
fiche only) 

Ontario 

Report on 1997 bear population index network 
with a population estimate based on 1994-97 
results. MICROLOG 99-04576 (1 fiche) 


Wildlife conservation 
See also Wildlife management 
Saskatchewan 
See also Wildlife management -- Saskatchewan 
Wildlife habitat See Habitat (Ecology) 
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Wildlife management 
See also Fishery management 


Saskatchewan 
See also Fishery management -- Saskatchewan 


Saskatchewan. Fish & Wildlife Development Fund : 


Financial statements 1997-98. MICROLOG 
99-04952 (1 fiche) 


Wildlife research 
Report on 1997 bear population index network 
with a population estimate based on 1994-97 
results. MICROLOG 99-04576 (1 fiche) 


Wind power 
Voir aussi Energie éolienne 


Windfall (Forestry 

Voir aussi Chablis (Sylviculture) 

Observations on windfall and decay in a second- 
growth balsam fir stand in the Lower St. 
Lawrence Model Forest. MICROLOG 99-04555 
(1 fiche) 

Windows 
Thermal properties 


Measurement of SHGC and U-value of windows 
With insect screens. MICROLOG 99-04428 
(2 fiche) 


Winnipeg (Man.) 
Municipal manual, City of Winnipeg, 1999. 
MICROLOG 99-04960 (3 fiche) 


Winnipeg (Man.) 
See also Winnipeg (Man.) 


Wireless communication systems 
See also Cellular radiophones 


Women 
Voir aussi Femmes 


1999-2000 estimates, part Ill, report on plans and 
priorities : Status of Women Canada. 
MICROLOG 99-04735 (1 fiche) 


Economic conditions 
Voir aussi Femmes -- Conditions économiques 


Employment 
Family background, family income, maternal work 
and child development. MICROLOG 99-04957 
(1 fiche) 
Health and hygiene 
Voir aussi Femmes -- Santé et hygiéne 


Nutrition for a healthy pregnancy, national 
guidelines for the childbearing years. 
MICROLOG 99-04518 (2 fiche) 

A Report on demographic and childbirth 
characteristics and smoking during pregnancy 
within regional health authorities in Manitoba. 
MICROLOG 99-04779 (1 fiche) 


Services for 
See also Prenatal care 
Social conditions 
Voir aussi Femmes -- Conditions sociales 
Atlantic Provinces 
See also Women -- Nova Scotia 
Nova Scotia 
Voir aussi Femmes -- Nouvelle-Ecosse 


Looking into Acadie : three illustrated studies. 
MICROLOG 99-05012 (1 fiche) 


Women in agriculture 
Saskatchewan Women’s Agricultural Network 
provincial conference : final report. MICROLOG 
99-04451 (1 fiche) 
Women in business 
See also Executives 
Women’s health services 
See also Prenatal care 


Wood products industry See Forest products 
industry 

Wood using industries See Forest products 
industry 


Woodlots 
Voir aussi Foréts privées 


Woodlots (cont'd) 


Woodlot management homestudy course, module 
10 : managing woodlot finances, A) planning and 
investment guide. MICROLOG 99-04963 
(1 fiche) 


Wood-using industries See Forest products 
industry 


Work 
See also Shift systems 


Work and family 
Voir aussi Travail et famille 


Why do children move into and out of low income : 
changing labour market conditions or marriage 
and divorce?_ MICROLOG 99-04645 (1 fiche) 


Work environment 
See also Collective bargaining; Industrial hygiene; 
Industrial safety; Radiation; Smoking in the 
workplace; Workers’ compensation 


Hygienic aspects 
See Industrial hygiene 
Violence 


A Guide to developing a violence policy statement. 
MICROLOG 99-04862 (1 fiche) 

A Sample policy on workplace violence -- Rev. 
MICROLOG 99-04860 (1 fiche) 


Work shifts See Shift systems 


Workers’ compensation 
British Columbia 


Statistics '98. MICROLOG 99-04934 (1 fiche) 
Workers’ Compensation Board of British Columbia 
: Annual report 1998. MICROLOG 99-05001 
(2 fiche) 
Saskatchewan 


Saskatchewan. Workers’ Compensation Board : 
Annual report 1998. MICROLOG 99-05020 
(1 fiche) 


Wounds and injuries 
See also Trees -- Wounds and injuries 
peng 
See also Cryptography 
Writing skills 
Voir aussi Aptitude a la rédaction 
School Achievement Indicators Program, 1998 
reading and writing assessment, 13- and 16-year- 


old students : Ontario report. MICROLOG 
99-04670 (1 fiche) 


x 


X-rays, Medical uses of See Radiation, Medical 
uses of 


Y 


Year 2000 date conversion (Computer 
systems) 
Voir aussi Problème de l’arrivée de l'an 2000 
(Informatique) 


Steering government into the next millennium, a 
guide to effective business continuity in support 
of the Year 2000 challenge : version 2.2 final. 
MICROLOG 99-04909 (2 fiche) 


Young offenders 
Youth crime statistics. MICROLOG 99-04674 
(1 fiche) 
Young people See Youth 
Youth 
See also Students; Young offenders 
Education 
See Education 
Legal status, laws, etc. 
See also Juvenile delinquency 
Services for 
Voir aussi Jeunesse, Services ala 
Guide to federal programs and services for 


children and youth -- 2d ed. MICROLOG 
99-04762 (2 fiche) 


Youth services See Youth -- Services for 


Yukon 
See also Yukon Territory 


Conditions économiques 
See also Yukon Territory -- Economic conditions 


Yukon Territory 
Economic conditions 


Yukon statistical review : Annual report, 1998. 
MICROLOG 99-04626 (1 fiche) 


Population 


Yukon statistical review : Annual report, 1998. 
MICROLOG 99-04626 (1 fiche) 


Statistics 


Yukon statistical review : Annual report, 1998. 
MICROLOG 99-04626 (1 fiche) 


Z 


Zones de conservation Voir Réserves naturelles 


Zones humides 
Voir aussi Tourbières 


Zoologie 
Voir aussi Homards -- Migration; Poissons -- 
Marquage 
Zoology 
See also Lobsters -- Migration 


Zoonoses 
Hantavirus disease, guidelines for protecting 
workers and the public -- Updated. MICROLOG 
99-04857 (1 fiche) 


Zoonotic diseases See Zoonoses 


A bibliographic citation of each title 
can be found in the Title Index section 
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Avis concernant un ravageur forestier 
exotique. Centre forestier du Pacifique 
2 Le Grand hylésine des pins. 

MICROLOG 99-04430 (1 fiche) 


Avis du Conseil du statut de la femme. 
Québec (Province). Conseil du statut de la 
femme 
La Procréation médicalement assistée : une 

pratique à encadrer. MICROLOG 99-04607 
(2 fiche) 

Backgrounder. Ontario. Legislative 
Research Service 
6 Exotic species invasions : zebra mussels and 

beyond -- Rev. MICROLOG 99-04673 (1 fiche) 
27 Youth crime statistics. MICROLOG 99-04674 
(1 fiche) 
30 Capital funding of Ontario schools. 
MICROLOG 99-04671 (1 fiche) 


Bulletin de diffusion. Ontario. Ministère des 
richesses naturelles 
LRC 66 Comment préserver la santé des arbres 
urbains. MICROLOG 99-04669 (1 fiche) 


Bulletin. Geological Survey of Canada 
498 Lithoprobe, southern Vancouver Island, British 
Columbia : geology. MICROLOG 99-04467 
(2 fiche) 


Bulletin series. Statistics Canada and 
Canada. Agriculture & Agri-Food Canada 
vol. 1, no. 1 Economic overview of farm incomes, 

1996 : all farms. MICROLOG 99-05018 (1 fiche) 


Canada communicable disease report. 
Canada. Health Canada 
vol. 21S2 Guidelines and recommendations on the 
prevention and control of Hepatitis C. 
MICROLOG 99-04444 (1 fiche) 


Canadian contractor report of hydrography 
and ocean sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 53 Airborne electromagnetic sea ice sounding 

measurements during 1998 Gulf of St. Lawrence 
field program. MICROLOG 99-04466 (2 fiche) 


Canadian data report of fisheries and 
aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 1048 Cruise details and biological information 

from the Pacific Ocean perch larval survey, R/V 
W.E. RICKER, July 14-18, 1996. 
MICROLOG 99-04748 (1 fiche) 


Canadian industry report of fisheries and 
aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 249 Lobster (Homarus americanus) movement 

in the southern Gulf of St. Lawrence : summary 
sheets of tagging projects conducted between 
1980 and 1997. MICROLOG 99-04752 (2 fiche) 


Canadian manuscript report of fisheries 
and aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 


no. 2472 A Relational database for climatological 
data. MICROLOG 99-04750 (1 fiche) 


Series Titles 
Titres de collections 


no. 2474 1993 and 1994 coho spawning 
escapement and juvenile studies in Louis and 
Lemieux creeks, North Thompson River. 
MICROLOG 99-04746 (1 fiche) 

no. 2477 Abundance, age, size, sex and coded- 
wire tag recoveries for chinook salmon 
escapements of Campbell and Quinsam Rivers,, 
1997 / By J.C. Sturhahn, D.A Nagtegaal and M. 
Trenholme. Nanaimo, BC : Fisheries & Oceans 
Canada, Pacific Region, Science Branch, Pacific 
Biological Station, 1999. viii, 49 p. : Bibl. 
MICROLOG 99-04745 (1 fiche) 

no. 2480 South Winchelsea Island and West 
Ballenas Island habitat survey. 
MICROLOG 99-04751 (1 fiche) 


Canadian technical report of fisheries and 
aquatic sciences. Canada. Dept. of 
Fisheries & Oceans 
no. 2262 An Acoustic biomass survey of the 
Triangle Island widow rockfish (Sebastes 
entomelas) aggregation by Fisheries and 
Oceans, Canada and the Canadian Groundfish 
Research and Conservation Society, January 16 
- February 7, 1998. MICROLOG 99-04747 
(1 fiche) 

no. 2270 A Manual for intertidal clam surveys. 
MICROLOG 99-04749 (2 fiche) 


Cargo bulletin. Grain Research Laboratory 
(Canada) 
no. 282 Quality of western Canadian wheat 
exports : cargo shipments, February 1 to July 
31,, 1997. Winnipeg : Canadian Grain 
Commission, Grain Research Laboratory, 1997. 
26 p. : Bibl. MICROLOG 99-04793 (1 fiche) 


Commentary. C.D. Howe Institute 
no. 124 Money in the bank : comparing bank 
profits in Canada and abroad. 
MICROLOG 99-04570 (1 fiche) 
no. 125 Improving the National Child Benefit : 
matching deeds with intentions. 
MICROLOG 99-04967 (1 fiche) 


Contractor report. Defence Research 
Establishment Ottawa 
91-611 Multipath resolution using a rotatable dual- 
polarization antenna for direction finding : final 
report. MICROLOG 99-04442 (2 fiche) 


Crop bulletin. Grain Research Laboratory 
(Canada) 
no. 234 Quality of western Canadian feed barley 
and hulless barley,, 1997 / By M.J. Edney and 
K.H. Tipples. Winnipeg : Canadian Grain 
Commission, Grain Research Laboratory, 1998. 
11 p. MICROLOG 99-04896 (1 fiche) 


no. 235 Quality of western Canadian malting 
barley,, 1997 / By M.J. Edney and K.H. Tipples. 
Winnipeg : Canadian Grain Commission, Grain 
Research Laboratory, 1998. 22 p. : Maps. 
MICROLOG 99-04897 (1 fiche) 


no. 236 Quality of western Canadian canola,, 1997 
/ By Douglas R. DeClercq, K.H. Tipples and 
James K. Daun. Winnipeg : Canadian Grain 
Commission, Grain Research Laboratory, 1998. 
17 p. : ill. MICROLOG 99-04895 (1 fiche) 


no. 237 Quality of western Canadian flaxseed,, 
1997 / By Douglas R. DeClercq, K.H. Tipples and 
James K. Daun. Winnipeg : Canadian Grain 
Commission, Grain Research Laboratory, 1998. 
10 p. : ill. MICROLOG 99-04888 (1 fiche) 

no. 238 Quality of Canadian soybean,, 1997 / By 
Douglas R. DeClercq, K.H. Tipples and James K. 
Daun. Winnipeg : Canadian Grain Commission, 
Grain Research Laboratory, 1997. 14 p. 
MICROLOG 99-04872 (1 fiche) 


Curatorial report. Nova Scotia Museum 
no. 87 Looking into Acadie : three illustrated 
studies. MICROLOG 99-05012 (1 fiche) 


Current issue paper. Ontario. Legislative 
Library 
no. 192 Charter schools -- Updated. 
MICROLOG 99-04843 (1 fiche) 
no. 198 Indoor air quality : carbon monoxide, 
moulds & beyond. MICROLOG 99-04672 
(1 fiche) 


Document de travail. Canada. Industrie 
Canada 
no 27 La Hausse récente des demandes de 
brevets et la performance des principaux pays 
industrialisés sur le plan de l'innovation : 
tendances et explications. MICROLOG 99-04821 
(2 fiche) 


Documents de recherche. Statistique 
Canada. Direction des études analytiques 
no 129 Distribution, inégalité et concentration des 
revenus chex les immigrants âgés au Canada, 
1990. MICROLOG 99-04644 (1 fiche) 

no 132 Qu'est-ce qui explique les mouvements 
des enfants vers la situation de faible revenu et 
hors de celle-ci, les changements de situation 
sur le marché du travail ou le mariage et le 
divorce? MICROLOG 99-04645 (1 fiche) 


Documents de travail. Statistique Canada. 
Section des sciences et de la technologie 
ST-98-09 Dépenses et personnel de 

l'administration fédérale au titre des activités en 
sciences naturelles et sociales, 1989-90 à 
1998-99 [est.]. MICROLOG 99-04513 (1 fiche) 


DREA contractor report. Defence Research 

Establishment Atlantic 

DREA CR/87/447 Application of structural 
eigenvalue modification methods to linear 
buckling problems and substructured models. 
MICROLOG 99-04440 (1 fiche) 

DREA CR/96/457 Implementation of an elastic- 
plastic analysis capability for VAST finite element 
computer program. MICROLOG 99-04675 
(3 fiche) 

DREA CR/97/436 SeaCal v 2.0 : user’s manual. 
MICROLOG 99-04854 (1 fiche) 

DREA CR/97/443 Intensity measurements and 
optimum beamforming using a crossed dipoles 
array. MICROLOG 99-04791 (1 fiche) 

DREA CR/97/444 Superdirective receiving arrays 
for underwater acoustic application. 

MICROLOG 99-04790 (1 fiche) 


DREV report. Defence Research 


Establishment Valcartier 
R-4319 A FORTRAN coding of the spectral test for 
assessing the randomness and the merit of linear 


A bibliographic citation of each title 
can be found in the Title Index section 


129 


MICROLOG 


congruential generators. MICROLOG 99-04648 
(1 fiche) 


Exotic forest pest advisory. Pacific Forestry 
Centre 
2 The Pine shoot beetle. MICROLOG 99-04430 
(1 fiche) 


Extension notes. Ontario. Ministry of 
Natural Resources 
LRC 65 Management options for abandoned farm 
fields. MICROLOG 99-04689 (1 fiche) 


Factsheet. Ontario. Ministry of Agriculture, 

Food & Rural Affairs 

no. 98-067 The Effect of production practices on 
the quality of ginseng roots. 
MICROLOG 99-04668 (1 fiche) 

no. 98-075 1999 performance trials for dry edible 
beans. MICROLOG 99-04575 (1 fiche) 

no. 98-095 Currants and gooseberries -- Rev. 
MICROLOG 99-04682 (1 fiche) 


Farm facts. Saskatchewan. Saskatchewan 

Agriculture & Food 

Cost of production study of sheep enterprises. 
MICROLOG 99-04655 (1 fiche) 

Crop planning guide 1999, black soil zone - Rev. 
MICROLOG 99-04685 (1 fiche) 

Crop planning guide 1999, dark brown soil zone -- 
Rev. MICROLOG 99-04684 (1 fiche) 

Diseases and nutrient deficiencies in alfalfa for 
forage. MICROLOG 99-04686 (1 fiche) 

Farm machinery custom and rental rate 
suggestions, 1998. Regina : Saskatchewan 
Agriculture & Food, 1998. 4 p. 

MICROLOG 99-04650 (1 fiche) 

Feasibility of elemental sulphur fertilizers on 
canola. MICROLOG 99-04653 (1 fiche) 

Feverfew in Saskatchewan. MICROLOG 99-04657 
(1 fiche) 

Guidelines for safe rates of fertilizer applied with 
the seed. MICROLOG 99-04658 (1 fiche) 

Inoculation of pulse crops. MICROLOG 99-04660 
(1 fiche) 

Lentil in Saskatchewan -- Rev. 

MICROLOG 99-04654 (1 fiche) 

Managing wheat for yield and protein premium -- 
Rev. MICROLOG 99-04661 (1 fiche) 

Potassium and chloride fertilization in crop 
production -- Rev. MICROLOG 99-04935 (1 fiche) 

Saskatchewan irrigated seed potato cost of 
production. MICROLOG 99-04844 (1 fiche) 

What makes a good farm manager? 

MICROLOG 99-04656 (1 fiche) 


Fish and wildlife technical report. 
Saskatchewan. Saskatchewan 
Environment & Resource Management 
99-1 Survey of sport fishing in Saskatchewan,, 

1995 / By R.M. Joerissen and K.W. Brickley. 
Regina : Saskatchewan Environment & Resource 
Management, Fish & Wildlife Branch, 1998. xii, 
117 p. : Maps. MICROLOG 99-04898 (2 fiche) 


Géologie du Canada. Commission 
géologique du Canada 
no 7 Geologie des provinces précambriennes du 
lac Supérieur et de Grenville et fossiles du 
Précambrien en Amérique du nord. 
MICROLOG 99-04646 (5 fiche) 


Handbook. Forest Engineering Research 
Institute of Canada 
HB-12 Harvesting systems and equipment in 
British Columbia. MICROLOG 99-05015 (3 fiche) 


Information bulletin. Canada. Atomic 
Energy Control Board 
95-1 Regulatory research and support program for 
fiscal year 1995-96 : project descriptions. Ottawa 
: Atomic Energy Control Board, 1995. 275 p. 
MICROLOG 99-04820 (3 fiche) 


Information circular. Nova Scotia. Dept. of 
Natural Resources 
59 Properties for option in Nova Scotia,, 1999. 
Halifax : Nova Scotia Natural Resources, 
Minerals & Energy Branch, 1999. v, 82 p. : Maps. 
MICROLOG 99-04961 (1 fiche) 


Titres de collections 


Information sheet. Yukon Territory. Bureau 


of Statistics 
#59-99 Electricity. MICROLOG 99-04925 (1 fiche) 


Native issues. University of Winnipeg. 
Institute of Urban Studies 
3 Health care in Saskatoon’s inner city : a 
comparative study of Native and non-Native 
utilization patterns. MICROLOG 99-04604 
(1 fiche) 


Notes de recherche. Centre de foresterie 
des Laurentides 
no 3 Observations sur le chablis et la carie dans 
une sapiniére de seconde venue dans la Forét 
modéle du Bas-Saint-Laurent. 
MICROLOG 99-04555 (1 fiche) 


no 8 Impact économique de l'amélioration 
génétique de l'épinette de Norvège. 
MICROLOG 99-05003 (1 fiche) 


NWST technical manual. Ontario. Northwest 
Science & Technology 
TM-002 Patch Analyst user's manual, a tool for 
quantifying landscape structure. 
MICROLOG 99-04968 (1 fiche) 


Occasional research report. Canadian 
Tourism Commission 
1999-3 The Evolution of Canada’s travel account, 
1980-97. MICROLOG 99-04676 (1 fiche) 


Ontario Geological Survey aggregate 
resources inventory paper. Ontario. 
Ministry of Northern Development & 
Mines 
171 Aggregate resources inventory of Lennox and 

Addington County. MICROLOG 99-04493 
(1 fiche) 


Ontario Geological Survey miscellaneous 
paper. Ontario Geological Survey 
169 Summary of field work and other activities,, 
1998 / Edited by J.A Ayer...et al. Toronto : 
Ontario Geological Survey, 1999. vii, 285 p. : ill. 
Maps, Bibl. MICROLOG 99-04649 (4 fiche) 


Ontario Geological Survey open file report. 
Ontario Geological Survey 
5981 Geochemical, heavy mineral and pebble 
lithology data, surficial sediment sampling 
program, Wawa region, northeastern Ontario. 
MICROLOG 99-04630 (1 fiche) 


5982 Kimberlite, base metal and gold exploration 
targets based upon heavy mineral data derived 
from surface materials, Opasatika Lake Area, 
northeastern Ontario. MICROLOG 99-04628 
(1 fiche) 

5983 Precambrian geology of the Colpitts-Bury 
Lakes area, eastern Melchett Lake greenstone 
belt. MICROLOG 99-04629 (2 fiche) 


5984 Precambrian geology of the Dayohessarah 
Lake area, White River, Ontario. 
MICROLOG 99-04631 (1 fiche) 


5985 Special project : Timmins ore deposit 
descriptions. MICROLOG 99-04457 (3 fiche) 

5986 Atikokan area high density lake sediment and 
water geochemical survey, northwestern Ontario 
: new Au and PGE exploration targets. 
MICROLOG 99-04633 (1 fiche) 


5987 Report of activities : Resident Geologist 
Program, Red Lake Regional Resident Geologist 
report, Red Lake and Kenora districts,, 1998 / By 
C.E. Blackburn...et al. Toronto : Ontario 
Geological Survey, 1999. vii, 93 p. : Maps, Bibl. 
MICROLOG 99-04525 (2 fiche) 


5988 Report of activities : Resident Geologist 
Program, Thunder Bay North Regional Resident 
Geologist report, Thunder Bay North and Sioux 
Lookout districts,, 1998 / By J.K. Mason...et al. 
Toronto : Ontario Geological Survey, 1999. vii, 
56 p. : Maps, Bibl. MICROLOG 99-04681 
(1 fiche) 

5989 Report of activities : Resident Geologist 
Program, Thunder Bay South Regional Resident 
Geologist report, Thunder Bay South District,, 
1998 / By B.R. Schnieders...et al. Toronto : 
Ontario Geological Survey, 1999. v, 59 p. : Maps, 
Bibl. MICROLOG 99-04680 (1 fiche) 


août 1999 


5990 Report of activities : Resident Geologist 
Program, Timmins Regional Resident Geologist 
report, Timmins and Sault Ste. Marie districts,, 
1998 / By B.T. Alkinson...et al. Toronto : Ontario 
Geological Survey, 1999. vii, 112 p. : i//., Maps, 
Bibl. MICROLOG 99-04665 (2 fiche) 

5991 Report of activities : Resident Geologist 
Program, Kirkland Lake Regional Resident 
Geologist report, Kirkland Lake and Sudbury 
districts,, 1998 / By G. Meyer...et al. Toronto : 
Ontario Geological Survey, 1999. vii, 79 p. : 
Maps, Bibl. MICROLOG 99-04667 (1 fiche) 


5993 Results of regional humus and till sampling 
in the eastern part of the Shebandowan 
greenstone belt, northwestern Ontario. 
MICROLOG 99-04632 (2 fiche) 


Rapport. Canada. Commission de contrôle 
de l’énergie atomique 
INFO-0689 Rapport annuel de l'équité en matière 
d'emploi, 1997-98. Ottawa : Commission de 
contrôle de l'énergie atomique, 1998. 36, 32 p. : 
ill. MICROLOG 99-04766 (1 fiche) 


INFO-0696 Evaluation par les agents de la CCEA 
de l'exploitation de la centrale nucléaire 
Gentilly-2 en, 1997. Ottawa : Commission de 
contrôle de l'énergie atomique, 1998. iii, 30 p. 
MICROLOG 99-04802 (1 fiche) 


Rapport. Canada. Service de la protection 

de l’environnement 

SPE 7/AP/29 Réseau national de surveillance de 
la pollution atmosphérique (NSPA), sommaire 
annuel pour, 1996. Ottawa : Environnement 
Canada, Service de la protection de 
l'environnement, Direction générale pour 
l'avancement des technologies 
environnementales, 1999. xxiv, 107 p. 
MICROLOG 99-04677 (2 fiche) 


Rapport du conservateur. Musée de la 
Nouvelle-Écosse et Nouvelle-Ecosse. 
Ministère de l’éducation et de la culture 
no 87 Un Regard sur l'Acadie : trois discours 

illustrés. MICROLOG 99-05013 (1 fiche) 


Rapport statistique canadien des sciences 
halieutiques et aquatiques. Canada. 
Ministère des pêches et des océans 
no 1052 Concentrations d'hydrocarbures 

aromatiques polycycliques chez quatre espèces 
de poissons de fond et deux espèces de 
crustacés de l'estuaire et du golfe du Saint- 
Laurent et du fjord du Saguenay. 

MICROLOG 99-05006 (1 fiche) 


Rapport technique canadien des sciences 
halieutiques et aquatiques. Canada. 
Ministère des pêches et des océans 
2269 Indices de croissance de la mactre de 

Stimpson, Mactromeris polynyma. 
MICROLOG 99-05007 (1 fiche) 


Rapports techniques en matière de science 
des écosystèmes. Parcs Canada 
Rapport 016 Inventaire et analyse comparative 
des populations de la mye commune, Mya 
arenaria, au parc national Kouchibouguac. 
MICROLOG 99-04922 (1 fiche) 


Relevé des maladies transmissibles au 
Canada. Canada. Santé Canada 
vol. 21S2 Lignes directrices et recommandations 
relatives à la prévention et à la lutte contre 
l'hépatite C. MICROLOG 99-04444 (1 fiche) 


Report. Canada. Atomic Energy Control 

Board 

INFO-0210/Rev. 8 Radioactive emission data from 
Canadian nuclear generating stations,, 1988 to 
1997 / Compiled by Radiation and 
Environmental Protection Division, Directorate of 
Environmental and Human Performance 
Assessment, Atomic Energy Control Board. 
Ottawa : The Division, 1998. ii, 33 p. : ill. 
MICROLOG 99-04805 (1 fiche) 

INFO-0689 Employment equity annual report, 
1997-98. Ottawa : Atomic Energy Control Board, 
1998. 32, 36 p. : ill. MICROLOG 99-04766 
(1 fiche) 
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MICROLOG 


INFO-0692 AECB staff annual assessment of the 
Bruce A Nuclear Generating Station for the year, 
1997. Ottawa : The Board, 1998. iii, 33 p. : ill. 
MICROLOG 99-04774 (1 fiche) 

INFO-0693 AECB staff annual assessment of the 
Bruce B Nuclear Generating Station for the year, 
1997. Ottawa : Atomic Energy Control Board, 
1998. iii, 32 p. MICROLOG 99-04803 (1 fiche) 

INFO-0694 AECB staff annual assessment of the 
Pickering A and B Nuclear Generating stations 
for the year, 1997. Ottawa : Atomic Energy 
Control Board, 1998. iii, 39 p. : ill. 

MICROLOG 99-04801 (1 fiche) 


INFO-0695 AECB staff annual assessment of the 
Darlington Nuclear Generating Station for the 
year, 1997. Ottawa : Atomic Energy Control 
Board, 1998. iii, 33 p. MICROLOG 99-04804 
(1 fiche) 

INFO-0697 AECB staff annual assessment of the 
Point Lepreau Nuclear Generating Station for the 
year, 1997. Ottawa : Atomic Energy Control 
Board, 1998. iii, 30 p. : i/l. MICROLOG 99-04795 
(1 fiche) 

INFO-0698 Annual report on the AECB Research 
and Support Program,, 1997-98. Ottawa : The 
Group, 1998. vi, 55 p. : Bibl. 

MICROLOG 99-04794 (1 fiche) 


Report. Canada. Environmental Protection 

Service 

EPS 7/AP/29 National air pollution surveillance 
(NAPS) network annual summary for, 1996. 
Ottawa : Environment Canada, Environmental 
Protection Service, Environmental Technology 
Advancement Directorate, 1999. xxiv, 107 p. 
MICROLOG 99-04677 (2 fiche) 


Report. Manitoba. Manitoba Environment 
no. 99-04 A Preliminary vegetation survey of the 
Gull Lake wetland areas. MICROLOG 99-04609 

(1 fiche) 


Report. Nova Scotia. Dept. of Natural 
Resources 
1998-2 Mining matters for Nova Scotia '98, 
opportunities for economic development. 
MICROLOG 99-04974 (1 fiche) 


Research notes. Laurentian Forestry 

Centre 

no. 3 Observations on windfall and decay in a 
second-growth balsam fir stand in the Lower St. 
Lawrence Model Forest. MICROLOG 99-04555 
(1 fiche) 

no. 8 Economic impact of genetic improvement of 
Norway spruce. MICROLOG 99-05003 (1 fiche) 


Research paper series. Statistics Canada. 

Analytical Studies Branch 

no. 129 Distribution, inequality and concentration 
of income among older immigrants in Canada, 
1990 -- Rev. MICROLOG 99-04644 (1 fiche) 

no. 132 Why do children move into and out of low 
income : changing labour market conditions or 
marriage and divorce? MICROLOG 99-04645 
(1 fiche) 


Série de bulletins. Statistique Canada and 
Canada. Agriculture et agro-alimentaire 
Canada 
vol 1, no 1 Vue d'ensemble des revenus agricoles, 

1996 : ensemble des fermes. 
MICROLOG 99-05018 (1 fiche) 


Série de rapports techniques. Service 
canadien de la faune 
no 274 Les Effets des coupes par bandes sur les 
oiseaux d'une forêt de conifères. 
MICROLOG 99-04571 (2 fiche) 


no 283 La Passe de l'Île aux Lièvres : importance 
stratégique pour la faune marine de l'estuaire. 
MICROLOG 99-04572 (2 fiche) 


no 307 Les Oiseaux de la réserve écologique des 
Tourbières-de-Lanoraie. MICROLOG 99-04573 
(1 fiche) 

no 308 Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. MICROLOG 99-04574 
(1 fiche) 


SLID research paper series. Statistics 
Canada 
no. 96-07 Comparison of income estimates from 
the Survey of Consumer Finances and the 
Survey of Labour and Income Dynamics. 
MICROLOG 99-04497 (1 fiche) 


SRC publication. Saskatchewan Research 
Council 
no. R-1410-6-E-92 Viability of organic farm 
practices : third-year annual report and summary 
of the three years of the study, 1990, 1991, 1992 : 
executive summary. MICROLOG 99-04505 
(1 fiche) 


Suffield memorandum. Defence Research 

Establishment Suffield 

no. 1157 Evaluation of a prototype linear initiation 
system. MICROLOG 99-04634 (1 fiche) 

no. 1348 Finite difference form of the compressible 
boundary layer equations in generalized 
curvilinear coordinates. MICROLOG 99-04635 
(1 fiche) 

no. 1353 A Research code to study solutions of the 
boundary layer equations in body conformal 
coordinates. MICROLOG 99-04461 (1 fiche) 


Technical note. Defence Research 
Establishment Ottawa 
89-6 Evaluation procedure for linear array 
photosensitive detectors, application to Thomson 
CSF TH7805. MICROLOG 99-04441 (1 fiche) 


Technical report. Bank of Canada 
no. 85 Inflation targeting under uncertainty. 
MICROLOG 99-04563 (1 fiche) 


Technical report in ecosystem science. 

Parks Canada 

Report 012 A Preliminary survey of the early life 
history of striped bass (Morone saxatilis) in the 
Kouchibouguac Estuary in 1996. 

MICROLOG 99-04920 (1 fiche) 

Report 015 The Distribution and potential for 
invasiveness of some non-native vascular plants 
in northern Cape Breton : with an appendix, 
notes on the distribution of other non-native 
plants in northern Cape Breton. 

MICROLOG 99-04921 (1 fiche) 

Report 017 Biodiversity survey of moths of Fundy 
National Park, | : a checklist of the macromoths 
of Fundy National Park and its greater 
ecosystem. MICROLOG 99-04923 (1 fiche) 

Report 018 Mercury concentrations in brook trout 
and white perch from Kejimkujik National Park, 
Nova Scotia. MICROLOG 99-04924 (1 fiche) 


Technical report. Ontario. Southcentral 

Science Section 

TR-110 Report on 1997 bear population index 
network with a population estimate based on 
1994-97 results. MICROLOG 99-04576 (1 fiche) 

TR-111 Application, design and implementation of 
angler diary programs in Ontario. 
MICROLOG 99-04776 (1 fiche) 

TR-112 A Literature review of ice storm impacts on 
forests in eastern North America. 
MICROLOG 99-04778 (1 fiche) 

TR-113 Forest management impacts on genetics 
of forest tree species. MICROLOG 99-04780 
(1 fiche) 


Technical report series. Canadian Wildlife 
Service 
no. 326 Chemical residues in waterfowl and 
gamebirds harvested in Canada, 1987-95. 
MICROLOG 99-04494 (5 fiche) 


Technology transfer notes. Pacific Forestry 
Centre 
no. 13 Tree growth for 15 years following stumping 
in interior British Columbia. 
MICROLOG 99-04438 (1 fiche) 


Trade research series. Canada. Agriculture 
& Agri-Food Canada 
International trade in agricultural and food 
products : the role of state trading enterprises. 
MICROLOG 99-04443 (2 fiche) 


Working paper. Bank of Canada 
99-5 The quantity of money and monetary policy. 
MICROLOG 99-04637 (1 fiche) 


99-6 Uncovering inflation expectations and risk 
premiums from internationally integrated 
financial markets. MICROLOG 99-04942 (1 fiche) 

99-7 The Exchange rate regime and Canada’s 
monetary order. MICROLOG 99-04638 (1 fiche) 

99-9 Measuring potential output within a state- 
space framework. MICROLOG 99-04417 (1 fiche) 

99-10 Real effects of collapsing exchange rate 


regimes : an application to Mexico. 
MICROLOG 99-04547 (1 fiche) 


Working paper. Canada. Industry Canada 
no. 27 Recent jumps in patenting activities : 
comparative innovative performance of major 
industrial countries, patterns and explanations. 
MICROLOG 99-04821 (2 fiche) 


Working papers. Canada. Human 
Resources Development Canada 
W-98-7E Variations in child development 

outcomes among children living in lone-parent 
families. MICROLOG 99-04955 (1 fiche) 


W-98-8E Mediating factors in child development 
outcomes : children in lone-parent families. 
MICROLOG 99-04956 (1 fiche) 


W-98-12E Family background, family income, 
maternal work and child development. 
MICROLOG 99-04957 (1 fiche) 


W-98-13E Family relationships and children’s 
school achievement : data from the National 
Longitudinal Survey of Children and Youth. 
MICROLOG 99-04958 (1 fiche) 


Working papers. Statistics Canada. Science 
& Technology Section 
ST-98-09 Federal government expenditures and 
personnel on activities in the natural and social 
sciences, 1989-90 to 1998-99 [est.]. 
MICROLOG 99-04513 (1 fiche) 
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Microfiche Collections 


Collections de microfiches 


Agriculture 

Alberta 

Atlantic Provinces 

Behavioural sciences 

British Columbia 

Canada Centre for 
Mineral & Energy 
Technology 
(CANMET) 

Commerce and 
Economics 

Critical Issues 

Culture, Recreation and 
Humanities 

Depository Program 

Education 

Energy 

Environment 

External affairs 


FEARO Northern regions 
Federal Ontario 
Fisheries Physical sciences 
Fisheries & Oceans Planning, Housing and 
Canada Construction 
Forestry Industry 
Health and Medical Provincial 
Care Public administration 
Justice and Law Public works 
Labour Quebec 
Life sciences Science 
Local/Municipal Social affairs 
Manitoba - Social sciences 
Saskatchewan Statistics 
Native peoples Telecommunications 
Natural Resources, Transportation 


Earth Sciences and 

Mining 
Non-depository 

collections 


These collections represent the contents of the Microfiche Collections 
which are sold to subscribers on an annual basis. Individual copies of 
these titles can be ordered using the order form at the end of this section. 


Agriculture 

1999-2000 estimates, part III, report on plans and 
priorities : Agriculture and Agri-food Canada. 
99-04621 /2 

1999-2000 estimates, part III, report on plans and 
priorities : Canadian Food Inspection Agency. 
99-04704/1 

1999 performance trials for dry edible beans. 
99-04575/1 


Adaptation and recommendation testing of forage 


varieties in Saskatchewan : final progress report. 


99-04454 /2 

Agri-food country profile, France. 99-04783/1 

Agri-food country profile, India. 99-04784/1 

Agri-food country profile, Thailand. 99-04781/1 

Agri-food country profile, Ukraine. 99-04782/1 

Agri-food country profile, Vietnam. 99-04785/1 

Agricultural accounting software review. 
99-04550/1 

Alberta. Office of the Farmers’ Advocate : Annual 
report 1998. 99-04523/1 

Barley Cleanliness Committee report. 99-04788/1 

Barley varietal trial : final report. 99-04435/1 

Beacon Hill cell grazing : final report. 99-04472/1 

Biological control of a canola pest, the bertha 
armyworm (Mamestra configurata), with the 
parasite Microplitis mediator : final report. 
99-04485/1 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agriculture 
et agroalimentaire Canada. 99-04621/2 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence 
canadienne d'inspection des aliments. 
99-04704/1 

Budgets de cultures, 1999. 99-04701/1 


Canada’s action plan for food security : a response 


to the World Food Summit. 99-04410/1 

Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A. version 1.0, report 1 : 
model description. 99-04756/2 


Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A, version 1.0, report 2 : 
preliminary results of selected scenarios. 
99-04757/1 

Canadian Grain Commission governance review. 
99-04789/1 

Canadian Wheat Board : Annual report 1997-98. 
99-04625/1 

Catalog of food microbial starters in North 
America. 99-04813/2 

Catalogue des cultures microbiennes pour les 
aliments en Amérique du Nord. 99-04813/2 

Cereals sector profile. 99-04786/1 

Cost of production study of sheep enterprises. 
99-04655/1 

Crop budgets, 1999. 99-04701/1 

Crop planning guide, 1999 : alternative crops, 
pulses, oilseeds, spices & other crops -- Rev.. 
99-04712/1 

Crop planning guide 1999, black soil zone -- Rev.. 
99-04685/1 

Crop planning guide 1999, brown soil zone -- Rev.. 
99-04687/1 

Crop planning guide 1999, dark brown soil zone -- 
Rev.. 99-04684/1 

Currants and gooseberries - Rev.. 99-04682 /1 

The Determination of canola grower opinion on a 
Canola Development Board : final report. 
99-04486/1 

Diseases and nutrient deficiencies in alfalfa for 
forage. 99-04686/1 

District 20 economic yield analysis : final report. 
99-04477/1 

District #21 soil conservation program : final 
report. 99-04473/1 

Economic overview of farm incomes, 1996 : all 
farms. 99-05018/1 

The Effect of production practices on the quality of 
ginseng roots. 99-04668/1 


Egg size and shell quality in Saskatchewan 
leghorn flocks : final report. 99-04482/1 

Establishment of a national wild boar association : 
final report. 99-04481/1 

Examen des organes de direction de la 
Commission canadienne des grains. 99-04789/1 

Farm machinery custom and rental rate 
suggestions 1998. 99-04650/1 

Farm practices guidelines for hog producers in 
Manitoba -- Rev.. 99-04603/2 

Feasibility of elemental sulphur fertilizers on 
canola. 99-04653/1 

Feasibility study for an inland grain terminal at 
Wadena, Saskatchewan : final report. 
99-04455/1 

Feed Resource Centre : development plan. 
99-04475/1 

Feverfew in Saskatchewan. 99-04657 /1 

Field monitoring and economic assessment of 
deep plowing and of deep ripping in 
Saskatchewan : final report. 99-04483/1 

Greenhouse production of green tropical plants : 
final report. 99-04504/1 

Guide to crop protection, 1999. 99-04825/4 

Guidelines for safe rates of fertilizer applied with 
the seed. 99-04658/1 

The Health of our air, toward sustainable 
agriculture in Canada. 99-04464/2 

Identity preserved systems in the Canadian grain 
industry : a discussion paper. 99-04880/1 

Impact of aeration on irrigated alfalfa yield : final 
report. 99-04450/1 

Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev.. 99-04772/1 

Inde, profil du secteur agroalimentaire. 
99-04784/1 

Indian head lentil for green manure, part 2 : final 
report. 99-04476/1 
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Indian head lentils as a forage/grass : final report. 
99-04453/1 

The Industrial reorganization of the beef 
production industry, Saskatchewan's niche : final 
report. 99-04946/3 

Information guidelines for the approval of intensive 
hog operations. 99-04855/1 

Inoculation of pulse crops. 99-04660/1 

International trade in agricultural and food 
products : the role of state trading enterprises. 
99-04443/2 

Investing in Canada's hog and pork industry. 
99-04866/1 

Irrigation Crop Diversification Corporation : Annual 
report 1998. 99-04953/1 

Lentil in Saskatchewan -- Rev.. 99-04654/1 

Lethbridge Research Centre strategic plan, 1999 to 
2002. 99-04554/1 

Maladies et insectes ravageurs des gazons en 
Ontario, manuel à l'usage des spécialistes de 
l'entretien des gazons. 99-04409/1 

Management options for abandoned farm fields. 
99-04689/1 

Managing wheat for yield and protein premium -- 
Rev.. 99-04661/1 

Manitoba Farm Business Management Council : 
Partner’s report 1997-98. 99-04608/1 

A Marketing study, feasibility of packaging organic 
sprouting seeds : final report. 99-04503/1 

Media measurement report, AFIF information 
technology sector, awareness area. 99-04885/1 

New crop demonstration : final report. 99-04478/1 

Northeast steer of the year : final report. 
99-04480/1 

Oilseeds sector profile. 99-04761/1 

Phase II product development project, to develop 
the technologies to tan hair-on hides at a 
commercial level : final report. 99-04883/1 

Plan d’action du Canada pour la sécurité 
alimentaire : une reponse au Sommet mondial 
de l'alimentation. 99-04411/1 

A Plan for legislative renewal : summary report. 
99-04981/1 

Un Plan pour le renouveau législatif : rapport 
sommaire. 99-04981 /1 

Potassium and chloride fertilization in crop 
production -- Rev.. 99-04935/1 

Potential of by-product feeds to reduce feed costs 
in hog production. 99-04549/1 

Processing and utilization of oats and barley, a 
study intended to aid in the assessment of 
possibilities for increased utilization : final report. 
99-04468/1 

Profil du secteur agroalimentaire, France. 
99-04783/1 

Profil du secteur agroalimentaire, Vietnam. 
99-04785/1 

Profil du secteur des oléagineux. 99-04761/1 


Quality of 1996 Ontario canola : final report. 
99-04851 /1 


Quality of 1996 western Canadian solin, low 
linoleic flaxseed. 99-04868/1 


Quality of 1997 Ontario canola : final report. 
99-04850/1 


Quality of 1997 Ontario wheat : a report. 
99-04874/1 


Quality of 1998 Ontario wheat : a report. 
99-04873/1 


Quality of 1998 Quebec, Canada, eastern red 
wheat. 99-04876/1 


Quality of 1998 western Canadian mustard. 
99-04847 /1 


Quality of Canadian soybean, 1997. 99-04872/1 

Quality of Canadian soybean, 1998. 99-04871/1 

Quality of Quebec wheat, no. 1 and no. 2 Canada 
eastern red wheat, 1997 and 1996 composite 
samples : a report. 99-04877/1 

Quality of western Canadian canola, 1997. 
99-04895/1 


Quality of western Canadian canola, 1998. 
99-04894/1 

Quality of western Canadian feed barley and 
hulless barley, 1997. 99-04896/1 

Quality of western Canadian flaxseed, 1997. 
99-04888/1 

Quality of western Canadian flaxseed, 1998. 
99-04887/1 

Quality of western Canadian malting barley, 1997. 
99-04897/1 

Quality of western Canadian mustard, 1996. 
99-04849/1 

Quality of western Canadian mustard, 1997. 
99-04848/1 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1997. 
99-04793/1 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1998. 
99-04792/1 

Rapport du Comité sur la propreté de l'orge. 
99-04788/1 

Recommandations pour les grandes cultures, 
1999-2000. 99-04557/2 

Recommended and extended Apistan [trademark] 
treatments in overwintered honey bee (Apis 
mellifera L.) colonies : do they cause non-lethal 
effects?. 99-04882/1 

Report on the quality of 1997 western Canadian 
solin, low linoleic flaxseed. 99-04867/1 

Résumé des présentations, Symposium sur ies 
coopératives agroalimentaires à l'aube du 
nouveau millénaire. 99-04787/1 

Rotational grazing project : final report. 
99-04452/1 

Rotational grazing study : final report. 99-04487/1 

La Santé de l’air que nous respirons, vers une 
agriculture durable au Canada. 99-04465/2 

Saskatchewan Agricultural & Food Products 
Development & Marketing Council : Annual 
report 1998. 99-04828/1 

The Saskatchewan food processing industry, an 
analysis of opportunities and challenges at the 
dawn of the 21st century. 99-04463/1 L 

Saskatchewan Food Product Innovation Program : 
final report. 99-04484/1 

Saskatchewan hotel, restaurant, wholesalers, 
processors and growers directory, 1993. 
99-04471/1 

Saskatchewan irrigated seed potato cost of 
production. 99-04844/1 

Saskatchewan Milk Control Board : Annual report 
1998. 99-04972/1 

Saskatchewan Women’s Agricultural Network 
provincial conference : final report. 99-04451/1 

Seasoned fish frying mix sensory panel : final 
report. 99-04643/1 


Seed production of Altai wildrye grass. 99-04579/1 

Seed production of crested wheatgrass. 
99-04565/1 

Seed production of Dahurian wildrye grass. 
99-04566/1 

Seed production of intermediate wheatgrass. 
99-04567 /1 

Seed production of Kentucky bluegrass. 
99-04568 /1 

Seed production of meadow bromegrass. 
99-04581 /1 

Seed production of northern wheatgrass. 
99-04580/1 

Seed production of smooth bromegrass. 
99-04564 /1 

Seed production of western wheatgrass. 
99-04569/1 

Selection, field testing and management of 
minimum care turfgrasses in Saskatchewan : 
final report. 99-04448/1 

Straw covering methods for swine manure lagoons 
: final report. 99-04479/1 


août 1999 


Sulphur fertilization evaluation : final report. 
99-04474/1 

Synopsis of presentations, Symposium on Agri- 
Food Co-operatives into the Next Millennium. 
99-04787/1 

Systèmes de ségrégation dans l'industrie 
céréalière canadienne : document de travail. 
99-04880/1 

Thailande, profil du secteur agroalimentaire. 
99-04781/1 

To develop a spiced flavored sunflower seed 
product for the confection market : final report. 
99-04449/1 

Ukraine, profil du secteur agroalimentaire. 
99-04782/1 

Viability of organic farm practices : third-year 
annual report and summary of the three years of 
the study, 1990, 1991, 1992 : executive summary. 
99-04505/1 

Vue d'ensemble des revenus agricoles, 1996 : 
ensemble des fermes. 99-05018/1 

Watson Meat Processors Ltd., business plan for 
establishing a poultry processing facility in 
Watson, Saskatchewan. 99-04469/2 

Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
99-04470/1 

What makes a good farm manager?. 99-04656/1 


Alberta 

1999-2000 estimates, part III, report on plans and 
priorities : Western Economic Diversification 
Canada. 99-04705/1 

Alberta. Office of the Farmers’ Advocate : Annual 
report 1998. 99-04523/1 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : 
Diversification de l'économie de l'Ouest Canada. 
99-04705/1 

Proposed amendments to the Municipal 
Government Act. 99-04492/1 

Quality of 1996 western Canadian solin, low 
linoleic flaxseed. 99-04868/1 

Quality of western Canadian canola, 1997. 
99-04895/1 

Quality of western Canadian canola, 1998. 
99-04894/1 

Quality of western Canadian feed barley and 
hulless barley, 1997. 99-04896/1 

Quality of western Canadian flaxseed, 1997. 
99-04888 /1 

Quality of western Canadian flaxseed, 1998. 
99-04887/1 

Quality of western Canadian malting barley, 1997. 
99-04897/1 

Report on the quality of 1997 western Canadian 
solin, low linoleic flaxseed. 99-04867 /1 


Atlantic Provinces 

1996 Nova Scotia Visitor Exit Survey. 99-04878/3 

1999-2000 estimates, part III, report on plans and 
priorities : Atlantic Canada Opportunities Agency. 
99-04617/2 

Administration de pilotage de l’Atlantique (Canada) 
: Rapport annuel 1998. 99-04993/11 

AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1997. 99-04795/1 

Agricultural accounting software review. 
99-04550/1 

Airborne electromagnetic sea ice sounding 
measurements during 1998 Gulf of St. Lawrence 
field program. 99-04466/2 

Assessing creditworthiness : baseline survey of 
environmental information required by lending 
institutions in Atlantic Canada. 99-04460/1 

Atlantic Pilotage Authority (Canada) : Annual 
report 1998. 99-04993/1 

Babineau Fisheries Ltd., water sampling program, 
project no. 80307. 99-04640/1 
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August 1999 


Biodiversity survey of moths of Fundy National 
Park, | : a checklist of the macromoths of Fundy 
National Park and its greater ecosystem. 
99-04923/1 

Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Agence de 
promotion économique du Canada atlantique. 
99-04617/2 

Building a stronger economy together. 99-04753/1 

Churchill Falls (Labrador) Corporation Ltd. : 
Auditors’ report and financial statements 1998. 
99-04936/1 

Colville Bay lobster health study, a randomized 
and blinded clinical field trial to examine the 
effect of a selected environment on the health 
and survival of lobsters. 99-04641 /1 

Conseil des premiers ministres des Maritimes 
(Canada) : Rapport annuel 1997-98. 99-04990/1 


Council of Maritime Premiers (Canada) : Annual 
report 1997-98. 99-04990/1 

Déplacement du homard (Homarus americanus) 
dans le sud du golfe du Saint-Laurent : feuilles 
sommaires des projets de marquage effectués 
entre 1980 et 1997. 99-04752/2 


The Distribution and potential for invasiveness of 
some non-native vascular plants in northern 
Cape Breton : with an appendix, notes on the 
distribution of other non-native plants in northern 
Cape Breton. 99-04921/1 

Ensemble, pour une économie plus forte. 
99-04753/1 

Enterprise PEI : Annual report 1996-97. 
99-04433/1 

L’Industrie du bois dans le Canada Atlantique : 
pleins feux sur la valeur ajoutée. 99-04755/2 

Inventaire et analyse comparative des populations 
de la mye commune, Mya arenaria, au parc 
national Kouchibouguac. 99-04922/1 

Lobster (Homarus americanus) movement in the 
southern Gulf of St. Lawrence : summary sheets 
of tagging projects conducted between 1980 and 
1997. 99-04752/2 

Looking into Acadie : three illustrated studies. 
99-05012/1 

Mercury concentrations in brook trout and white 
perch from Kejimkujik National Park, Nova 
Scotia. 99-04924/1 

Mersey River Pollution Prevention and Waste 
Minimization Project : a follow-up report on 
participating businesses. 99-04553/1 

Mining matters for Nova Scotia '98, opportunities 
for economic development. 99-04974/1 

Municipal elections, 3 November 1997, 16 
February 1998 by-election : report. 99-04893/1 

Newfoundland and Labrador education system 
directory, 1998-99. 99-04615/1 

Nova Scotia Hospital : Annual report 1997-98. 
99-04985/1 

Nova Scotia Human Rights Commission : Annual 
report 1996-97 and 1997-98. 99-04992/1 

Potential of by-product feeds to reduce feed costs 
in hog production. 99-04549 /1 

A Preliminary survey of the early life history of 
striped bass (Morone saxatilis) in the 
Kouchibouguac Estuary in 1996. 99-04920/1 

Prince Edward Island 1935-36 forest cover type 
mapping. 99-04947/1 

Prince Edward Island. Dept. of Economic 
Development & Tourism : Annual report 1996-97. 
99-04404/1 

Prince Edward Island. Dept. of Education : Annual 
report 1996-97. 99-04407 /1 

Prince Edward Island Museum & Heritage 
Foundation : Annual report 1996-97. 99-04875/1 

Properties for option in Nova Scotia, 1999. 
99-04961/1 

Un Regard sur l'Acadie : trois discours illustrés. 
99-05013/1 

Report of the Tribunal on Salaries of Provincial 
Court Judges. 99-05017/1 


Microfiche Collections 


Student assistance in the new millennium : a 
discussion paper. 99-04962/1 

Summary of investigations into lobster health and 
abundance in Colville Bay, PEI. 99-04639/1 

The Wood industry in Atlantic Canada : a focus on 
value-added. 99-04754/2 

Woodlot management homestudy course, module 
10 : managing woodlot finances, A) planning and 
investment guide. 99-04963/1 


Behavioural sciences 
1996 Nova Scotia Visitor Exit Survey. 99-04878/3 


Application, design and implementation of angler 
diary programs in Ontario. 99-04776/1 


Audiovisual resources, 1999. 99-04610/1 


Comparison of income estimates from the Survey 
of Consumer Finances and the Survey of Labour 
and Income Dynamics. 99-04497/1 

Directory of services, 1999. 99-04613/1 


Family background, family income, maternal work 
and child development. 99-04957/1 

Family relationships and children’s school 
achievement : data from the National 
Longitudinal Survey of Children and Youth. 
99-04958/1 

Highlights from the 1997 Yukon River survey. 
99-04551/1 

The Labour Force Survey : development of a new 
questionnaire for 1997. 99-05009/1 


A Manual for intertidal clam surveys. 99-04749/2 


Mediating factors in child development outcomes : 
children in lone-parent families. 99-04956 /1 

Motivations en ce qui a trait aux choix scolaires 
chez les parents ayants droit hors Québec : 
rapport. 99-04552/2 

Motivations for school choices by eligible parents 
outside Quebec. 99-04552/2 

A Report on demographic and childbirth 
characteristics and smoking during pregnancy 
within regional health authorities in Manitoba. 
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Seed production of smooth bromegrass. 
99-04564/1 

Seed production of western wheatgrass. 
99-04569/1 

Selection, field testing and management of 
minimum care turfgrasses in Saskatchewan : 
final report. 99-04448/1 
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SGI Auto Fund (Sask.) : Annual report 1998. 
99-04986/1 

SIAST services/supplier payments/disbursements 
report, fiscal year 1998, starting at $20,000.00 : 
SIAST employees/board payments report, fiscal 
year 1998, starting at $2,500.00. 99-04807/1 

Smoking regulations guide. 99-04915/1 

Social Services Central Trust Account : Financial 
statements 1997-98. 99-04937/1 

Southeast Regional College (Sask.) : Financial 
statement 1997-98. 99-04964 /1 

Straw covering methods for swine manure lagoons 
: final report. 99-04479/1 

Sulphur fertilization evaluation : final report. 
99-04474/1 

Survey of sport fishing in Saskatchewan, 1995. 
99-04898 /2 

Symptom control for patients in the terminal phase 
of an illness. 99-04524/1 

To develop a spiced flavored sunflower seed 
product for the confection market : final report. 
99-04449/1 

Training Completions Fund : Financial statement, 
1997-98. 99-04979/1 

University of Regina Crown Foundation : Annual 
report 1997-98. 99-04899/1 

University of Saskatchewan Crown Foundation : 
Financial statement 1997-98. 99-04980/1 

Uranium City Hospital (Sask.) : Annual report 
1997-98. 99-04881 /1 

Viability of organic farm practices : third-year 
annual report and summary of the three years of 
the study, 1990, 1991, 1992 : executive summary. 
99-04505/1 

Watson Meat Processors Ltd., business plan for 
establishing a poultry processing facility in 
Watson, Saskatchewan. 99-04469/2 

Weed control in canola, Canola Council of Canada 
projects conducted at the Foam Lake and Melfort 
canola production centres : final report. 
99-04470/1 

What makes a good farm manager?. 99-04656/1 

Working under hot conditions. 99-04859/1 


Native peoples 
1999-2000 estimates, part Ill, report on plans and 
priorities : Indian and Northern Affairs Canada 
and Canadian Polar Commission. 99-04624/2 


British Columbia. Ministry of Aboriginal Affairs : 
Annual report 1997-98. 99-04994 /1 


Budget des dépenses, 1999-2000, partie III, 
rapport sur les plans et les priorités : Affaires 
indiennes et du Nord Canada et Commission 
canadienne des affaires polaires. 99-04624/2 


Directory of private sector funding for Aboriginal 
students, 1997. 99-04931/2 


Health care in Saskatoon’s inner city : a 
comparative study of Native and non-Native 
utilization patterns. 99-04604 /1 


Répertoire des organismes privés offrant une aide 
financière aux étudiants autochtones, 1997. 
99-04932/2 

Saskatchewan. Dept. of Intergovernmental & 
Aboriginal Affairs : Annual report 1997-98. 
99-04916/1 

Saskatchewan Indian Institute of Technologies : 
Financial statement 1997-98. 99-04973/1 

School Division Tax Loss Compensation Fund : 
Financial statement, 1997-98. 99-04978/1 


Natural Resources, Earth Sciences and 
Mining 
1999-2000 estimates, part III, report on plans and 
priorities : Fisheries and Oceans. 99-04560/2 


1999-2000 estimates, part Ill, report on plans and 
priorities : Natural Resources Canada. 
99-04718/2 

Aggregate resources inventory of Lennox and 
Addington County. 99-04493/1 

Airborne electromagnetic sea ice sounding 
measurements during 1998 Gulf of St. Lawrence 
field program. 99-04466/2 


Atikokan area high density lake sediment and 
water geochemical survey, northwestern Ontario 
: new Au and PGE exploration targets. 
99-04633/1 

British Columbia. Ministry of Environment, Lands 
& Parks : Annual report 1997-98. 99-04988/2 


Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Péches et 
océans. 99-04560/2 

Budget des dépenses, 1999-2000, partie Ill, 
rapport sur les plans et les priorités : Ressources 
naturelles Canada. 99-04718/2 

Current research 1999-F : radiogenic age and 
isotopic studies : report, 12. 99-04585/1 


Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. 99-04574/1 


Geochemical, heavy mineral and pebble lithology 
data, surficial sediment sampling program, Wawa 
region, northeastern Ontario. 99-04630/1 


Géologie des provinces précambriennes du lac 
Supérieur et de Grenville et fossiles du 
Précambrien en Amérique du nord. 99-04646/5 


Groupe interuniversitaire de recherches 
océanographiques du Québec : Rapport annuel 
1997-98. 99-04419/1 


Kimberlite, base metal and gold exploration targets 
based upon heavy mineral data derived from 
surface materials, Opasatika Lake Area, 
northeastern Ontario. 99-04628/1 

Lithoprobe, southern Vancouver Island, British 
Columbia : geology. 99-04467 /2 

Management options for abandoned farm fields. 
99-04689/1 

Mining and the environment, case studies from the 
Americas. 99-04421 /4 

Mining matters for Nova Scotia '98, opportunities 
for economic development. 99-04974/1 


Nonferrous metals outlook, 1998. 99-04583/11 


Les Oiseaux de la réserve écologique des 
Tourbiéres-de-Lanoraie. 99-04573/1 


La Passe de l'Île aux Lièvres : importance 
stratégique pour la faune marine de l'estuaire. 
99-04572/2 


Perspectives concernant les métaux non ferreux, ’ 
1998. 99-04583/1 

Precambrian geology of the Colpitts-Bury Lakes 
area, eastern Melchett Lake greenstone belt. 
99-04629/2 

Precambrian geology of the Dayohessarah Lake 
area, White River, Ontario. 99-04631/1 


A Preliminary vegetation survey of the Gull Lake 
wetland areas. 99-04609/1 


Presqu’ile Provincial Park, preliminary 
management plan. 99-04683/1 


Prince Edward Island 1935-36 forest cover type 
mapping. 99-04947/1 

Properties for option in Nova Scotia, 1999. 
99-04961/1 


A Relational database for climatological data. 
99-04750/1 

Report of activities : Resident Geologist Program, 
Kirkland Lake Regional Resident Geologist 
report, Kirkland Lake and Sudbury districts, 
1998. 99-04667/1 


Report of activities : Resident Geologist Program, 
Red Lake Regional Resident Geologist report, 
Red Lake and Kenora districts, 1998. 99-04525/2 


Report of activities : Resident Geologist Program, 
Thunder Bay South Regional Resident Geologist 
report, Thunder Bay South District, 1998. 
99-04680/1 


Report of activities : Resident Geologist Program, 
Thunder Bay North Regional Resident Geologist 
report, Thunder Bay North and Sioux Lookout 
districts, 1998. 99-04681/1 

Report of activities : Resident Geologist Program, 
Timmins Regional Resident Geologist report, 
Timmins and Sault Ste. Marie districts, 1998. 
99-04665/2 


août 1999 


Report on 1997 bear population index network 
with a population estimate based on 1994-97 
results. 99-04576/1 

Results of regional humus and till sampling in the 
eastern part of the Shebandowan greenstone 
belt, northwestern Ontario. 99-04632/2 

Rock Drain Research Program : final report. 
99-04939/6 

Saskatchewan. Fish & Wildlife Development Fund : 
Financial statements 1997-98. 99-04952/11 

Saskatchewan. Saskatchewan Environment & 
Resource Management : Annual report 1997-98. 
99-04841 /1 

Saskatchewan's state of the environment report, 
1999 : the Boreal Shield Ecozone, a land of lakes 
and forests. 99-05000/2 

South Winchelsea Island and West Ballenas Island 
habitat survey. 99-04751/1 

Special project : Timmins ore deposit descriptions. 
99-04457/3 

Summary of field work and other activities, 1998. 
99-04649/4 

Validity of the Kusnetz method for measuring 
radon progeny concentration. 99-04800/1 


Non-depository collections 
1993 and 1994 coho spawning escapement and 
juvenile studies in Louis and Lemieux creeks, 
North Thompson River. 99-04746/1 


1997 BC student outcomes : summary of survey 
results by program area. 99-04846/2 


Abundance, age, size, sex and coded-wire tag 
recoveries for chinook salmon escapements of 
Campbell and Quinsam Rivers, 1997. 
99-04745/1 

An Acoustic biomass survey of the Triangle Island 
widow rockfish (Sebastes entomelas) 
aggregation by Fisheries and Oceans, Canada 
and the Canadian Groundfish Research and 
Conservation Society, January 16 - February 7, 
1998. 99-04747/1 

Acute lymphoblastic leukemia and maternal x-ray 
exposure, phase IIB : final progress report. 
99-04770/1 

Administration de pilotage de l'Atlantique (Canada) 
: Rapport annuel 1998. 99-04993/1 

AECB staff annual assessment of the Bruce A 
Nuclear Generating Station for the year 1997. 
99-04774/1 

AECB staff annual assessment of the Bruce B 
Nuclear Generating Station for the year 1997. 
99-04803/1 

AECB staff annual assessment of the Darlington 
Nuclear Generating Station for the year 1997. 
99-04804/1 

AECB staff annual assessment of the Pickering A 
and B Nuclear Generating stations for the year 
1997. 99-04801 /1 

AECB staff annual assessment of the Point 
Lepreau Nuclear Generating Station for the year 
1997. 99-04795/1 

Agri-food country profile, France. 99-04783/1 

Agri-food country profile, India. 99-04784/1 

Agri-food country profile, Thailand. 99-04781/1 

Agri-food country profile, Ukraine. 99-04782/1 

Agri-food country profile, Vietnam. 99-04785/1 

Al radar tracker upgrades for SAR target detection. 
99-04943/2 

Al tracker for SAR radar detection field trial. 
99-04940/2 

An Air pollution prediction system for nuclear 
power sites with complex terrain. 99-04768/1 

Airborne electromagnetic sea ice sounding 
measurements during 1998 Gulf of St. Lawrence 
field program. 99-04466 /2 

Annual report on the AECB Research and Support 
Program, 1997-98. 99-04794/1 

Aperçu de la position canadienne sur la 
production et la consommation durables. 
99-04501 /1 
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Application of Euler and Navier-Stokes codes to 
missile type bodies with high L/D ratios. 
99-04636/1 

Application of structural eigenvalue modification 
methods to linear buckling problems and 
substructured models. 99-04440/1 


L’Asthme infantile dans les secteurs desservis par 
les unités de santé sentinelles : résultats de 
l'Enquête sur la santé pulmonaire des jeunes, 
1995-96. 99-04514/1 

Atelier de consultation sur les télésoins à domicile 
: suivi des recommandations. 99-04515/1 

Atelier sur l'engagement et l'accessibilité des 
citoyens par rapport à une infostructure 
nationale de la santé : compte rendu des 
délibérations. 99-04489/1 


Atlantic Pilotage Authority (Canada) : Annual 
report 1998. 99-04993/1 


Automated container ID recognition. 99-04416/2 
Barley Cleanliness Committee report. 99-04788/1 


Building finite element models with Mathematica. 
99-04852/1 


Business plan, 1999. 99-04418/1 

Calyx [trademark] EA implementation at AECB. 
99-04771/3 

Canada’s action plan for food security : a response 
to the World Food Summit. 99-04410/1 

Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A version 1.0, report 1 : 
model description. 99-04756/2 


Canadian Economic and Emissions Model for 
Agriculture, C.E.E.M.A, version 1.0, report 2 : 
preliminary results of selected scenarios. 
99-04757/1 

Canadian Grain Commission governance review. 
99-04789/1 

Canadian Wheat Board : Annual report 1997-98. 
99-04625/1 

Catalog of food microbial starters in North 
America. 99-04813/2 

Catalogue des cultures microbiennes pour les 
aliments en Amérique du Nord. 99-04813/2 

Cellular transmitter towers and hand-held 
telephones : are they hazardous?. 99-04642/1 

Centre de développement des transports (Canada) 
: Revue annuelle 1997-98. 99-04406/1 


Cereals sector profile. 99-04786/1 


Chemical residues in waterfowl and gamebirds 
harvested in Canada, 1987-95. 99-04494/5 


Childhood asthma in sentinel health units : 
findings of the Student Lung Health Survey, 
1995-96. 99-04514/1 

Comparison of income estimates from the Survey 
of Consumer Finances and the Survey of Labour 
and Income Dynamics. 99-04497/1 

Competition policy and the international trade 
agenda : discussion paper. 99-04765/1 

Concentrations d’hydrocarbures aromatiques 
polycycliques chez quatre espéces de poissons 
de fond et deux espéces de crustacés de 
l'estuaire et du golfe du Saint-Laurent et du fjord 
du Saguenay. 99-05006/1 


Consultation nationale sur le rôle du Laboratoire 
de lutte contre la maladie et de la lutte 
antituberculeuse : comptes rendus et 
recommandations. 99-04488/1 

Cruise details and biological information from the 
Pacific Ocean perch larval survey, R/V WE. 
RICKER, July 14-18, 1996. 99-04748/1 

Dépenses et personnel de l’administration fédérale 
au titre des activités en sciences naturelles et 
sociales, 1989-90 à 1998-99 [est.]. 99-04513/1 


Déplacement du homard (Homarus americanus) 
dans le sud du golfe du Saint-Laurent : feuilles 
sommaires des projets de marquage effectués 
entre 1980 et 1997. 99-04752/2 


Des gens qui avancent, un cadre d'apprentissage 
pour la Stratégie d’information financière. 
99-04510/1 

A Design guideline and evaluation framework to 
determine the relative safety of in-vehicle 
intelligent transportation systems for older 
drivers. 99-04945/3 


Development and field testing of a neural network 
Ship Predictor System (SPS). 99-04944/1 

Development of an initiating system for a linear 
self-forging fragment munition : final report. 
99-04439/1 

Diplomatie préventive, le Groupe d’appui au 
Nicargua : une évaluation, une perspective 
canadienne. 99-04499/1 


Directory of justice information and statistics 
personnel. 99-04447/2 

Directory of private sector funding for Aboriginal 
students, 1997. 99-04931/2 


Discussion paper on ways to contain the costs of 
implementing SAP. 99-04507 /1 

Distribution, inégalité et concentration des revenus 
chex les immigrants âgés au Canada, 1990. 
99-04644/1 

Distribution, inequality and concentration of 
income among older immigrants in Canada, 
1990 -- Rev.. 99-04644/1 

Document de travail sur les moyens de limiter les 
coûts de mise en oeuvre du SAP. 99-04507/1 

Economic impact of genetic improvement of 
Norway spruce. 99-05003/1 

Economic overview of farm incomes, 1996 : all 
farms. 99-05018/1 

Les Effets de la transformation des friches 
agricoles en plantations de pins sur les 
communautés d'oiseaux. 99-04574/1 

Les Effets des coupes par bandes sur les oiseaux 
d'une forêt de conifères. 99-04571/2 

Employment equity annual report, 1997-98. 
99-04766/1 

Engineering analysis of six-way transfer seat 
bases. 99-04941/2 

Equity co-operatives in British Columbia : 
development and operation -- Edited. 
99-04548/1 

Evaluation of a prototype linear initiation system. 
99-04634/1 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : 2" and 3" NPT 
tanker truck PRV tests. 99-04422/2 

Evaluation of dangerous goods pressure relief 
valve performance, phase 2 : two-phase energy 
storage study, preliminary results. 99-04423/1 

Evaluation par les agents de la CCEA de 
l'exploitation de la centrale nucléaire Gentilly-2 
en 1997. 99-04802/1 

Evaluation procedure for linear array 
photosensitive detectors, application to Thomson 
CSF TH7805. 99-04441/1 

Examen de la réforme des Services intégrés. 
99-04498/1 

Examen des organes de direction de la 
Commission canadienne des grains. 99-04789/1 

Examen des politiques de Santé Canada relatives 
à l’adjonction de vitamines et de minéraux aux 
aliments : Atelier de consultation des 
intervenants, évaluation des démarches pour 
l'enrichissement des produits alimentaires : 
sommaire des séances plénières. 99-04516/1 

Examen du réaménagement des effectifs, phase 2 
: gestion du programme. 99-04534/1 

Extent of agreement between the radiation doses 
recorded in four nuclear facilities and the 
National Dose Registry (NDR) files, part one. 
99-04769/2 + 

Federal government expenditures and personnel 
on activities in the natural and social sciences, 
1989-90 to 1998-99 [est.]. 99-04513/1 


Federal-Provincial-Territorial Symposium on 
International and Domestic Standards Issues 
Facing Canadian Governments. 99-04796 /1 


Final report to the Atomic Energy Control Board on 
project management capabilities using NAOP as 
a case study. 99-04767/1 

Financial Information Strategy : study of the 
implementation of full accrual accounting in 
government organizations, lessons learned. 
99-04508/11 


MICROLOG 


Financial systems vendor-cluster relationships, a 
Strategic view. 99-04506/1 

Finite difference form of the compressible 
boundary layer equations in generalized 
curvilinear coordinates. 99-04635/1 

Focus India, India’s environmental sector : 
business opportunities for Canadians. 
99-04556/2 

For Earth’s sake : a report. 99-04431 /2 

A FORTRAN coding of the spectral test for 
assessing the randomness and the merit of linear 
congruential generators. 99-04648/1 

Fracture resistance of Canadian patrol frigate hull 
steels. 99-04853/1 

Government information and technology standards 
in times of restraint, an assessment of the current 
government information and technology 
standards program and options for the future. 
99-04512/1 

Le Grand hylésine des pins. 99-04430/1 


Green on the Grand : final monitoring report. 
99-04429/1 

Groupe d’experts sur l'épidémiologie de l'hépatite 
C : rapport sur la réunion. 99-04521 /1 

Guidelines and recommendations on the 
prevention and control of Hepatitis C. 
99-04444/1 

Health Canada’s review of policies concerning the 
addition of vitamins and minerals to foods : 
stakeholder consultation, Evaluation of Food 
Fortification Approaches : synopsis of plenary 
sessions. 99-04516/1 

Health effects and exposure guidelines related to 
extremely low frequency (ELF) 50/60 Hz electric 
and magnetic fields : an overview. 99-04446/1 

Icebreaker characteristics synthesis. 99-04865/5 

Identity preserved systems in the Canadian grain 
industry : a discussion paper. 99-04880/1 

Impact économique de l’amélioration génétique de 
l'épinette de Norvège. 99-05003/1 

Implementation of an elastic-plastic analysis 
capability for VAST finite element computer 
program. 99-04675/3 

Improving food and agriculture productivity and 
the environment : Canadian initiatives in methyl 
bromide alternatives and emission control 
technologies -- Rev.. 99-04772/1 

Incentive programs for enhancing truck safety and 
productivity, a Canadian perspective. 99-04414/1 

Inde, profil du secteur agroalimentaire. 
99-04784 /1 

Indices de croissance de la mactre de Stimpson, 
Mactromeris polynyma. 99-05007 /1 

Inflation targeting under uncertainty. 99-04563/1 

Information Technologies Serving Health : 
consultation workshop with emergency room 
staff in Quebec region. 99-04760/1 

Intensity measurements and optimum 
beamforming using a crossed dipoles array. 
99-04791/1 

Interim report #2, PeopleSoft System 
Implementation Project. 99-04437/1 

Interim report on the PeopleSoft System 
Implementation Project. 99-04436 /1 

International activities in tele-homecare : 
background paper. 99-04663/1 

International activities toward electronic health 
records : unique identification and PKI. 
99-04537/1 

International trade in agricultural and food 
products : the role of state trading enterprises. 
99-04443/2 

Investing in Canada’s hog and pork industry. 
99-04866/1 

The Labour Force Survey : development of a new 
questionnaire for 1997. 99-05009/1 

Lethbridge Research Centre strategic plan, 1999 to 
2002. 99-04554 /1 

Lignes directrices et recommandations relatives à 
la prévention et à la lutte contre l'hépatite C. 
99-04444/1 
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Lobster (Homarus americanus) movement in the 
southern Gulf of St. Lawrence : summary sheets 
of tagging projects conducted between 1980 and 
1997. 99-04752/2 


A Manual for intertidal clam surveys. 99-04749/2 


Measurement of SHGC and U-value of windows 
with insect screens. 99-04428/2 


Mersey River Pollution Prevention and Waste 
Minimization Project : a follow-up report on 
participating businesses. 99-04553/1 

Mining and the environment, case studies from the 
Americas. 99-04421 /4 


Monnaie royale canadienne : Rapport annuel 
1998. 99-04558/1 


Multipath resolution using a rotatable dual- 
polarization antenna for direction finding : final 
report. 99-04442/2 


National Consultation on the Role of the 
Laboratory Centre for Disease Control in 
Tuberculosis Prevention and Control : 
proceedings and recommendations. 99-04488 /1 


Nonferrous metals outlook, 1998. 99-04583/1 


Nouvelles règles régissant les adjudications de 
titres du gouvernement canadien et la 
surveillance de celles-ci par la Banque du 
Canada : rapport final. 99-04490/1 


Observations on windfall and decay in a second- 
growth balsam fir stand in the Lower St. 
Lawrence Model Forest. 99-04555/1 


Observations sur le chablis et la carie dans une 
sapinière de seconde venue dans la Forêt 
modèle du Bas-Saint-Laurent. 99-04555/1 


Oficina de hoy, oficina virtual : como utilizar las 
listas del correo electronico para trabajar en 
conjunto. 99-04420/1 


Oilseeds sector profile. 99-04761/1 


Les Oiseaux de la réserve écologique des 
Tourbiéres-de-Lanoraie. 99-04573/1 


Options en vue de l'internationalisation de la 
politique de la concurrence, définir les intérêts 
du Canada. 99-04764/1 

Options for the internationalization of competition 
policy, defining Canadian interests. 99-04764/1 


Partenariats pour les technologies d’apprentissage 
: facteurs critiques de succès dans l'utilisation 
des technologies d'apprentissage par les 
conseils sectoriels des ressources humaines et 
les associations industrielles au Canada. 
99-05014/1 

Partnering for learnware : critical success factors in 
the use of learnware by human resources sector 
councils and industry associations in Canada. 
99-05014/1 

La Passe de l'Île aux Lièvres : importance 
stratégique pour la faune marine de l'estuaire. 
99-04572/2 

People moving forward, a learning framework for 
the Financial Information Strategy. 99-04511/1 

Perspectives concernant les métaux non ferreux, 
1998. 99-04583/1 

The Pine shoot beetle. 99-04430/1 

Plan d'action du Canada pour la sécurité 
alimentaire : une réponse au Sommet mondial 
de l’alimentation. 99-04411/1 

A Plan for legislative renewal : summary report. 
99-04981/1 

Un Plan pour le renouveau législatif : rapport 
sommaire. 99-04981 /1 

Politique de la concurrence et objectifs en matiére 
de commerce international : document de 
réflexion. 99-04765/1 

Pour un avenir viable : actions dans le sens d’une 
production durable. 99-04502/1 

Preventive diplomacy, the Support Group for 
Nicaragua : an assessment, a Canadian 
perspective. 99-04499 /1 

Profil du secteur agroalimentaire, France. 
99-04783/1 

Profil du secteur agroalimentaire, Vietnam. 
99-04785/1 
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Profil du secteur des oléagineux. 99-04761/1 


Programmes d'incitation à la sécurité et à la 
productivité dans le secteur du camionnage, 
point de vue canadien. 99-04415/2 


Projet de modification des règles régissant les 
adjudications de titres du gouvernement 
canadien et la surveillance de celles-ci par la 
Banque du Canada : premier document de 
travail. 99-04491/1 

Proposed revisions to the rules pertaining to 
auctions of Government of Canada securities 
and the Bank of Canada's surveillance of the 
auction process : discussion paper 1. 
99-04491/1 

Publicly available specifications and the public 
sector : a discussion paper prepared for the 
International Public Sector IT group (IPSIT). 
99-04509/1 

Quality of 1996 Ontario canola : final report. 
99-04851/1 

Quality of 1996 western Canadian solin, low 
linoleic flaxseed. 99-04868 /1 

Quality of 1997 Ontario canola : final report. 
99-04850/1 

Quality of 1997 Ontario wheat : a report. 
99-04874/1 

Quality of 1998 Ontario wheat : a report. 
99-04873/1 

Quality of 1998 Quebec, Canada, eastern red 
wheat. 99-04876/1 

Quality of 1998 western Canadian mustard. 
99-04847/1 

Quality of Canadian soybean, 1997. 99-04872/1 

Quality of Canadian soybean, 1998. 99-04871/1 

Quality of Quebec wheat, no. 1 and no. 2 Canada 
eastern red wheat, 1997 and 1996 composite 
samples : a report. 99-04877/1 

Quality of western Canadian canola, 1997. 
99-04895 /1 

Quality of western Canadian canola, 1998. 
99-04894 /1 

Quality of western Canadian feed barley and 
hulless barley, 1997. 99-04896 /1 

Quality of western Canadian flaxseed, 1997. 
99-04888/1 

Quality of western Canadian flaxseed, 1998. 
99-04887/1 

Quality of western Canadian malting barley, 1997. 
99-04897 /1 

Quality of western Canadian mustard, 1996. 
99-04849/1 

Quality of western Canadian mustard, 1997. 
99-04848/1 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1997. 
99-04793/1 

Quality of western Canadian wheat exports : cargo 
shipments, February 1 to July 31, 1998. 
99-04792/1 

Qu'est-ce qui explique les mouvements des 
enfants vers la situation de faible revenu et hors 
de celle-ci, les changements de situation sur le 
marché du travail ou le mariage et le divorce?. 
99-04645/1 

Radioactive emission data from Canadian nuclear 
generating stations, 1988 to 1997. 99-04805/1 

Rapport annuel de l'équité en matière d'emploi, 
1997-98. 99-04766/1 

Rapport du Comité sur la propreté de l'orge. 
99-04788/1 

Rapport du Forum national sur la 
xénotransplantation : questions relatives aux 
aspects cliniques, déontologiques et 
réglementaires. 99-04536 /2 

Rapport provisoire no 2 sur le Projet d'implantation 
du système PeopleSoft. 99-04437/1 

Rapport provisoire sur le Projet d'implantation du 
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